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GENERAL INTRODUCTION 


American Chemical Society Series of 
Scientific and Technologic Monographs 

By arrangement with the Interallied Conference of Pure and Applied 
Chemistry, which met in London and Brussels in July, 1919, the American 
Chemical Society was to undertake the production and publication of 
Scientific and Technologic Monographs on chemical subjects. At the same 
time it was agreed that the National Research Council, in cooperation with 
the American Chemical Society and American Physical Society, should 
undertake the production and publication of Critical Tables of Chemical 
and Physical Constants. The American Chemical Society and the National 
Research Council mutually agreed to care for these two fields of chemical 
development. The American Chemical Society named as Trustees, to make 
the necessary arrangements for the publication of the monographs, Charles 
L. Parsons, Secretary of the society, Washington, D. C.; the late John E. 
Teeple, then treasurer of the society, New York; and Professor Gellert 
Alleman of Swarthmore College. The Trustees arranged for the publica¬ 
tion of the A. C. S, scries of (a) Scientific and (b) Technologic Mono¬ 
graphs by the Chemical Catalog Company, Inc. (Reinhold Publishing Cor¬ 
poration, successors) of New York. 

The Council, acting through the Committee on National Policy of the 
American Chemical Society, appointed editors (the present list of whom 
appears at the close of this introduction) to have charge of securing 
authors, and of considering critically the manuscripts submitted. The 
editors endeavor to select topics of current interest, and authors recognized 
as authorities in their respective fields. 

The development of knowledge in all branches of science, especially in 
chemistry, has been so rapid during the last fifty years, and the fields cov¬ 
ered by this development so varied that it is difficult for any individual 
to keep in touch with progress in branches of science outside his own 
specialty. In spite of the facilities for the examination of the literature 
given by Chemical Abstracts and by such compendia as Beilstein's Hand- 
buch der Organischen Chemie, Richter's Lexikon,Ostwakrs Lehrbuch der 
Allgemeinen Chemie, Abegg's and Gmelin-Kraut’s Handbuch der Anor- 
ganischen Chemie, Moissan’s Traite de Chimie Minerale Generale, Friend's 
and Mellor's Textbooks of Inorganic Chemistry and Heilbron's Dictionary 
of Organic Compounds, it often takes a great deal of time to coordinate 
the knowledge on a given topic. Consequently when men who have spent 
years in the study of important subjects are willing to coordinate their 
knowledge and present it in concise, readable form, they perform a service 
of the highest value. It was with a clear recognition of the usefulness of 
such work that the American Chemical Society undertook to sponsor the 
publication of the two series of monographs. 

Two distinct purposes are served by these monographs: the first, whose 
fulfillment probably renders to chemists in general the most important 
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service, is to present the knowledge available upon the chosen topic in a 
form intelligible to those whose activities may be along a wholly different 
line. Many chemists fail to realize how closely their investigations may 
be connected with other work which on the surface appears far afield from 
their own. These monographs enable such men to form closer contact 
with work in other lines of research. The second purpose is to promote 
research in the branch of science covered by the monograph, by furnishing 
a well-digested survey of the progress already made, and by pointing out 
directions in which investigation needs to be extended. To facilitate the 
attainment of this purpose, extended references to the literature enable 
anyone interested to follow up the subject in more detail. If the literature 
is so voluminous that a complete bibliography is impracticable, a critical 
selection is made of those papers which are most important. 

AMERICAN CHEMICAL SOCIETY 

BOARD OF EDITORS 

Scientific Series:— Technologic Series:— 

William A. Noyes, Editor, Harrison E. Howe, Editor, 

S. C. Lind, Walter A. Schmidt, 

W. Mansfield Clark. F. A. Lidbury, 

Linus C. Pauling. Fred C. Zeisberg, 

L. F. Fieser E. R. Weidlein, 

C. E. K. Mees, 

F. W. Willard, 

Carl S. Miner, 

W. G. Whitman, 

C. H. Mathewson. 



PREFACE 


When work was begun on tliis monograph in 1924, most of our knowl¬ 
edge of the properties of glass was due to the work of Schott and his 
collaborators. That work, carried on in the last two decades of the 
nineteenth century, dealt with glasses containing too many components 
and covering too small a range in composition to permit the calculation 
of the specific effects of the various components. It seemed desirable 
to make measurements with systems of few components over a large 
range in composition to secure more systematic knowledge; and such a 
research was started in collaboration with my colleague Dr. H. E. 
Merwin. Furthermore, at that time there was no information as to the 
phase equilibrium relationshii)s in glass-forming systems. A study of 
them was started in collaboration with my colleague Dr. N. L. Bowen. 
Partly because of these studies, the results of which are included herein, 
and partly because of other duties, the publication of this monograph 
has been delayed. In the meantime, many other studies of the prop- 
(‘rties of glass have been published; of tlie 781 literature references, 
478 of them are to work published since 1920, and 399 to work published 
since 1924. Thus our knowledge of the properties of glass today is far 
more accurate and comjilete than when this book was started, a result 
wliicli is due not only to the interest of academic workers, but also to an 
awakened realization by the glass industry tliat the soundest foundation 
for a strong industry is the understanding of its fundamental scientific 
])rinciples. 

The information in the literature concerning the properties of glass 
is of widely differing accuracy and reliability, and I have indicated my 
judgment whenever such indication seemed desirable, and the necessary 
experimental details were available. I have tried to include all measure¬ 
ments on glasses of known composition, and throughout the emphasis 
has been placed on the physical properties as functions of composition. 

It is a pleasure to acknowledge the advice and assistance in the 
preparation of this book of my colleagues: Dr. J. C. Hostetter, Vice- 
President, The Hartford-Empire Company, Hartford, Conn., formerly 
of this Laboratory and later in charge of development and research at 
The Corning Glass Works, Corning, N. Y.; Dr. J. T. Littleton, Chief 
Physicist, The Corning Glass Works; and Dr. H. E. Merwin, of this 
Laboratory. 


Geophysical Laboratory 
Carnegie Institution of Washington 
Washington, D. C. 

January 20, 1938. 


George W. Morey 
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Chapter I 

The History and Definition of Glass 

The History of Glass 

(5lass has been used by man from the earliest times of which we have 
archeological record. Objects shaped by hand from a natural glass by 
primitive people have been found in widely separated localities. The 
glasses found in nature represent molten rock masses which were 
extruded and cooled so quickly that they did not have time to become 
transformed into tlie usual aggregate of crystalline minerals. The com¬ 
monest of these natural glasses, obsidian, is usually translucent and 
blackish in color, but it is sometimes red, brown or greenish, and some 
varieties arc transparent. It is easily broken into sharp, often elon¬ 
gated pieces, which lend themselves readily to the fashioning of arrow¬ 
heads, spear-heads and knives; and its use for such purposes by peojilc 
of Stone Age culture was widespread. In more advanced cultures, 
obsidian was valued also for ceremonial purposes and for jewelry; and 
some of the objects made from it show a high quality of handicraft. 

AVorked objects of obsidian have been found almost everywhere the 
mineral occurs, in Italy, Greece, Czechoslovakia, Hungary, and Asia 
Minor; and obsidian seems to have been an article of commerce as early 
as the Bronze Age. It was used extensively throughout the Americas. 
The obsidian ^ of Yellowstone Park was well known to the Indians, and 
was traded from tribe to tribe, often far from its place of origin. An 
extensive collection of obsidian tools found in a burial mound near Chil- 
licothe, Ohio, and now in the Field Museum of Natural History, in 
Chicago, is considered to be made of obsidian from Mexico. Obsidian 
blades have been found in Patagonia,- and obsidian mirrors in Ecua¬ 
dor.'^ Hardly an occupied site in all Mexico or Central America can 
be found that does not furnish examples of obsidian.^ The flake knife, 
which is found in great numbers in the Valley of Mexico, is the simplest 
and most universal of the flaked forms. They were not made at the 
quarry, as the edges of the blades were so delicate that transportation 
would have subjected them to injury; therefore the selected nuclei were 
carried away, and the knives made wherever they were required. Tylor 

^ The compositions of sorno obsidians and other natural glasses are given in Table Til, 1. 

®Outes, F. F., “La Edad de la Piedra en Patagonia"; Anal. Mus(3o nac. de Buc*nos Aires, 
5, 203 (1905). 

*Saville, M. H., “Antiquities of Manabi"; Irving Press, New York, 1907. 

* Holmes, W. H., Am. Anthropologist, 2, 405 (1900). 

® Tylor, E. B., “Anhuac," Longmans, Green, Longmans and Roberta, London, 1861. 
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gave the following free translation from Torquemada ® of a description 
of making the flake knives: 

^'One of these Indian workmen sits upon the ground, and takes a 
piece of this black stone, which is like jet, and hard as flint, and is a 
stone which might be called precious, more beautiful and brilliant 
than alabaster or jasper, so much so that of it are made tablets and 
mirrors. The piece they take is about eight inches long or rather 
more, and as thick as a man^s leg, or rather less, and cylindrical; they 
have a stick as large as the shaft of a lance, and three cubits or rather 
more in length; and at the end of it they fasten firmly another piece 
of wood, eight inches long, to give more weight to this part; then, 
pressing their naked feet together, they hold the stone as with a pair 
of pincers, or the vice of a carpenter's bench. They take the stick, 
which is cut off smooth at the end, in both hands, and set it well home 
against the edge of the front of the stone, which also is cut smooth 
in that part; and then they press it against their breast, and with the 
force of the pressure there flies off a knife, with its point, and edge 
on each side, as neatly as if one were to make them of a turnip with 
a sharp knife, or of iron in the fire. . . . They come out of the same 
shape as our barber's lancets, except that they have a rib up the 
middle, and have a slight graceful curve toward the point.” 

These obsidian blades and razors were the most efficient tools for the 
uses to which knives and scissors are put until well into the Age of 
Iron.'^ Obsidian mirrors were of widespread use, and even ceremonial 
masks were made from this hard material. The commonest use of 
natural glass by primitive people was for arrow-heads and spear-heads; 
and beautiful examples are to be seen in many collections. The fash¬ 
ioning of glass into arrow-heads and similar objects is not a lost art, 
but has been taken up as a hobby by several people, who have found 
that ordinary bottle glass is easier to work than obsidian. Arrow-heads 
and spear-heads thus made from ordinary glass are to be seen in the 
National Museum in Washington. 

The Beginnings of Glass Manufacture 

When glass was first made artificially is not known, but it must have 
been early in the cultural history of mankind. Once the discovery of 
fire-making had made accessible the regions of high temperature, the 
beginning and development of the arts based on fire followed natu¬ 
rally. It has been assumed that the discovery of glass came after, and 
was a consequence of, the development of metallurgy; but it appears 

•Torquemada, “Monarquia Indiana,” lib. xvii, cap. i. See a correction of Tylor's transla¬ 
tion, Compt. rend., p. 47 (1926). Quoted also in Evans, Sir J., “Ancient Stone Implements, Weapons 
and Ornaments of Grreat Britain”; D. Appleton and Co., New York, 1872. 

MaoCurdy, G. G., Am. Anthropologist, 2, 417 (1900). 
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more probable that both metallurgy and glass-making were consequent 
upon the development of the potter^s art. The firing of crude pottery 
was the first step in the development of the arts based on fire, and from 
this the development of glaze and thence of glass was a logical and 
probable step. It may be, however, that the discovery of glass was an 
independent occurrence. There is a great difference between a glaze 
and a glass, and the development of one from the other is little, if any, 
more probable than that each represented independent discovery. The 
similarity arises of necessity from the chemical properties of the mate¬ 
rial; the differences are more manifest to the non-technical observer. 

Possibly the production of glass ow^es its beginning to accident. An 
illustration of such a possibility is the glass, described by Velain,^ 
formed by the burning of grain and the fusion of the ash, as the result 
of fire caused by lightning. Such occurrences are not uncommon, and 
Velain said that the masses of glass found in the ash were called “light¬ 
ning stones^^ (pierres de foudre) by the French peasants, who believed 
them to be the cause of the fire. Another illustration is in the fol¬ 
lowing account of the origin of glass manufacture, as related by Pliny:® 

“In Syria there is a region knowm as Phoenice, adjoining to Judaea, 
and enclosing, between the lower ridges of Mount Carmalus, a marshy 
district known by the name of Cendebia. In this district, it is sup¬ 
posed, rises the river Belus, which, after a course of five miles, empties 
itself into the sea near the colony of Ptolemais. The tide of this river 
is sluggish, and the w^ater unwholesome to drink, but held sacred 
for the observance of certain religious ceremonials. Full of slimy 
deposits, and very deep, it is only at the reflux of the tide that the 
river discloses its sands; which, agitated by the waves, separate them¬ 
selves from their impurities and so become cleansed. It is generally 
thought that it is the acridity of the sea-water that has this purgative 
effect upon the sand, and that without this action no use could be 
made of it. The shore upon which this sand is gathered is not more 
than half a mile in extent; and yet, for many ages, this was the only 
spot that afforded the material for making glass. 

“The story is, that a ship, laden with nitre, being moored upon 
this spot, the merchants, while preparing their repast upon the sea¬ 
shore, finding no stones at hand for supporting their cauldrons, 
employed for the purpose some lumps of nitre which they had taken 
from the vessel. Upon its being subjected to the action of the fire, 
in combination with the sand of the sea-shore, they beheld trans¬ 
parent streams flowing forth of a liquid hitherto unknown: this, it is 
said, was the origin of glass.” 

•Vdain, Ch., BulU franc. Boc. mineral., 1, U3 (1878). For composition see Table III. 1. 
•“The Natural History of Pliny”; (», 37Q, trans. by Bostock, J., and Riley, H. T.j Henry Q. 
Bohn, London, 1857. 
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The story is a plausible one. It has been doubted if sufficient heat 
could be developed by an open fire as described, but these doubts are 
not justified. Monroe found that a wood fire kept burning two hours 
in the open air developed a temperature of 1200° C. (2200° F,). This 
temperature would be sufficient to melt not only a soda-silica glass but 
also a soft soda-lime-silica glass. The lowest-melting eutectic of soda 
(NaoO) and silica {Si02) is at 793° C., and of soda, lime and silica 
725° C. At these low temperatures a long time would be required to 
produce a clear glass, because of the great viscosity of the melt; but 
that glass could be formed at the higher temperature shown to be avail¬ 
able by Monroe there can be no doubt. The discovery of glass manu¬ 
facture could have been made in the manner related by Pliny; but 
the dating of the oldest piece of glass indicates that the discovery took 
place hundreds of years before the time of the Phocaiicdan traders, j 

The Glass of Antiquity 

Where glass manufacture had its beginning is an open question. The 
oldest piece of glass bearing a date is a large ball-bead with the car¬ 
touche of Amenhotep (1551-1527 B.C.), now in the Ashmolean Museum, 
Oxford. Glass made in Egy])t at about this period, the Eighteenth 
Dynasty, is plentiful; but earlier glass has been found whose dating is 
unquestionable, and still other pieces concerning the dating of which 
there is some difference of opinion. 

Much of our knowledge of ancient glass we owe to Sir W. M. Flin¬ 
ders Petrie, who says:^^ 

^‘The earliest glaze known is that on stone beads of the Badarian 
age in Egypt, about 12,000 B.C. This is green. That civilization 
was intrusive, probably from Asia. Green glaze was applied to 
powdered quartz basis for making small figures about 9000 B.C., and 
was ever after so common in moulded beads that it was certainly of 
Egyptian manufacture. 

“The oldest pure glass is a moulded amulet of deep lapis lazuli 

color, of about 7000 B.C. Fragments of green opaque glass inlay 

appear in the First Dynasty about 5000 B.C. Striped black and 
white glass amulets came in the Eleventh Dynasty, about 3800 B.C. 
An elaborate fused glass mosaic of a calf is in jewelry of 3300 B.C. 
from Dahshur. Blue translucent beads appear about 1570 B.C. All 
of these occurrences of dateable glass in Egypt were probably due 
to importation from Asia.” In another place he says:^^ 

. not a single piece of glass was made in Egypt prior to about 
1500 B.C. . . . There was certainly no evidence as yet as to the pro- 

Monroe, W. L., "Window Glass in the Making," 21, American Window Glass Co., Pitts¬ 
burgh, Pa., 1926. . 

^ Petrie, Sir W. M, Flinders, Trans. Newcomen Society, 5, 72 (1924-25), 

^2 Petrie, Sir W. M. Flinders, J. Soc. Glass Tech., 10, 229 (1926). 
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duction of glass in Egypt until one came down to the period 1500 B.C., 
about which time one also came across sculptural records bearing 
representations of Syrian workmen being brought into Egypt, carrying 
with them the vases of metal or of glass which they had produced. 
There was no question that the Syrians were far ahead of the Egyp¬ 
tians up to this period in the matter of art and industry, and when 
one remembers that examples of glass liad been found in Syria—in 
the Euphrates region—which could be definitely dated back to 2500 
B.C., one had little difficulty in attributing to the Syrians the glass¬ 
wares which were imported into Egypt prior to 1500 B.C.” 

Lucas,however, says: 

^^At what period glass was first ])roduced is uncertain, and there 
is little doubt that it was made exceptionally and in small amount 
before it came into general use, and when occasional early specimens 
are found in Egypt there is no need to assume that they are of for¬ 
eign origin and have been imported.’^ 

Lucas gives evidence that many of the specimens considered to be 
glass of early origin are not glass at all. For example, the bracelet of 
the First Dynasty, found at Abydos,^^ is turquoise. The mosaic of the 
Twelfth Dynasty from Dahshur,which is a small pendant with the 
figure of an ox, is natural stone, in part lapis lazuli, in part rock crys¬ 
tal. The small blue Hathor head in the University College Museum, 
London, and the greenish glass bead in the Berlin Museum,both 
found by Flinders Petrie, are undoubtedly glass; but Lucas implied 
doubts as to their dating to the First Dynasty. However, there is no 
doubt as to the dating of the ^h’ich blue glass beads’^ from Deir el 
Bahri,^^ found in the coffin of little Mai't, a child queen of King Men- 
tuhotpe (2196-2172 B.C.). Whether they represent native manufacture 
or an importation is an open question, but they may be the oldest glass 
of undisputed date found in Egypt. 

Some evidence indicates that we must look to Asia Minor, probably 
in Mesopotamia, for the beginnings of glass manufacture. Glass beads 
were plentiful in the excavation of a cemetery of the Third Dynasty of 
Ur (2450 B.C.), and Petrie considers that there may have been centers 
of glass-making in this region long before its production in Egypt. 
Frankfort found a cylinder of light blue glass, of excellent quality, 
at Tell Asmar, northwest of Baghdad. ^^Our cylinder dates, at the 

1** Lucas, A., "Ancient Egyptian Materials”; Longmans Green and Co., New York; Edwin 
Arnold, London, 1926. 

14 Vernier, E., "Bijoux et Ortvreries”; Cat. Gen. du Musee du Caire, 1907. 

Newberry, P. E., J. Epypt. Arch,, 6, (1920). 

Petrie, Sir W. M. Flinders, "Prehistoric Egypt”; 1920. 

Neumann, B., and Kotyga, G., Z. anqew. Chem., 38, 776-80, 857-64 (1925). 

’»Winlock, H. E., "Bull. Met. Museum of Art.” New York, Part 2. p. 52 (1921). 

*** Frankfort, H., "Iraq Excavations of the Oriental Institute, 1932-33”; 55, Univ. of Chicago 
Press, 1W4. 
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latest, to the dynasty of Gutram, and more probably to the dynasty 
of Akkad,” probably 2600-2700 B.C. The glass had a density of 2.463, 
a refractive index of about 1.515; and it appeared surprisingly free 
from striae or inclusions. 

Whether or not the manufacture of glass was continuous in this 
region is not known. The famous Sargon vase, inscribed with the name 
of the Assyrian king Sargon II (722-705 B.C.), which was found in the 
ruins of Nineveh and now is in the British Museum, is considered 
to be of Egyptian origin. It was made of a translucent greenish glass, 
and was evidently built up on a core, according to the technique preva¬ 
lent at the time. The explorations of Thompson at Nineveh gave much 
information of the state of the art at the time of Assurbanipal (668-626 
B.C.), and his translation of certain cuneiform tablets, which appear to 
be factory records, is of great interest. They give not only the Assyrian 
names for various kinds of glass, but also directions and formulas for 
their manufacture. The following excerpt shows the style of this ancient 
treatise: 

^^When thou settest out the [ground] plan of a furnace for hnin- 
erals,’ thou shalt seek out a favourable day in a fortunate month, 
and thou shalt set out the [ground] plan of the furnace, while they 
are making the furnace, thou shalt watch [them], and shalt work 
thyself [?] [in the house of the furnace]: thou shalt bring in embryos* 
[born before their time] . . .: Another [?], a stranger, shall not 
enter, nor shall one that is unclean tread before them; thou shalt 
offer the due libations before them: the day when thou puttest down 
the ^mineraP into the furnace thou shalt make a sacrifice before the 
embryos: thou shalt set a censer of pine-incense, thou shalt pour 
kurunnu - bber before them. 

^Thou shalt kindle a fire underneath the furnace and shalt put 
down the ^minerar into the furnace. The men whom thou shalt bring 
to be over the furnace shall cleanse themselves, and [then] thou shalt 
set them to be over the furnace. 

^The wood which thou shalt bum underneath the furnace shall be 
styrax, thick decorticated billets which have not lain [exposed] in 
bundles, [but] have been kept in leather coverings, cut in the month 
of Ab.** This wood shall go underneath thy furnace.” 

Translator's Notes: *^^This use of foetus or embryos in the prepa¬ 
ration of the furnace is a question for the anthropologist rather than 
the chemist. It may be mentioned, however, that Frazer (Immor¬ 
tality, 2, 4^, note) says abortions appear to be regarded as most 

®®Kisa, A., “Das Gliu? im Altcrthuin"; 1, 102, K. W. Hiersemann, Leipzig, 1008. 

Thompson, R. C., “On the Chemistry of the Ancient Assyrians,” Luzac and Co., I/ondon, 
1925. A page of the original text and a translation of a portion relating to the details of glass- 
making are reproduced by Marshall, A. E., Bull. Am. Ceram. 8oc., 7, 5 (1928), and by Morey, Q. W., 
Art and Archeology, 28, 199 (1929). 
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malignant . . . Clearly the Assyrian idea is that the spirits of 
incomplete beings must be propitiated, on the grounds that they 
would have some mysterious influence over incomplete substances, 
i. e., the glass which is in progress of being made/^ 

**^^The glass-maker is here advised to use wood which will give 
the maximum of heat; it must have been cut in Ab, the hottest 
and driest month of the yearJ^ 

In Ptolemaic and Roman times, there was a well-established glass 
industry not only in Mesopotamia but also in Tyre, Sidon, Palestine and 
Syria. It is not known whether this was the descendant of the native 
industry or the result of the expansion of the Alexandrian glass industry. 

The presence of a stable domestic glass industry in Egypt at the 
beginning of the Eighteenth Dynasty is shown by the remains of glass¬ 
works of that period,which are still to be seen. Hilprecht con¬ 
sidered that the end of this dynasty corresponded to the best period of 
Egyptian art, especially in glass; and the composition of the glass of 
this period gave a product more durable than that of later periods, 
also requiring more technical competence in its manufacture. From this 
time until the first part of the Christian Era, Egypt remained the chief 
center of glass manufacture; and its glassware was distributed through¬ 
out the world.2^ The industry became centralized at Alexandria, from 
which place, under the stimulus of the Ptolemaic revival, it was carried 
to Syria, Palestine, Greece, and Italy. 

The first mention of glass in India was in the time of the Singalese 
kings, doubtless as the result of the contacts with that region established 
by Alexander. Until recently it was believed that the first glass in 
China was imported from Alexandria, and that glass-making was intro¬ 
duced subsequent to that time. Recent work, however, has shown 
that glass, probably of native manufacture, was used for decorative pur¬ 
poses in China in 550 B.C. Both barium oxide and lead oxide have been 
found in these ancient Chinese glasses, which range in density from 
3.25 to 5.25. Barium oxide is not knowm otherwise as a constituent 
of ancient glasses; and later Chinese glasses, of T^ang times, were of the 
common soda-lime-silica and soda-lime-lead oxide-silica types. 

The earliest glass-making differed in its chief purpose from glass- 

** Newberry, P. E., /. Egypt, Arch., 6, (1920). 

“Hilprecht, H. V., "Explorations in Bible Lands”; Philadelphia, 1903. 

“The blue glass bead found at Aghnaskeagh, County Louth, Ireland, and dated to about 
300 B.C. [O’Riorda’in, S. P., Discovery, 16, 100 (1935)] may be of Egyptian origin. 

“Barton, G., "Introduction to the Histoir of Science,” 1, (Publication No. 376, Carnegie Insti¬ 
tution of Washington); Williams and Wilkins, Baltimore, 1927. 

“Sarton, G., Isis, 25, 73 (1936). White, W. C., "Tombs of Old Lo-yang”; Shanghai. Kelly 
and Walsh, 1984. 

“Beck, H. C., and Seligman, C. G., Nature, 133, 982 (1934). Seligman, C. G., Ritchie, P. D,, 
and Beck, H. C., Nature, 138, 721 (1936). 
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making of today. Glass ai)pcars to have been used first as a gem, 
probably on a parity with natural gems, not as an imitation of them, 
for in these early days of glass-making the man-made product would 
have surpassed in rarity even the natural gems. As late as Ptolemaic 
times glass gems were among the most prized possessions; and even 
today glass is used extensively for ornamental jewelry. The glass used 
for the purpose by the Egyptians was usually colored. Because of 
its low refractive index, it lacked the brilliancy of glass now made for 
jewelry from the highly refractive “Strass paste. 

Glass was used later for hollow vessels, especially unguent jars and 
small vases, which were not blown, but molded. The process was labo¬ 
rious and of limited scope. A core of sand was built up on a wooden 
or metal rod, then covered with glass by building up bit by bit with 
the viscous glass not much above its softening temperature. Later, prob¬ 
ably about 1200 B.C., another technique was developed, that of press¬ 
ing glass into open molds. By this means shapes such as bowls, dishes 
and cups, which could not be made by the sand-core process, were added 
to the repertory of types which were at the disposal of the glass-maker. 
Some of the objects made by tliese two processes were of surprisingly 
intricate design and showed excellent craftsmanship. The dress of a 
figured subject sometimes consisted of as many as 100 to 150 pieces of 
colored glass, drawn out until the threads were no more than a thousandth 
of an inch in thickness. In making the well-known “millefiori’^ glass 
threads of many colors were fused into a rod, so that the cross-section 
show^ed a colored pattern. This was then cut into discs, which were laid 
side by side and rolled into a matrix of colorless, transparent glass. The 
resulting mosaic was then worked up into vessels by the ordinary 
processes. 

Transparent glass was rare, the quality of transparency not being 
important for the uses for which glass was intended. White opaque glass 
was made in the Eighteenth Dynasty by the use of tin oxide. Blue 
glass was used extensively; and its color usually was due to copper, 
which gave a turquoise blue, very different in hue from the dark 
cobalt blue glass common today. According to Neumann,-® cobalt was 
not found in any Egyptian glass; and the only ancient glass in which 
it has been found is a single specimen from Nippur, dated at about 
1400 B.C. Copper was also the coloring agent in red glass, but the 
effect obtained resembled jasper, not the copper ruby of more recent 
times. Green glass also was colored with copper or iron. Table I. 1 gives 
the compositions of a number of antique glasses, most of which repre¬ 
sent analyses by Neumann and his co-workers. 

^ Neumann, B., Chvvi. Ztg., 51, 1013 (1927). 
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Invention of Glass Blowing 

The invention of glass blowing caused an industrial revolution, which 
changed a luxury into a necessity. Glass had been used only for small 
and precious articles, but the process of blowing glass with the aid of 
a blowpipe made possible the production in quantity of a better and 


Table I. 1—Compositions of Some Antique Glasses 
Ajter Neumann 


No. 

SiOj} 

NayO 

K,>0 

MgO 

CaO 

AI2O3 

FooOa 

Mn^Os 

CuO 

SOa 

1 

61.70 

17.63 

1.58 

5.14 

10.05 

2.45 

0.72 

0.47 

0.32 


2 

62.71 

20.26 

4.52 

9.16 

1.47 

0.96 


... 

0.92 

3 

63.86 

22.86 

0.80 

4.18 

7.86 

0.65 

0.67 

trace 



4 

65.95 

20.30 

0.96 

1.37 

6.89 

2.49 

0.28 

0.97 


1.08 

5 

67.82 

13.71 

2.34 

2.30 

4.03 

4.38 


1.12 

l’.96 

0.98 

6 

64.10 

18.26 

0.77 

1.30 

6.06 

3.59 


1.38 

1.18 

1.53 

7 

63.20 

16.57 

1.34 

2.20 

7.10 

3.77 


0.74 

• . • 

1.10 

8 

68.48 

14.95 

2.83 

5.28 

5.71 

0.70 



• • • 

0 A 4 

9 

69.82 

13.51 

2.18 

4.09 

5.79 

1.40 

1.80 

0 . 4 i 

0.36 

0.96 

10 

67.80 

16.08 

2.08 

2.89 

3.80 

3.22 

0.92 

0.54 

1.51 

1.01 

11 

67.03 

10.12 

1.82 

4.93 

7.83 

2.48 

1.88 

2.64 

0.79 

0.75 

12 

65.03 

17.37 

1.65 

2.52 

5.65 

2.13 

0.97 

0.65 

1.94 

1.70 

13 

64.41 

13.98 

2.37 

5.59 

6.19 

1.52 

1.36 


2.60 

1.28 

14 

62.70 

15.21 

2.12 

3.29 

8.80 

3.82 

1.07 

d .^ 

1.00 

0.94 


1. Dark blue translucent fragment, 1400 B,C., Tell-el-Amarna. 

2. Light yellow translucent glass, 1400 B.C., Tell-el-Amarna. 

3. Transparent red, colorless, contains bubbles, 1400 B.O., Tell-el-Amanin, 

4. Colorless fragment, outside strongly decomposed, 1st to 2nd century A.D., Elephantine. 

5. Dark blue translucent, 1500 B.C., Thebes. 

6. Dark blue, slightly transparent Roman glass, 2nd century A.D. Also contains FcO, 1.59. 

7. Dark green translucent, 1500 B.C., Thebes. Also contains FeO, 1.43; SnO:*, 1.96. 

8. Window fragment, Samarra, 9th century A.D. Also contains FeO, 0.91; PbO, 0.95. 

9. Rose-colored fragment, Nippur, 250 B.C. 

10. Dark blue transparent, Egyptian, from Gorub Medinod, 1500 B.C. 

11. Deep blue transparent Egyptian, from Gorub Me<Jined, 1500 B.C. Also contains SnOg, 0.39. 

12. Babylonian-Assyrian, Nippur, 1400 B.C. Also contains CaO, 0.93; PbO, 0.19. 

13. Babylonian-Assyrian, Nippur, 1400 B.C. Also contains SnOz, 0.32. 

14. Dark blue, transparent, Egyptian, from Gorub Medined, 1500 B.C. Also contains Sn02, 0.41, 


cheaper article. The time and place of the first free glass blowing is 
not certain. It formerly was thought to have been in the Twelfth 
Dynasty, because of representations at Beni Hasan, showing workmen 
manipulating what w^as thought to be a blowpipe before a fire. These 
so-called ^^blowing tubes” are now known to represent blowpipes which 
were used for metal working; and the supposed lumps of glass, colored 
bright greenish-grey, were the fireclay ends of these tubes. Kisa dated 
the invention to a little before the beginning of the Christian Era, 
between the end of the Ptolemaic period and 20 B.C.^^ 

Harden,in a discussion of the glass of this period, says: 

Partington, J. R., “Origins and Development of Applied Chemistry”; Longmans, Green. Lon¬ 
don, 1936. Diergart, P., Olastech. Ber., 14, 422 (1936). 

*®Kisa, A., “Das Glas im Alterthum”; 1, 296 , 299, Leipzig, 1908. 

Neumann, B., Z. angew. Chem., 41, 203 (1928), cited evidence to show that the art of 
glass blowing was known in Babylon in 260 B.C. 

“Harden, D. B., “Greece and Romo.” 3, 140 (1934). 
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. .It was a short road thereafter that led first to blowing glass 
in moulds that bore elaborate patterns, and then to blowing vessels 
at the end of the blowpipe—in other words, free-blown glass. 

“These developments must have occurred about the beginning of 
the Christian Era, and are probably due to workers on the Syrian 
coast. There is a group of mould-blown vases belonging to Syrian 
workshops of about that time, many examples of which bear signa¬ 
tures of artists in Greek characters as part of the moulded design. 
The two best names are Ennion and Artas, and their vases have been 
found on both eastern and western Mediterranean sites. These Syrian 
craftsmen were undoubtedly among the very first makers of mould- 
blowm glasses, and it is highly probable that one of their members 
invented the process.” 

This advance in technique was accompanied by, or immediately fol¬ 
lowed by, an improvement in glass quality. AVhile some excellent glass 
was made as early as the Eighteenth Dynasty, most of the antique glass 
was crude. The qualities of transparency and freedom from color were 
unimportant or undesirable for imitations of precious stones, or for 
inlays and plaques; but with the invention of glass blowing, and the 
extension in the uses for which glass was suitable, these qualities at once 
became desirable. The glassware of the early Roman Empire shows 
great improvement over that of its predecessors. Pliny stated: 

“Still, however, the highest value is set on glass that is nearly 
colorless or transparent, as nearly as possible resembling crystal, in 
fact. For drinking vessels glass has quite superseded the use of sil¬ 
ver and gold.” 

The rapid expansion of glass manufacture was in part the result of 
the invention of glass blowing, but it could not have taken place but for 
the commercial stability afforded by the Roman Empire. Glass manu¬ 
facture spread throughout the Empire, not only to Egypt and Syria, but 
also to Greece, Italy and the Western provinces of Gaul and the Rhine¬ 
land. There is a plentiful supply of glass of the period. The glass- 
workers were masters of their craft. In 220 A.D., Alexander Severus laid 
a tax on the glass manufacturers of Rome, who were so numerous that 
a section of the city was assigned to them. 

Glass had become a common material of the household, used for 
tableware, toilet bottles, and unguent vases, for storage of wine and 
other liquids and for seals and signets. The first use of glass for win¬ 
dows was mentioned by Lactantius, at the close of the third century. 
The use of glass for funerary furniture reached its height in the first and 
second centuries A.D. The Portland vase, now in the Gold Room of 
the British Museum, is a splendid specimen of this period of Roman 
art. It was found in 1550 in a tomb of the third century A.D., but it 

»»*‘The Natural History of Pliny," trans. by Bostock, J., and Eiley, H. T., 6, 882, Henry 
Q. Bohn, London, 1857. 
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probably was made in the first century. The scene, which is cut out 
of a layer of white opaque glass, stands out from a deep blue background. 

There is not much information concerning glass in the period from 
the fall of Rome to the eleventh century. The disturbed political and 
social conditions consequent to the overthrow of the Roman Empire by 
the Germanic tribes undoubtedly caused a decadence in glass manu¬ 
facture in Western Europe and the migration of the center of the industry 
to the Eastern Roman Empire. The comparative scarcity of glass 
objects in this period, as contrasted with that immediately preceding, is 
due also, in part, to the influence of the Christian religion in abandoning 
the use of funerary furniture, the source of many of the glass relics of 
the preceding period. No written records of Western European glass 
manufacture during this period are known. Heraclius, in the second 
half of the tenth century, gave many details concerning the manufacture 
of glass. It is probable that his account represents an industry which 
had continued from the days of the Empire. Theophilus Presbyter, in 
the twelfth century, gave an extended discussion of glass manufacture, 
a discussion which probably reflects the influence of the Venetian renais¬ 
sance, superimposed on the traditions of the previous five centuries. 

After the break-up of tlie Roman Empire, glass manufacture was 
carried on in the Eastern Empire. The Byzantine workers were espe¬ 
cially adept in making colored glass and mosaics. It has been suggested 
that the art of making stained glass owes its origin to Greek workers 
of this period. If so, it soon was introduced into France, and Theophilus 
regarded it as a French art. Gregory von Tours (593 A.D.) and Bishop 
von Protus (609 A.D.) used colored glass for glazing, and a century 
later glass was imported to England. 

Adalberon, Bishop of Rheims, used colored glass windows, designed 
to represent biblical scenes, when rebuilding the cathedral in 969-988 
A.D. This is one of the earliest records of the use of stained-glass win¬ 
dows. However, it is not to be supposed that the first stained-glass 
windows 'were those at Rheims, nor that the art of making stained 
glass developed before the more utilitarian use of glass to keep out the 
weather. It is more probable that the use of glass for windows spread 
slowly and continuously after its introduction, and that the lack of rec¬ 
ord of such use is part of the scarcity of historical records in the period 
from the third to the ninth century. 

These so-called Dark Ages were a period of intellectual vigor in the 
Islamic world, and glass manufacture benefited from the spirit of the 
age. It was during this period that the use of glass for weights was 
developed to the highest accuracy by the Arabs. These apparently were 
not made imtil about 300 A.D., reached their highest accuracy about 

Petrie, Sir W. M. Flinders, Trans. Newcomen 5oc., 5, 72 (X924-5). 
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780; and by 1300 had been abandoned. The manufacture of glass was 
mentioned by Jabir ibn Haiyan (the ^Xatin Geber”) about 776. More 
research is needed on this period of the history of glass in Islam. 

Probably as an indirect result of the Crusades and of the fall of the 
Eastern Empire, glass manufacture in Venice entered a period of develop¬ 
ment about the beginning of the eleventh century which soon made 
that city the center of the glass industry, which dominant position it 
maintained for at least four centuries. The phrase ^^Venetian glass’^ still 
is used to designate a type of blown ware, and the name is still some¬ 
times associated with a tradition of quality. Glass manufacture in 
Venice became a large-scale industry, which was jealously protected as 
a monopoly. An elaborate guild system was set up in 1279, which pro¬ 
vided for a system of apprenticeship requiring eight years for its com¬ 
pletion. In 1291 the glass works were moved to the island of Murano, 
a separate borough of the city, and drastic measures were taken to 
prohibit the exportation of scrap glass, called cullet, and the emigration 
of workmen.^’^ Syrian craftsmen were imported, who brought with them 
technical recipes and procedures from Byzantium and the Egyptian 
orient. The technical excellence of the Venetian glassware gives evidence 
of the highest degree of craftsmanship, and the beauty of its design has 
never been surpassed. New types of ware were developed, notably 
the crackled ware. The art of ^‘silvering” mirrors with mercury was 
known in Venice in 1369, although not invented there, and Venetian mir¬ 
rors were for many years the standard of excellence. 

Although glass manufacture probably persisted in many placead 
through the Dark Ages, it spread rapidly from Venice in the following 
centuries. Concerning this period we have much information. Techni¬ 
cal details of glass manufacture and furnace construction were given by 
Agricola.-’^® Of special importance is the book by Neri, “L^Arte Vetra- 
ria,^^^*^ published in Florence in 1612, later reprinted and annotated by 
Merrett and Kunckel, which is a treasure-house of glass history. Here 
are described the use of lead oxide and of borax, which did not become 
common glass constituents until later, and of arsenic oxide as fining 
agent. Several colored glasses are described, including the most splen¬ 
did of all, gold ruby.* 

"Three days after, I returned to Venice, and passed over to Murano, famous for the beet 
glass in the world, where, having viewed their furnaces, and seen their work, I made a collection 
of divers curiosities and glasses, which I sent to England by long sea. It is the white flints from 
Pavia, which they pound and sift exceedingly small, and mix with ashes made of a sea-weed 
brought out of Syria, and a white sand, that causes this manufacture to excel." "Diary of John 
Evelyn" (Everyman’s Library, No. 220); J. M, Dent, London; E. P. Dutton, New York. The 
extract deals with the year 164.5. 

Hoover, H. C. and L. H., "Georgius Agricola, De Re Metallica"; London, 1912. 

Neri, A., "L'Arte Vetraria"; Florence, 1612; 2nd edition, 1661; reprinted in Venice, 1678; 
Latin tranlation, Amsterdam, 1668 and 1686; English translation by Merrett, 1662; German edi¬ 
tion, 1679 and 1689; French translation, 1752. 

♦See footnote, Chapter XVI, p. 438. 
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The Modern Period in Glass Manufacture 

This great work by Neri, ^^L^Arte Vetraria/^ was the beginning of the 
scientific approach in glass technology. While science in its modern 
sense was still far in the future, and while the scientific treatment of the 
problems of glass technology is largely the accomplishment of this gen¬ 
eration, nevertheless the basis was laid in the assembly of facts in this 
monumental volume. Neri was a priest, and presumably his interests 
were largely academic. Merrett, an English physician and a member 
of the Royal Society, brought to the work not only the technique of a 
different nation, but also the critical viewpoint of a scientist. Kunckel, 
a glass-maker of no mean scientific ability, descended from a family of 
glass-makers, brought not only a further development in technique, but 
also the practical touch which made ‘T/Arte Vetraria’’ a classic of chemi¬ 
cal technology. 

From this period tlie develoiunent of glass was rapid. Factories 
multiplied in Europe, and glass became more and more a part of every 
man’s life. In 1600 the art of cut glass was developed. In 1615 the 
use of coal instead of wood for fuel was discovered in England. Another 
English invention, flint glass, was made in 1675. ^Tlint glass” is a term 
having two different meanings. Sometimes it merely refers to any clear 
glass, for example clear glass bottles used for dispensing drugs. The 
flint glass invented in 1675 is a type containing lead oxide as its charac¬ 
teristic ingredient. The name ^^flint glass” comes from the use of a pure 
silica in the form of flint by the early makers. In the later development 
of optical glass, the term “flint” came to be applied to glasses possessing 
a higher refractive index and greater dispersive power than the ‘^crown” 
glasses, as indicated in Fig. XVI. 10. The optical flint glasses contain 
lead oxide. 

The awakening interest in chemistry manifested in the eighteenth 
century naturally included glass, but the inhibiting influence of the 
phlogiston theory, based on an erroneous conception of calcination and 
combustion, prevented any theoretical progress. Sir Isaac Newton, 
in 1681, replaced lead oxide by zinc oxide. A real advance in this 
period was made in the selection and purification of raw materials. 
In addition. Swab and later Scheele and Lavoisier investigated the chemi¬ 
cal durability of glass when exposed to the corroding action of water 
and of weak acids. 

In the progress of glass manufacture during the nineteenth century, 
the type known as optical glass played an important part. Glass used 
for optical instruments of precision is a small part of the total glass pro¬ 
duction; yet the developing of glass sufficiently perfect to meet the exact¬ 
ing requirements of optical instruments of precision has contributed 
enormously to our knowledge of glass technology, and has played an 
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important part in the development of all types of glass. It differs from 
ordinary glass in two particulars. 

One difference is its freedom from physical imperfections. It must 
be free from unmelted particles, or “stones,” from bubbles, and from 
chemical inhomogeneity, which gives rise to regions of variable refrac- 
tivity, known as “cords” or “striae”; and it must be thoroughly annealed. 
Chemical homogeneity is obtained by stirring the molten glass, a process 
discovered about 1790 by a Swiss watch-maker, Pierre-Louis Guinand. 
The process was long kept a profound secret. His son, Henri Guinand, 
became associated in Paris with Bonteps, director of the glassworks of 
Choisy-Le-Roi. The partnership w^as not successful, and in 1848 politi¬ 
cal troubles caused Bonteps to go to England, where he became asso¬ 
ciated with Chance Brothers, who still are among the best-known manu¬ 
facturers of optical glass. Henri Guinand continued the manufacture 
of optical glass in Paris with great success. He was followed by his 
grandson, M. Feil, and later by Ch. Feil, who became associated with 
E. Mantois; and this association later developed into the famous glass 
house of Parra-Mantois. Thus, both the invention and the development 
of a homogeneous glass suitable for optical purposes were due to Guinand 
and his descendants. The necessity of chemical homogeneity in glass 
for optical purposes was manifest, but it is only recently that its desira¬ 
bility in ordinary glass has become evident; and improvement in this 
respect of all types of glass is now receiving attention from manu¬ 
facturers. 

The second characteristic of optical glass is the wide range of refrac¬ 
tive index and dispersion. The designing of lenses capable of producing 
undistorted images requires the use of glasses differing in their optical 
properties; and in the search for such glasses extensive studies on the 
effect of the incorporation of new ingredients have been made. This sys¬ 
tematic search, begun about the beginning of the nineteenth century, has 
contributed largely to our understanding of glass. 

Faraday^s researches on the manufacture of optical glass are a 
classic of the early period of the nineteenth century. His characteriza¬ 
tion of glass “rather as a solution of different substances one in another 
than as a strong chemical compound” indicates his chemical insight. 
Faraday worked especially with the use of boric oxide as a constituent 
of glass. Harcourt, later associated with Stokes, studied the modifica¬ 
tion of glass properties by a systematic variation in composition and by 
the introduction of new components. None of these studies led to com¬ 
mercial developments. 

The outstanding study of the properties of glass as affected by com¬ 
position was that of 0. Schott; and this study inaugurated a new period in 

®Faraday, M., Trans. Roy. Soc. (London), part 1, 1 (1830); "Experimental Researchea in 
Chemistry and Physics," 231-291, London, 1859. 
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the history of glass. He was associated with E. Abbe, whose insight into 
the qualities necessary for the improvement of optical systems, and whose 
genius for making use of the new glasses developed by Schott, con¬ 
tributed largely to the success of the association and of the famous glass 
house of Schott und Genossen at Jena. Also associated with Schott was 
Winkelmann, whose studies on the mechanical properties of glass as 
affected by their composition produced a wealth of data which is still 
unequalled. The measurements of Table I. 2, made on glasses whose 
compositions are given in Table III. 4, are largely the result of the col¬ 
laboration of Schott and Winkelmann. 

More recent developments can be considered only briefly. The 
revolution in glass manufacturing methods which has taken place in 
the twentieth century, especially in the last two decades, has trans¬ 
formed the industry from one dependent on the skill of the individual 
workman, working under crude conditions and with a material imper¬ 
fectly understood, to one dominated by continuous machine production, 
precisely controlled by the application of scientific methods. 

The methods used in the manufacture of glass are those made neces¬ 
sary by the high temperatures required to melt the ingredients and by 
the corrosive action of the molten glass on the containers, especially 
during the reaction period. The best materials available for both 
furnaces and containers for melting glass are refractories containing 
as their essential constituents silica, the preponderating oxide in most 
glasses, and alumina, a common glass constituent. The refractory is 
dissolved by the glass, and the process tends to continue until the 
refractory is destroyed. In recent years the life of glass-makers^ 
refractories has been greatly increased by replacing the traditional 
refractories, containing from 20 to 40 per cent alumina, and made of 
clay or similar materials, by the newer ^^mullite” type, containing 70 
per cent or more of alumina. 

In primitive times melting was done in clay pots heated by a wood 
fire; and the wood-burning furnaces used in Egypt during the Eighteenth 
Dynasty, although smaller, resembled those described by Theophilus, 
Agricola and Neri. With increasing technical competence the design 
of the furnaces for burning wood was improved; then, as the forests 
became depleted, coal was substituted for wood, and this was replaced 
in turn by natural gas and oil. Melting pots gradually increased in 
size from those used by the early Egyptians, which were only two or 
three inches in depth and diameter,®^ to modem plate-casting pots 
holding upwards of three tons of glass. 

Today most glassware made on a large scale is manufactured by 
automatic machines, and fed from tank furnaces, in which the furnace 
itself serves as a container for the fluid glass. Such furnaces are of 

Petrie, Sir W. M. Flinders, “Tell-el-Amama,” 18, Methuen, London, 1894. 
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either the regenerative or recuperative type, fired by gas or oil, with 
the fuel ports arranged along the sides or at one end so as to direct the 
flames out over the glass pool. The whole is covered with a low refrac¬ 
tory roof, either domed or arched. The raw materials are fed in at one 
end of the tank, and the glass withdrawn at the other. A partition or 
“bridge walF' usually separates the tank into a “melting end^^ and a 
“working end.'’ A “throat" through the bridge wall connects the two 
ends under the surface of the glass. Those parts of the tank which 
are in contact with the molten glass are made of refractory pieces known 
as flux blocks, which must be as resistant as possible to the corrosive 
action of the glass. This problem of corrosion resistance probably has 
been solved more successfully for tank blocks than for pots used in the 
intermittent melting process. 

Pot melting of glass is used at present only in the smaller hand- 
production factories, or for special glasses made in small quantity or 
requiring an oxidizing atmosphere. In most operations the pot is used 
repeatedly until destroyed by solution or breakage. Almost all optical 
glass is made in pots, a new one being used for each melt. In the manu¬ 
facture of plate glass by this method, the pot of glass is removed from 
the furnace, the contents either poured onto an iron casting table and 
rolled to uniform thickness with an iron roller, or flowed onto large 
power-driven rollers through which the plate flows onto a moving table 
beneath. The plate is then annealed, ground and polished. Most plate 
glass today is drawn in continuous sheets directly from a tank. 

Until recently, window glass was made by hand either by the 
“Crown" or the cylinder process. In the Crown process, a large, some¬ 
what spherical, globe was blown on a pipe. Opposite the pipe the globe 
was flattened, and a solid iron rod, called a punty, was fastened to the 
flat part. The neck of the globe was cracked off at the pipe, after which 
the glass, supported by the punty, was re-heated. By rapid rotation 
the globe was opened gradually and turned outward until a flat disc of 
glass was produced, an operation requiring great skill and manual dex¬ 
terity. The disc was placed then on a bed of warm sand, the punty 
detached, the disc transferred to an annealing oven, and, after cooling, 
cut into square or rectangular panes. The thick section to which the 
punty was attached was the “buH's-eye," w^hich is now sought by 
collectors. 

In the cylinder process, the blower made a large cylinder, which was 
split open and flattened by re-heating. This process was superseded 
by one in which larger cylinders were drawn by machine, and split open 
as before. The cylinder process has been replaced largely by flat drawn 
glass, drawn directly from the tank in a continuous sheet. This is an 
illustration of a common trend in the mechanization of the glass industry. 
The hand process was replaced first by a machine which imitated. 
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often in great detail, the methods used by the hand operative. This 
machine was replaced in turn by far more efficient processes which, dis¬ 
regarding precedent, and utilizing to the full the characteristic proper¬ 
ties of glass, obtained the desired result by much simpler methods. 

The manufacture of hollow ware, one of the large branches of the 
glass industry, is almost entirely mechanized. Bottles, fruit-jars, tum¬ 
blers, lamp chimneys, lantern globes, electric light bulbs and radio tubes 
are made by machine on an enormous scale. Heavy ware, such as signal 
lenses, cooking ware, flat plates and electrical insulators is pressed in 
cast-iron or alloy-steel molds, into which the glass is fed either by hand 
or by automatic feeders. Standard shapes of laboratory ware often are 
made by machine, but special apparatus is fashioned by the glass-blower. 

The period since the World War has been especially productive in 
advances in the glass industry, both in improvements in technical proc¬ 
esses and methods, and in the increase in our knowledge of the funda¬ 
mental scientific background of glass technology. Much of this increase 
in knowledge was the direct product of the enforced extension of the 
optical glass industry during the War. Optical glass is one of the key 
materials of civilization, and during the War it was recognized as one 
of the essential munitions. The enormously increased requirements led 
to the extension of the optical glass industry, and the removal from it 
of the veil of mystery in which it had been deliberately enveloped since 
its beginning. Partly as the result of war-time necessity, and partly 
as the result of the appreciation by the glass manufacturers that the 
soundest foundation for a strong industry is the understanding of its 
fundamental scientific principles, there have been published extensive 
and thorough studies of the relation between the composition and 
physical properties of all kinds of glass. Studies of the phase equilib¬ 
rium relations in glass-forming systems have given us an understanding 
of why glass can be manufactured and worked, and of what the chemi¬ 
cal relationships are that set limits to the compositions of matter obtain¬ 
able as glass. 

These relationships between composition and properties form the 
subject matter of the subsequent chapters, in each of which the infor¬ 
mation in the literature is summarized, and to some extent discussed 
critically. The treatment throughout is based primarily on chemical 
composition, and measurements on glasses of known composition are 
quoted whenever possible. Much of this information deals with simple 
glasses, prepared to ascertain the effect of change in composition on 
properties, for it is only by systematic experimentation, varying but one 
facW at a time, that unexceptionable generalizations can be developed. 
Measurements on multi-component commercial glasses also have been 
included, especially when the composition is known. Table 1. 2 contains 
a collection of such measurements. With the exception of Pyrex chemi- 
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cal resistant glass, all of these glasses were made by Schott u. Gen. at 
Jena, and were studied by Schott, Winkelmann and their collaborators. 
The compositions of these glasses are in Table III. 4A, and they are men¬ 
tioned frequently in the following chapters. 

The Glass Industry 

Statistics of glass production in the various countries, given in 
Table 1. 3, show the magnitude of the industry and its cosmopolitan 
character. These statistics were compiled by the Bureau of Foreign 
and Domestic Commerce, Department of Commerce, Washington, D. C. 
They are the first attempt to obtain a world-wide statistical picture 
of the glass industry. 

The Definition of Glass 

In the preceding historical section a general knowledge of what glass 
is has been assumed. Glass is so commonplace a part of every-day 
experience that a definition is almost unnecessary; yet the term has been 
applied to such a variety of substances that some preliminary indication 
should be given as to the type of substance whose properties are to be 
considered in the following chapters. 

One of the early definitions of glass was given by Merrett in 
the commentaries accompanying his translation of Neri’s ^^LWte 
Vetraria”: 

^'Glafs is one of the fruits of the fire, which is molt true, for it 
is a thing wholly of Art, not of Nature, and not to be produced with- 
nout ftrong fires. I have heard a lingular Artifts merrily to this pur- 
pofe fay, that their profeffion would be the lafl in the world: for 
when God fhould confume with fire the Univerfe, that then all things 
therein would Vitrifie and turn to glafs. Which would be true upon 
fuppofition of a proportionable mixture of fit Salts, and Sand or 
Stones. 

Tis much like all fort of mineral or middle mineral. I find 
Authors differ much about referring Glafs to it^s Species. Agricola, 
lib. 12. de Metallis, maketh it a concrete juyce, Vincent Belluasensis, 
lib. 11. calls it a ftone, Fallopius reckons it amongft the Media min- 
eralia, and the workmen, when it is in a ftate of fufion call it metall. 
But to me it feems neither of thefe, which this generall Argument 
fufficiently evinceth, that all the forementioned are natural concretes, 
but Glass is a compound made by Art, a produd of the fire, and never 
found in the bowels of the earth, as all the others are. . . . But to 
fhorten this comparifon, I fhall here fet down the proprieties of glafs, 
whereby any one may easily difference it from all other bodies. 

Merrett, C., "The Art of Glass, written in Italian by Antonio Neri, and translated into Eng¬ 
lish, with some Observations on the Author"; 208, 214, Ootavian Pulleyn, London, 1082. 
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Table I. 3 —Estimated World Production of Glass and Glass Products’*' 
(Values have been converted into U. S. Dollars) 

Official Statistics Unless Otherwise Noted 


Producing /—Production (000 omitted)—^ No. of Estnb- 

Country Year Metric Tons Value (U.B.$) lishments Employment 

United States . 1935 2,948 ' 283,925 213 67,100 

Germany . 1935 700" 132,400'’ 300 ' 85,100' 

United Kingdom ... 1934 775 “ 76,000 125 ' 43,000 

Rumania . 1930 500 ' 40,000“ 63' 6,000' 

Czechoslovakia .... 1935 148' 29,000 * 200 22,000' 

France . 1937 476 ' 28,000' 147' 38,000' 

Belgium . 1935 235 * 25,000 125 ' 28,500' 

Italy . 1935 100 " 25,000 500 28,000' 

Japan . 1935 500 ' 20,000 690 23,866 

Soviet Russia. 1935 600 11,000 * 71,000 

Canada . 1935 75* 10,000 68 3,100 

Sweden . 1935 65 7,156 58 5,000 

Australia . 1937 85 “ 7,000 ' 3 4.000' 

Poland . 1935 97 6,000 60 10,000 

Netherland.s . 1935 75 ' 5.000' 10' 5,000' 

Yugoslavia . 1931 45' 3,500' 0' 1.500' 

Denmark . 1935 25 * 2,000 5 1,103 

Norway . 1936 12 1,350 5 855 

China . 1933 15' 1,144' 40' 4,000' 

Spain . 1935 30* 1,000' 150' (m) 

Portugal . 1935 10' 1,000 ' 7' (m) 

Austria . 1926 10 ' 4,000' 10' 2,500' 

Latin America . 1935 1(X)' 11,000' 105 17,000' 

Total (estimated)... 8,000 800,000 3,000 .500,000 

Basis of Estimates; 

“ Known relationship to exports. « Metric ton valued at $80. 

^ Fuel activity in relation to previously compiled data. ** 140 per cent of sand consumption. 

* Trade estimates. * 54 per cent of av'erage (40,000). 

^ Value per ton as indicated by exports. J 85 per cent of 1928 total. 

® Known relationship to imports. ^ Unoflicial domestic rate of ruble $.03. 

^ Lists of manufacturers. ™ No basis for estimate. 


World Tirade in Glass'^ 
(Values converted into U. S. $1,000) 


Per cent Per cent Approximate 

of Total of Total Per cent 

World's World’s of Local 

Country of Export 1929 Exports 1930 Exporta Production 

Germany . 59,014 29 55,387 41 40 

Czechoslovakia . 40,804 20 24,138 18 80 

Belgium . 42,023 21 18,641 14 75 

United States . 10,931 5 8,264 6 3 

United Kingdom . 11,000 5 7,800 6 10 

Japan . 6,090 3 7,438 5 40 

France . 21,281 10 5,870 4 20 

Austria . 2,287 1 2,187 2 50 

Netherlands . 3,557 2 1,742 1 35 

Italy . 2,032 1 1,109 1 4 

Sweden . 1,221 1,062 1 14 

U. S. S. R. 2,200 1 720 ’6 

China . 600 372 30 

Australia . 175 320 5 

Others (estimated) . 1,765 450 

Total (estimated) . 205,000 135,500 


* From “World Production and Trade in Glass’’—Bureau of Foreign and Domestic ClJommerce, 
U. 8. Department of Commerce. 
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Tis a concrete of fait and fand or ftones. 

2 Tis Artificial. 

3 It melts in a ftrong fire. 

3 When melted ’tis tenacious and fticks together. 

4 It wasts not no confumes in the fire. 

5 ^Tis the laSl effecfi of the fire. 

6 When melted it cleaves to Iron, &c. 

7 Tis ductile whilft red hot, and fafliionable into any form, 
but not malleable, and may be blown into a hollownefs. 

8 Breaks being thin without annealing. 

9 Tis friable wlien cold, which made our proverb, As brittle 
as glafs. 

10 Tis diaphanous either hot or cold. 

11 Tis flexible and hath in threeds motum rectitutionis. 

12 Cold and wet difunites and breaks it, efpecially if the liquors 
be faltifh, and the glafs suddainly heated. 

13 It onely receives fculpture, and cutting, from a Diamond or 
Emery ftone. 

14 Tis both coloured and made Diaphanous as pretious ftones. 

15 Aqua fortis, Aqua Regis, and Mercury, diffolve it not as 
they do Mctalls. 

15 Acid juyces nor any other thing extra<5l either colour, taSl, 
or any other quality from it. 

16 It receives polifhing. 

17 It lofeth nor weight, nor fubftance, with the longeft and 
inoft frequent ufc. 

18 Gives fufion to other Metalls and foftens them. 

19 Receives all variety of colours made of Metalls both exter¬ 
nally and internally, and therefore more fit for Painting than any 
other thing. 

20 Tis the most plyable and fafhionable thing in the world, 
and belt retains the form given. 

21 It may be melted but ^twill never be calcined. 

22 An open glafs fill'd with water in the Summer will gather 
drops of water on the outfide, fo far as the water reacheth, and 
a mans breath blown upon will manifeftly moiften it. 

23 Little balls as big as a Nut fill'd with Mercury, or water, 
or any liquor, and thrown into the fire, as alfo drops of green glafs 
broken fly affunder with a very loud & moft fharp noife. 

24 Wine Beer nor other liquors will make them mufty, nor 
change their colour nor ruft them. 

25 It may be cemented as Stones and Metals. 

26 A drinking Glafs fill'd, in part with water (Being rub'd on 
the brim with the finger witted.) yields Mufical notes, higher or 
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lower, according as 'tis more or lefs full, and makes the liquour 
frisk and leap/^ 

^The Century Dictionarygives: “A substance resulting from the 
fusion of or combination of silica (rarely boracic acid) with various 
bases. It is usually hard, brittle, has a conchoidal fracture, and is more 
or less transparent, some kinds being entirely so.” 

The ^^New Standard Dictionarygives: fused mixture of silica, 

usually in the form of natural sand, and two or more alkaline bases such 
as soda, lime, or potash. It is generally transparent or translucent, is 
brittle and sonorous at ordinary temperatures, and when heated becomes 
soft and ductile, finally melting. The point of fusion varies with its 
composition. It breaks with a conchoidal (commonly called vitreous) 
fracture, and is acted on by hydrofluoric acid, but not by ordinary 
solvents.” 

^^Webster’s Dictionarygives: ^^An amorphous substance, usually 
transparent or translucent, consisting ordinarily of a mixture of silicates, 
but in some cases of borates, phosphates, etc.” Since one of the mean¬ 
ings of ^‘amorphous” is given as “imcrystallized,” the similarity in struc¬ 
ture between ordinary liquids and glass might be inferred. 

The statements included in the above definitions are correct, except 
that which implies that glass has a ^^point” of fusion. The statements 
concerning composition are empirical and too restrictive, and in the sec¬ 
ond definition exclude one-component glasses such as silica glass, and 
even two-component glasses, such as the sodium silicates. None of them 
brings out the essential continuity of condition from the fluid melt at 
high temperatures to the rigid glass at ordinary temperatures. 

Transparency is frequently considered a characteristic of glass, yet 
much commercial glassware is either translucent or opaque. It is always 
true, however, that the lack of transparency is caused by the fact that 
some material, usually crystalline, is dispersed or suspended in a glassy 
matrix, itself transparent. The material may be a colloidal dispersion, 
as in a gold or copper ruby glass; or a suspension of submicroscopic to 
microscopic particles, as in some opaque glasses; or microscopic crys¬ 
tals ranging in size from the lower limits of resolving power to fairly 
coarse crystals, as in some opals and white glasses. In all these cases, 
however, the material is essentially glassy, and to exclude such com¬ 
mercial products from the category of glasses would be futile. 

Other products contain much glassy material, but are not considered 
as glasses. Any hard-fired brick contains some glass, and a glassy 
bond is almost universal in ceramic materials. The finest porcelains 

“The Century Dictionary”; The Century Co., New York, 1914. 

“Funk and Wagnalls New Standard Dictionary”; Funk and Wagrnalls Co., New York, 1982. 

"“Webster’s New International Dictionary”; G. and C. Merriam, 2nd. ed., Springfield, Maas., 
1935. 

" Morey, G. W., /. Am. Ceram. Soc., 17, 145 (1934). 



HISTORY AND DEFINITION 


31 


contain a large percentage of glass, and glazes and enamels are essen¬ 
tially glassy, yet there is no suggestion that such products should be con¬ 
sidered as glassware. 

The organic glass substitutes are excluded from consideration because 
they differ so greatly in composition, methods of manufacture, and prop¬ 
erties from those substances that have always been known as glass, 
that they constitute a separate division of chemical technology. 

Discussion of the definition of glass usually centers around whether 
at ordinary temperatures glass is an undercooled liquid or an amorphous 
solid, which places the emphasis on the definition of liquid and solid, 
rather than on the properties of the substance to be defined. The chief 
diflSculty in connection with the definition not only of glass, but also of 
liquid and of solid is that the terms used either are themselves not 
well defined, or are commonly used with a much looser meaning than is 
allowable for the purpose of a definition. The necessity for precision 
of meaning in scientific discussion results in one of two evils: either a 
word commonly used in every-day speech is assigned a strange and rigid 
meaning, or even worse, a new word is coined. 

Glass is manifestly solid, in the usual sense of the term. The defini¬ 
tion of solid, however, is not easy. The fact that a substance is solid 
to the touch is not a sufficient criterion; and the more closely one inquires 
into the properties characteristic of a solid, the more one is forced to 
depart from the popular conception and resort to greater and greater 
abstraction. In scientific discussion, moreover, solid has two different 
and unrelated meanings. 

In the first of these meanings, solid is spoken of as one of the three 
contrasting states of matter, solid, liquid and gaseous. Each of these 
states usually is capable of precise delimitation in respect to the others; 
and the relation between these states, in both simple and complex sys¬ 
tems, is the subject-matter included under the study of phase equilib¬ 
rium. In the development of that subject, it may have been unfortunate 
that new terms, which were not commonplaces of every-day speech, were 
not adopted in place of ^'solid^^ and ^diquid,” with their many irrelevant 
connotations. To attempt to change the vocabulary of the subject now 
would be Quixotic. The mere substitution of the term ^^crystalline^^ ‘for 
solid would not help the non-specialist, for to him '^crystalline” may 
mean only clear and limpid, e. g., the crystalline sky! To be sure, most 
people rarely come into contact with any solid-liquid transition except 
ice-water, and here there is no confusion between the two completely 
unrelated concepts. But considered as a state of matter, "solid” means 
"crystalline,” a phase characterized by the atoms being in a fixed, regu¬ 
larly repeated, geometrical pattern, as contrasted with the haphazard 
arrangement of the liquid phase. 
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When a crystalline solid is heated to its melting point,* it changes 
to a liquid, or to a mixture of liquid and a different crystalline solid; 
and on cooling the reverse phase changes take place. The materials 
which always have been called glasses are characterized by the property 
that when melted at high temperatures and cooled, they do not devitrify, 
that is, they do not undergo the discontinuous change into the stable 
aggregate of crystalline phases ** which equilibrium would require. At 
high temperatures during melting they are ordinary liquids, and like 
other liquids, will flow under the influence of gravity or other small 
force. At the temperatures at which they should freeze or begin to 
crystallize, the glasses are viscous liquids, and it is largely because of 
their great viscosity that glasses can be cooled through their freezing 
points without devitrification. They then become “undercooled liquids.’' 
As undercooling is continued to ordinary temperature, the glasses 
become increasingly viscous. The increase in viscosity with decreasing 
temperature is a continuous process^ from the liquid above the melting 
or freezing point to the rigid glass at ordinary temperatures; and from 
the freezing point to ordinary temperatures, the material remains an 
undercooled liquid with respect to the process of crystallization. Glass 
is in a condition which is analogous to, and continuous with, the liquid 
state, but which, as the result of having been cooled from a fused condi¬ 
tion, is characterized by so high a degree of viscosity as to be for all 
practical purposes rigid. It is solid, but not in the sense of being in 
the “solid” or “ciystalline” state. 

In its other meaning, solid is defined in terms of certain physical 
properties; and here again is met the difficulty that the popular and 
the precise meanings of most of the words used differ greatly. A solid 
is rigid; but rigidity is measured in terms of a modulus, a relation 
between stress and strain, which may range within wide limits. A solid 
is hard; but hardness is a concept that never has been defined in such 
terms that it can be measured. A definition of “solid” in terms of physi¬ 
cal properties requires the choice of properties which can be measured 
and the setting of limits to those properties. It is not sufficient to say 
that a solid is hard and rigid; limiting values must be set to the prop¬ 
erties included in the definition or the term is not defined. 

♦ The complications introduced by a vapor phase and by variations in pressure 
are omitted as not pertinent to the discussion. 

♦♦ See the discussion in Chapter II on The Demtrification of Glass. The “melt¬ 
ing temperature” is the temperature to which the ingredients are heated during 
mianufacture, which is determined primarily by the necessity of getting the melt 
fluid enough to free itself from bubbles in a short time. At the melting tempera¬ 
ture the glass is usually too fluid for the subsequent shaping operations, and must 
be cooled until the requisite viscositj^ has been reached at the “working tem¬ 
perature.” The “melting point,” “freezing point,” or “liquidus temperature” is the 
temperature at which crystals can exist in equilibrium with the melt, and ordinarily 
is many degrees below both the melting and the working temperatures. 

t See the discussion of the “stabilization” of glasses, p. 268. 
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In applying such a definition of solid to a material such as glass, 
the additional difficulty is encountered that the physical properties 
change with temperature and composition, and arbitrary values set for 
the dividing line between liquid and solid can be reached by change 
in temperature or composition, or both. But the several physical prop¬ 
erties do not change in the same degree with change in composition or 
temperature; and if a set of simultaneous values of physical properties 
reached by heating a given composition is chosen as the dividing line 
between liquid and solid, that same set of values may not be simulta¬ 
neous for another composition. Thus it becomes necessary either to 
impose an arbitrary set of limiting values for hardness, strength, rigidity, 
viscosity and electrical and thermal conductivity for every composition, 
or to take one property, such as viscosity, and to call a liquid everything 
having a viscosity less than, a solid everything having a viscosity greater 
than, that limit. 

If one insists on that definition of solid which ignores crystallinity 
and lays stress on physical properties such as rigidity, the definition of 
glass as an amorphous solid would become logical and consistent, pro¬ 
vided the definition were restricted to ordinary temperatures. The diffi¬ 
culty comes when it is attempted to tell when the glass ceases to be a 
solid and becomes a liquid. It must be admitted that to call window- 
glass liquid, rather than solid, conflicts with one^s natural regard for 
the fitness of things. But this reaction is the expression of instinctive 
opposition to the use of terms in a sense different from that ordinarily 
used in speech and literature. Opposition will be aroused even more 
by the following quotation: ^^Glass and pitch are familiar examples of 
very viscous liquids. Paint, clay slip, and thin mud in a similar manner 
must be classified as soft solids.^^^^ The dilemmas are caused, not by 
calling glass a liquid or a solid, but by the impossibility of logically and 
completely defining and delimiting ^^solid^^ in terms of physical proper¬ 
ties. Without doubt, the conception of glass as an undercooled liquid 
is more in accord with experiment, and leads to fewer dilemmas when the 
concept is follow^ed to its logical conclusion. 

An ordinary glass is considered best as an undercooled liquid, or as 
second choice, as an amorphous solid, using the two terms as possessing 
almost equivalent connotation. There appears to be no justification for 
considering the ^^glassy state^^ as a “fourth state of matter.^’ Such a 
concept in no way clarifies the contradictions which have been con¬ 
sidered, and introduces new problems of definition difficult to solve. 
Moreover, all attempts at precise definition of glass are confused by the 
custom, not to be condemned, of referring to the material as glass, not 
only at ordinary temperatures, or at intermediate temperatures, as 
when one speaks of the annealing temperature, or of the softening tera- 

^ Binghain, E. C., “Fluidity and Plasticity/' 214, McGraw-Hill, New York, 1922. 
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perature of glass, but also at high temperatures when the material is 
in an undoubtedly liquid condition to which the preceding discussion 
does not apply. Thus experimental work discussed in the chapters on 
viscosity and surface tension was done mostly with glasses which satis¬ 
fied the ordinary concept of a liquid which flows immediately under the 
action of a small force. 

One circumstance has been omitted in the above discussion which is 
of importance in defining glass in the broadest sense, but which is not 
of importance in respect to any known glass. Most substances are so 
fluid at their freezing points that crystallization cannot be prevented; 
they cannot be obtained as glass. A few substances have sufficient vis¬ 
cosity at their freezing points to make it possible to cool them as glasses. 
The essential thing is not that the liquid can be cooled below its freezing 
point without a discontinuous change taking place, but that it can be 
cooled until its viscosity has increased to such an extent that it forms 
a serviceable glass. With silicate glasses this happens to be far below 
their freezing points, but there is no necessary or known relation between 
freezing point and viscosity, and there is no a priori reason why some 
substance should not acquire the necessary viscosity above its freezing 
point. The above considerations are, however, hypothetical, as there 
is no glass known which is above its freezing point at ordinary tem¬ 
perature. 

A definition which makes use only of those characteristics which are 
essential to glass is the following: A glass is an inorganic substance in 
a condition which is continuous with, and analogous to, the liquid state 
of that substance, but which, as the result of having been cooled from 
a fused condition, has attained so high a degree of viscosity as to be for 
all practical purposes rigid. 



Chapter II 

The Devitrification of Glass 


All glasses on cooling from the melting temperature pass through a 
temperature or temperature range in which the liquid becomes unstable 
with respect to one or more crystalline compounds, and at and below 
this temperature the glass can be devitrified, that is, crystallized, by 
appropriate heat treatment. If during the working or annealing processes 
the glass is held too long in the temperature region in which crystalliza¬ 
tion takes place most readily, it will devitrify and be ruined. Devitrifica¬ 
tion is the chief factor which limits the composition range of practical 
glasses, and it is an ever-present danger in all glass manufacture and 
working, and takes place promptly with any error in composition or 
technique. 

In discussing the devitrification of glass it is important not to con¬ 
fuse the equilibrium phase-relationships with the tendency of the glass 
to crystallize, and the speed with which crystallization takes place once 
the process is started. These kinetic factors will be considered in detail 
subsequently; but the phase equilibrium relationships are the only fac¬ 
tors which admit of exact definition and precise determination. 

When a complex glass is cooled, at some temperature the melt 
becomes saturated with a crystalline phase, just as a salt solution on 
cooling becomes saturated with salt; and if undercooling does not take 
place, crystals will separate. The temperature at which this process 
begins is known as the liquidus temperature. When a devitrified glass 
is heated, and at each temperature sufficient time is given for enough 
crystals to dissolve to saturate the liquid, the crystals will gradually 
and continuously decrease in amount, and finally disappear. The tem¬ 
perature at which the last trace of crystals disappears also is the liquidus 
temperature; and experiments in which the liquid is cooled give the 
same temperature for the liquidus as experiments in which the devitri¬ 
fied glass is heated. 

Phase equilibrium diagrams represent the relation between composi¬ 
tion and temperature with reference to the melting and crystallizing 
process in mixtures containing several components. They offer a meanS 
of expressing in compact and graphic form a large amount of information 
of a type which is fundamental to the comprehension of many factors 
vital to ceramic engineering and glass technology. The information thus 
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available is apparent at a glance to those familiar with such diagrams, 
but a considerable amount of thought and study and actual use is neces¬ 
sary to attain such a degree of competence. In the following discussion 
two phase-equilibrium diagrams will be considered in detail, and several 
others of interest in connection with the devitrification of glass will be 
reproduced with little discussion. The diagrams chosen for detailed 
discussion are of soda-silica and of soda-lime-silica, fundamental to the 
common soda-lime-silica glasses. 

Much of the subsequent discussion is based on purely geometrical 
relationships, and it is pertinent to inquire into the reason for this inti¬ 
mate connection between geometry and chemistry. It arises in part in 
the methods used in expressing composition by means of geometrical 
figures; but in larger part in the thermodynamic relationships underly¬ 
ing the study of heterogeneous equilibrium. The entire structure on 
which is based the study of heterogeneous equilibrium is due to the 
genius of J. Willard Gibbs, and is developed in detail in his ^'Equilibrium 
of Heterogeneous Substances.^’ ^ In that paper the application of the 
first and second laws of thermodynamics was extended to substances 
containing independently variable components, in contrast to the pre¬ 
vious restriction to substances of invariable composition. One conse¬ 
quence of that treatment is the Phase Rule. In its usual form this rule 
is but an incidental qualitative consequence of equations which express 
relationship between those quantities which connect the thermodynamic 
stability of the different phases with their composition. These equa¬ 
tions may be applied either analytically, or, as is commonly done, 
graphicallyGibbs himself showed how to make a graphic representa¬ 
tion of the stability relationships of phases of both fixed and variable 
composition, by means of curves and surfaces; and, indeed, the use of 
the equilateral triangle for representing composition in three-component 
systems is due to Gibbs. As will be seen later, a triangular phase 
equilibrium diagram representing a three-component system is divided 
into various fields or regions by boundary curves, and these boundary 
curves represent the projection on the basal plane of curves obtained 
by the intersection of surfaces representing the limits of thermodynamic 
stability, as expressed by the fundamental equations of the various 
phases. It is from a consideration of the fundamental equations, or of 
the surfaces of thermodynamic stability derived from them, that the 
various theorems are derived which govern our application of geo¬ 
metric laws to the chemical relationships expressed in phase equilibrium 
diagrams. 

* Gibbs’ derivation of the Phase Rule may be summarized as follows: 

1 “The Scientific Papers of J. Willard Gibbs," 1, 55, Longmans, Green, 1906. See also section G, 
“The Phase Rule and Heterogeneous Equilibrium" by Morey, Q. W., in “Commentary on the 
Scientific Writings of J, Willard Gibbs," 1, Yale University Press, 1936. 

* Morey, G. W., /. Phys. Chem., 34, 1745 (1930). 
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Application of the first and second laws of thermodynamics to a phase 
consisting of n components leads to the equation 

vdp = sdt -\- VlL dPi •{- . . . -f 7?^n dPn 

for the relation between the variables for changes taking place in an 
isolated system. In this equation v is the volume and 5 the entropy of 
the mi + . . . units of the components making up tlie phase; p and t 
are the pressure and the temperature of the phase; and /iii , . . fim are 
values for each component of an intensity factor called the chemical 
potential. The components are those chemical substances which may 
be regarded as the simplest or the most convenient set from which all 
the phases can be derived. For example, a mixture having the molecular 
composition Na20 + 3 C^aO + GSiOo can be regarded as made up from 
the components Na^d • 2 SiO^, CaO • SiO^, and SiOo, or from Na^O • SiOo, 
(JaO • Si() 2 , and Sitk, or from Na^O, CaO, and SiOo, and the choice is 
one of convenience. 

The concept of phase and the derivation of the Phase Rule result 
from the application of the above equation to the consideration of “the 
different homogeneous bodies which can be formed out of any set of 
component substances.” “It will be convenient to have a term which 
shall refer solely to the composition and thermodynamic state of any 
such body without regard to its quantity or form. We may call such 
bodies as differ in composition and state different phases of the matter 
considered, regarding all bodies which differ only in quantity and form 
as different examples of the same phase. Phases which can exist together, 
the dividing surfaces being plane, in an equilibrium which does not 
dej^end on passive resistances to change, wx shall call coexistent.” 

Each one of a set of coexistent phases will be characterized by an 
equation of the form given above, containing (n + 2) variables, namely, 
the n cliemical potentials, pressure and temperature. When there are 
{n + 2) coexisting phases, evidently the condition of the system will be 
determined completely. An example is the coexistence of three phases, 
ice, liquid and vapor, at the triple point of water. When there are 
(n + 1) phases, there can be a single variation or “degree of freedom,” 
producing a monovariant system; when there are n phases, there are 
two degrees of freedom, producing a divariant system. In general, if F 
represents the number of degrees of freedom, C, the number of com¬ 
ponents, and P, the number of phases, 

F - C + 2 - P. 

For example, in the binary system H2O-KNO3, coexistence of two 
phases, liquid and vapor, can take place over a range of composition, 
temperature and pressure; fixing the composition alone does not fix the 
temperature or the pressure, nor does fixing either pressure or tempera- 
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ture fix the composition. The system is divariant. If the composition of 
the solution becomes such that crystalline KNO3 separates, coexistence 
of three phases, solid, liquid and vapor, still can take place over a range 
of composition, pressure and temperature; but fixing any one of these 
fixes the other two. The system is monovariant. If the solution be 
cooled until ice separates, four phases coexist, and the pressure, tempera¬ 
ture, and composition of the liquid are fixed. The system is invariant. 



Figure II. 1. —Phase Equilibrium Diagram of the Binary System Na20-Si0a. Com¬ 
position Is Expressed as Percentage by Weight of SiOa. After Morey, Bowen 
and Kracek. 

Two-component Systems 

The first system to be discussed is that formed by sodium meta¬ 
silicate and silica,® shown in Fig. II. 1; the properties of the compounds 
are given in Table II. 1; and the temperature and composition of the 
invariant points are in Table II. 2. The vertical scale in Fig. II, 1 

' ^ Kracek, F. C., /. Phyt. 
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represents temperature; the horizontal scale represents composition. This 
is part of the larger system Na 20 -Si 02 , and the composition is given in 
percentage of Si 02 by weight, considering Na 20 as the other component. 
The designation of the components in such a case is largely a matter of 
convenience. Na 20 • Si 02 and Si 02 could as well have been chosen as 

Table II. 1 — Properties of Crystalline Compounds 

Melting 
reaction (r) 

’ or inversion Refractive Indices 


Compound 

(i) temp., 

Crystal 

Crystal 


Optical 

a y 

('’C.) 

habit 

system 

2V 

character 

(0 € 

SiOa, low quartz 

573 i 

bipyramids 

hexagonal 


uniax. pos. 

1.544 1.553 

SiOa, high quartz 

870 i 




SiOg, low tridymite 

1470 t 

plates 

pseudo- 
hexagonal 

35“ 

biax. pos. 

1.473 1.47 1.469 

SiOa, low criatobalite 

1713 

plates 

pseudo- 
cubic 


uniax. neg. 

1.487 1.484 

NaaO • SiOo 

1089 

needles 

ortho¬ 

rhombic 

large 

biax. neg. 

1.513 1.520 1-528 

NagO * 2Si02 

874 

plates, 

ortho¬ 

60-55“ 

biax. neg. 

1.497 1.508 



needles 

rhombic 



KgO * SiOg 

076 

granular 

ortho¬ 

rhombic 

35“ 

biax. pos. 

1.520 1.528 

KoO • 2Si02 

1045 

plates 

ortho¬ 

rhombic 

large 

biax. neg. 

1.503 1.513 

K.,0 • 4Si02 

770 

plates 

mono- or 
triclinic 

large 

biax. pos. 

1.477 1.482 

/3-CaO • SiOa, 

1150 t 

needles 

monoclinic 

39“ 

biax. neg. 

1.616 1.629 1.681 

(wollastonite) 
a-CaO • SiOg 

1540 

hexagonal 

hexagonal 


1.610 1.654 

uniax. pos. 

(pseudo-wollaslonite) 


plates 



PbO • SiOs 

764 

prisms 

monoclinic 

65“ 

biax. neg. 

1.947 1.961 1.968 

Calamosite) 





2PbO-SiOa 

743 


? 

80“ 

biax. neg. 

2.13 2.15 2.18 

a-4Pb0-Si02 

725 r 

irregular 

plates 

7 

40“ 

biax. pos. 

2.31 2.34 2.38 

2N'a20 * CaO * SSiO^ 

1141 r 

octahedra 

isometric 



n=1.571 

NasO • 2CaO • 3SiOa 

1284 

equant 

7 



1.595 1.598 

NagO • 3CaO • OSiOa 

1060 r 

prisms 

ortho¬ 

75“ 

biax. pos. 

1.564 1.570 1.679 

(devitrite) 

K 2 O • CaO * SiOg 

1630 

rhombic 

hexagonal 

pseudo- 


1.600 1.605 


uniax. pos. 

2KaO • CaO • SSiOa 

1005 r 

octahedra 


n=1.572 

/ 5 -K 2 O * 3CaO • eSiOa 



cubic 




1020 i 

needles, 

ortho¬ 


biax. neg. 

1.56 1.57 

ct-KgO * 3CaO * 6SiOa 


plates 

rhombic 



1115 r 

prisms 

ortho¬ 
rhombic 
mono- or 

large 

biax. pos. 

1.576 1.59 

2 K 2 O • CaO • «SiOa 

4Ks.O • CaO • lOSiOa 

959 

plates 


biax. neg. 

1.540 1.644 

triclinic 

948 

plates 

hexagonal 


uniax. neg. 

1.548 1.537 

K 2 O • 2CaO • 9SiOa 

KgO • 2PbO • 2SiOa 

1050 r 

prisms, 

plates 

mono- or 
triclinic 

large 

biax. neg. 

1.515 1.535 

918 



uniax. neg. 

1.93 1.72 

KgO • 4PbO • 8SiOa 

779 




1.69 1.79 

KaO • PbO • iSiOa 

2KaO • PbO • 8SiO, 

757 



75“ 

biax. pos. 

1.590 1.612 1.650 

735 r 




biax. pos. 

1.685 1.665 


components, as was done by Morey and Bowen in their original paper, 
and the phase relationships are equally well shown by such a choice. 
Also, the composition could have been expressed in molecular percentage, 
using either Na 20 or Na 20 • Si 02 as components, and that again is a 
matter of convenience. Since Na20 and Si02 have molecular weights so 
nearly equal, their relation as components would give a diagram almost 
identical with that obtained by the form of representation used in Fig. 
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II. 1; but if mole percentage were used with Na20 • Si02 and Si02 as 
components, the resulting diagram would have appeared distorted, 
because of the high molecular weight of Na20 * Si02. Whatever the 
choice of components, however, the point representing a given composi¬ 
tion is the center of gravity when the quantities of the two components 
corresponding to that composition are placed at the ends of the axis of 
abscissa. This question of representation by mole per cent and weight 
per cent will be reverted to subsequently. 

Application of the Phase Rule to this system of two components at 
constant pressure shows that coexistence of three phases gives an invari¬ 
ant system; two phases, a monovariant system; and one phase, a divari¬ 
ant system. The region inscribed ^^liquid’^ above the various freezing 
point curves, in Fig. II. 1, represents a divariant system, in which neither 
composition nor temperature is fixed by any of the properties under con¬ 
sideration. At a temperature above the liquid and solid surface a whole 
series of unsaturated liquids may exist, and a given composition may be 
liquid over a wide range of temperatures. But when such a liquid cools 
to the temperature represented by a freezing point curve, another phase 
makes its appearance, and the system loses one degree of freedom. If 
a liquid containing 80 per cent Si 02 is cooled, at about 1135° crystals 
of tridymite (the form of crystalline Si02 stable from 870° to 1470°) 
separate, and this temperature is uniquely determined by fixing the com¬ 
position. Only one liquid can coexist with tridymite at 1135°. If a mix¬ 
ture of tridymite and glass, of a gross composition richer in Na 20 than 
20 per cent, is held at 1135°, the crystals will all dissolve, and the point 
in the diagram representing that composition at that temperature will 
be in the divariant field of liquid alone. If the mixture has a gross com¬ 
position richer in Si 02 than 80 per cent, but contains a larger proportion 
of crystals than corresponds to equilibrium, tridymite will dissolve until 
the liquid has exactly the composition 20 per cent Na 20 , 80 per cent 
Si02. The point representing this composition lies within the field 
^Tridymite-liquid,^^ every point of which represents a mixture of these 
two phases. The composition of the solid phase is constant; the change 
in composition of the liquid is shown by the freezing point curve; and 
the relative proportions of the two phases in any mi^ure represented 
by a point in this field are given by the inverse ratio of the length of 
the portions into which this point divides the horizontal distance from 
the liquidus to the Si02 side of the figure. For example, if the tempera¬ 
ture is such that the liquid contains 78 per cent Si02, and the gross com¬ 
position of the mixture is 80 per cent Si 02 , it will consist of 20 parts of 
liquid and 2 parts of tridymite; biit if the gross composition is 98 per cent 
Si 02 the pfoportions will be 2 parts of liquid, of the same composition 
as before, and 20 parts of tridymite. 

Corresponding to every liquid composition there is one temperature 
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at which it can coexist in equilibrium with crystals, and that tempera¬ 
ture is called the liquidus temperature. The liquidus curve of a given 
compound is an example of a monovariant system, because fixing either 
one of the variables, temperature or composition, fixes the other. The 
intersection of two such monovariant curves results in the coexistence 
of three phases, two solid and one liquid. Such a system is invariant; 
hence both temperature and liquid compositions are fixed. Three types 
of invariant points found in this system will be considered in detail. 
One of these is illustrated by the intersection of the quartz liquidus and 
the tridymite liquidus at 870®. Here the invariant point is a maximum 
temperature for one of the crystalline phases, quartz; a minimum tem¬ 
perature for the other phase, tridymite; and liquid is stable both above 
and below the invariant point. The chemical composition of the two 
solid phases is the same, and this type of invariant point is called 
an inversion point; if there is no solid solution, as is true in this case, 
the temperature is independent of the presence of the liquid phase, or 
of the complexity of that liquid. Of similar type are the tridymite-cris- 
tobalite inversion at 1470® and the a-^ inversion of Na20 • 2Si02 at 
678®, shown in Fig. II, 1. 

Another type of invariant point is illustrated by the intersection of 
the quartz and the sodium disilicate melting-point curves. This inter¬ 
section takes place at 793® and a liquid composition of 73.9 per cent 
Si02. Here the liquid is intermediate in composition between the two 
solid phases, and whenever the liquid phase can be made up by mixing 
the two coexisting solid phases the invariant point is a point of mini¬ 
mum temperature for liquid, and is called a eutectic. The metastable 
Na20 • 2Si02-tridymite eutectic shown at 782®, 74.6 per cent Si02, affords 
an example of phases persisting under conditions in which they are 
unstable, a phenomenon frequently met with in silicate systems, and 
not uncommonly occurring with more reactive substances. Another 
eutectic is that between Na20 • Si02 at 846® and 62.1 per cent Si02. 

A liquid containing 50 per cent Si02 will begin to freeze at 1088®, 
and as cooling continues, and as Na 20 * Si 02 continues to separate, the 
composition of the liquid will follow the freezing point curve of sodium 
metasilicate until the eutectic is reached. At an intermediate tempera¬ 
ture any mixture in the field ''Na 20 * Si 02 + L” will be either all liquid, 
if the temperature is above the liquidus for the composition in question, 
or a mixture of liquid and Na 20 * SiOo crystals, if below the liquidus. 
For example, a mixture containing 68 per cent Si02 will be all liquid 
above 955®; at 955® it will begin to crystallize; at 900® it will be a mix¬ 
ture of (60-^8) parts Na20*Si02 crystals, (5S-49.21)^ parts liquid. 
When the eutectic is reached the mixture will consist of (62.1-58) parts 

* The liquid phase at 900® contains 60 per cent SiOa, and the compound NagO. SiO® con¬ 
tains 49.21 per cent Si02. 
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Na20’Si02 and (58-49.21) parts eutectic liquid. Then Na20*2Si02 
crystallizes out at constant temperature, and the mixture solidifies com¬ 
pletely to a mixture of (65.9Ck58) parts Na20 • Si02 and (68-49.21) 
parts Na 20 • 2 Si 02 . 

There are two congruent * melting points, that of the compounds 
Na20 • Si02 at 1089°, and that of Na20 * 2Si02 at 874°. These may be 
considered as two-component invariant points, in which the necessary 
number of equations to completely determine all the variables is given 
by the fundamental equations of the two coexisting phases, liquid and 
crystalline, and by the additional equation expressing the equivalence 
of composition of these two phases. 

The preceding discussion has assumed that equilibrium is reached 
in all the phase reactions; and in the study which established the dia¬ 
grams every precaution was taken to insure that equilibrium was 
reached. The methods which were used in studying the phase equilib¬ 
rium relationships in the sodium silicate system are characteristic of 
those used in all such studies and are different from those commonly 
used. With salts and metals, the phase transformations may be fol¬ 
lowed by means of heating or cooling curves. When such materials are 
heated at a uniform rate, an absorption of heat takes place when melt¬ 
ing begins, which is indicated by the temperature of the charge falling 
behind that of the furnace, or even remaining constant. Because of the 
slowness of the melting process in devitrified glasses, as well as in many 
other complex silicate melts, no indication of the beginning of melting 
can be found on the heating curve; and, indeed, some substances may 
even be superheated for a short time many degrees above the tempera¬ 
ture of melting without much formation of liquid. This condition is, of 
course, unstable and, if held for a long time above the requisite tem¬ 
perature, the crystals will dissolve; but overheating is a common occur¬ 
rence. Similarly, on cooling the glass does not crystallize (that is why 
it remains a glass) and hence the type of discontinuity which gives so 
marked an effect in the freezing of metal cannot be observed. If held 
long enough, however, and at an appropriate temperature, crystals will 
separate. Accordingly the '^quenching” method is used in studying such 
mixtures. A few milligrams of the material, wrapped in thin platinum 
or gold foil, are held at a known constant temperature long enough for 
equilibrium to be reached, which may be a matter of hours, days, or 
even weeks. Then the charge is cooled in such a manner as to freeze 
the equilibrium, and is examined with the petrographic microscope; if 
all glass, the temperature of heat treatment was above the liquidus; if 
a mixture of glass and crystals, it was below the liquidus; and by suc¬ 
cessive heat treatments the liquidus temperature may be located as 
closely as desired. By measuring the properties of the crystals they 

* Of. p. 64. 
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can be positively identified. With difficult mixtures it is customary to 
have two charges side by side, one initially glass, the other previously 
crystallized. The heating must be continued long enough for both 
charges to attain the same condition. 

With the exception of compositions near the disilicate-quartz eutectic 
there is little difficulty in reaching equilibrium in the system Na 20 * Si 02 , 



Figube II. 2. —Phase Equilibrium Diagram of the Binary System KaO-SiOa. After 

Kracek, Bowen and Morey. 

and over most of the composition range maintaining the charge at con¬ 
stant temperature for an excessive time is not required. The crystalli¬ 
zation process, even though well under way, is quickly checked by slow 
cooling, and it is easy to obtain any desired intermediate stage. Sodium 
metasilicate can be studied either by the quenching method or by the 
heating curve method. It crystallizes so readily that large melts can¬ 
not be cooled as glass, but always crystallize. On the other hand, it 
undercools to such as extent that the cooling curve method is not 
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reliable. Sodium disilicate is not difficult to crystallize, at least not in 
comparison with many commercial glasses; yet thousands of tons of 
glass of that composition had been made without obtaining the com¬ 
pound, and it was unknown before the work of Morey and Bowen. 
Special attention should be called to the Na20 • 2 Si 02 "quartz eutectic. 
There is here a remarkable melting point lowering; addition of 25 per 
cent of Na20 lowers the melting point from 1710° to 793°, almost 
1000°. The low temperature of this eutectic is of the first importance 
to glass technology. Glass of this composition would be excellent were 
it not easily attacked by water, and hence not stable in moist air. It 
is, of course, essential that glass be stable not only on exposure to the 
air but also under far more drastic treatment; and for this reason other 
oxides must be added to improve the chemical durability of this eutectic, 
if a stable glass is to be obtained. Nevertheless, about a half million 
tons of sodium silicate glass of essentially this composition are manu¬ 
factured annually for use in the soluble silicate industry, and devitrifica¬ 
tion troubles are unknown. To crystallize mixtures near this eutectic 
it is necessary to hold the charge just below the eutectic temperature 
for a long time, and the last stages of the devitrification take place even 
more slowly than the initial formation of crystals. 

The Binary System K20-Si02 

The phase equilibrium relations in the binary system K20-Si02^’ 
are summarized in Fig. II. 2 and Tables II. 1 and 2. The region near 
the composition K 2 O * 4Si02 is of special importance in glass technology. 
Over a range of composition the liquidus temperature is low, the vis¬ 
cosity at the liquidus is high, and the glasses are very difficult to crys¬ 
tallize. Potassium silicate has a limited industrial application as potash 
water glass, and the system is of fundamental importance to some 
branches of ceramic manufacture, notably of those glasses and enamels 
containing lead oxide. 

The Binary System Ca0-Si02 

The part of the phase equilibrium diagram® from the composition 
CaO • Si02 to Si02 is shown in Fig. II. 3. CaO • Si02 is found in nature 
as the mineral wollastonite; the form stable at temperatures above 
1150°,*^ called pseudo-wollastonite, is more commonly met with as a 
devitrification product of glass, and often separates in the upper part of 
the stability range of the low-temperature form. 

On addition of Si02 to the eutectic between CaO • Si02 and Si02, 

* Morey, Q. W., and Fenner, C. N.„ J. Am. Chem. Soc., 36, 215 (1914); Z, emorg. allgem. 

Chem., 96, 305 (1914); Morey, G. W., and Fenner, C. N., /. Am. Chem. 8oo., 39, 1178 (1917); 

Kraoek, F. C., Bowen, N. L., and Morey, Q. W., /. Phgs. Chem., 33, 1887 (1029), 41, 1183 (1937). 

* Kankin, G. A., and Wright, F. E., Am. J. 8ci., 39, 1, p. 8 (1916); Qrcig, J. W., Am. J. Bci, 
13, 1, p. 18 (1927). 

* Bowen, N. L., Schairer, J. F., and Poanjak, E., Am. /. 8ci., 26, 193 (1933). 



DEVITRIFICATION 


45 


the melting temperature rises rapidly, until at 1698® a second liquid 
layer of almost pure silica is formed. This unmixing is not pertinent 
to glass technology, because addition of small amounts of Na 20 , K 2 O, 
or AI 2 O 3 causes the disappearance of the region of immiscibility. Liquid 
immiscibility is met with in other systems containing regions of possible 
or commercial glass compositions, but in no case are the two composi- 



Figurk IL 3.—Pha;^ Equilibrium Diagram of the Binary System CaO-SiOa. After 
Rankin and Wright, revised by Greig, and by Bowen, Schairer and Posnjak, 


tion regions near each other; and every case of supposed separation of 
a commercial glass into two immiscible layers which has been brought 
to my attention has been one of inadequate mixing. 


The Binary System Pb 0 -Si 02 

The binary system Pb 0 -Si 02 , important as an end-member of the 
lead glasses and as a constituent of glazes and enamels, has been studied 
by several investigators.® The most recent study is by Geller, Creamer, 
and Bunting,® and their results are reproduced in Fig. II. 4 , and Tables 
II. 1 and II. 2 . The compound PbO • Si 02 is found as the mineral 
alamosite. The compound 4PbO * Si 02 , which melts incongruently at 
725® C., apparently occurs in three forms: the a-form, stable above 
720® C.; the )3-form, stable from 720® to about 155® C.; and the -y-form, 


* Cooper, H. C., Shaw, L. I,, and Loomis, H. E., Am. Chem. 42, 461 (1909); Hilpert S. 
WeiUer, P., Ber., 42, 2969 (1909); Hilpert, S., and Nacken, R., Bcr., 43, 2565 (1910); Cooper’ 
H. C. Kraus, E. H., and Klein, A. A., Am. Chem. 47, 273 (1912); Krakau, K. A., and Vakhra¬ 
meev, N. A., Keram. i. Steklo, 8, (1), 24 (1932). ’ 

^ ^ Creamer, A. S., and Bunting, E. N., /. Research Natl. Bur. Standards, 13, 

^7 (1034). 
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Table II. 2 —Invariant Points in Binary and Ternary Systems 


Keaction 

1. Syfitem Na^O-SiO-j 

1. NaaO • SiOa + NasO * 2Si02 ~ . 

2. NagO • 28iOa -f- SiOg (quartz) = L . 

3. SiOg (quartz) == SiO-j (tridymite) . 

4. SiOa (tridymite) = SiOa (cristobalite) _ 

2. System K^O-SiO^ 

1. KsO • SiOa -h KaO • 2Si02 - L . 

2. KaO ' 2SiOa + K.O • 48102 = L . 

8 . KgO • 48102 + SiOa (quartz) == L . 

4. SiOg (quartz) — SiOg (tridymite) . 

5. SiOa (tridymite) — SiOa (cristobalite) .... 

3. System CaO - SiO ^ 

1. CaO • SiOa + SiOa (tridymite) — L . 

2. Liquid -f- SiOg (cristobalite) — liquid La 


4. System PbO • SiO^ 

1. PbO - L . 

2. a-4PbO • SiOa = PbO + L . 

3. i3-4PbO • SiOa = a-4PbO • SiOo . 

4. /8-4PbO • SiOa + 2PbO • SiOa - I. 

5. 2PbO • SiOa + PbO • SiOa ^ L . 

6. PbO • SiOa + SiOa (quartz) = L . 

5. Systevi NnoO-CaO-SiOj 

(a) Binary join NaaO • SiOg-CaO • SiOa 

1. NaaO • SiOa-f 2Na20 • CaO • 3SiOa = L .. 

2. 2Na20 • CaO • SSiOg == NagO • 2CaO • SSiOa + L . 

3. Na-O • 2CaO • SSiOa + CaO • SiOa = L . 

(b) Binary join NaaO • 2Si0a-Na20 • 2CaO • 38iOa 

1. NaaO • 2Si02 + Na^O • 2CaO • SSiOa = L . 

(c) Ternary invariant points 

L NaaO • SiOa + NaaO • 2SiOa + 2Na20 • CaO • 3SiOa = L .... 

2. NaaO • 2Si02 -f 2Na20 • CaO • 3Si02 = NaaO • 2CaO 

• SSiOa + L ... 

3. NaaO • 2Si02 -f NagO • 3CaO ♦ 6SiOa = NagO • 2CaO 

* SSiOa + L ... 

4. NagO • 2SiOa + Na^O • 3CaO • 6SiOa + SiOg (quartz) = L ... 

5. SiOa (quartz) 4- NagO • 3CaO • eSiOg + L = SiOa .. 

6. NaaO • SCaO • CSiOa + NogO • 2CaO • 3Si02 = NaO • SiO, + L 

7. NaaO • 3CaO • OSiOa + SiOg (tridymite) = CaO • SiOa + L ., 


6. System KuO-CaO-SiOs 

KaO • 2CaO • eSiOa + SiOa = /3-CaO • SiOg + L . 

KaO • 2CaO • QSiOa + KgO • 3CaO -eSiOa + SiOo 4- L . 

KaO • 2CaO • OSiOa 4- KgO • 4Si02 4- SiOa (quartz) = L . 

KsO • 2Si02 4- KaO • 2CaO • QSiOa 4- KaO • 48102 = L .... 

KoO • 28102 4- KgO • 2CaO • QSiOa 4- KaO • 4Si02 = L . 

4^20 • CaO • lOSiOa 4- KgO • 2CaO • QSiOa = 2KgO • CaO 

' eSiOa 4* L . 

2KaO • CaO • 6SiOa 4- KgO * 2CaO • 9Si02 = KgO • 3CaO 

« 68102 4- L ... 

2K2O • CaO • eSiOa 4- fi-CaO • SiOg = KgO • 3CaO • iSiO. ’+ L 
2K2O - CaO • SSiOa 4- 4KaO • CaO • lOSiOa 4- 2K2O • CaO 

• CSiOg — L ..... 

2KaO » CaO • 38i02 4- 2KgO • CaO • eSiOg 4- |3-CaO • SiOj^ L 
2KaO • CaO • SSiOg + /5-CaO • SiOa = K.,0-Ca0 • SiOa 4 - L.. 
KaO * CaO • SiOa 4- a-CaO • SiOg = 2Ca6 « SiOa 4- L . 

• 28iOa 4* 4KaO • CaO • lOSiOg = L 

KgO . S 1 O 2 4* 2KsO . CaO . 3SiOa 4- KgO • 2SiO» = L . 

7. System KsO-PbO-SiOs 

KaO • SiOa 4- KgO • 2SiOa 4- 2 K 2 O • PbO • 3SiOa = L . 

KaO • SiOg 4- 2K9O • PbO • SSiOg = KgO • 2PbO • 2810* -I- L.. 
KaO • 2SiOa 4- 2X30 • PbO • SSiOa = K.0 • 2PbO • 2Si03 4* L. 

KaO • 2Si02 4- KaO • 4Si02 4- KgO • Pb6 • 4Si02 = L . 

KsO • 4Si02 4- SiOg (quartz) + KgO * PbO • 4Si02 =- L . 

^*9 * 4 - ? 4- SiOa (quartz) »= L . 

KgO • PbO • 4Si03 4* KgO • 4PbO » SSiOg 4- ? 4- L . 

‘ 4“ SiC^ (quartz) 4* ? 4- L . 

KgO • 4PbO • SSiOg 4- Pb(5 • SiOg 4* SiOg (quartz) ^ L . 

5^*2Pbo. sidg - PbO • sio, 4- L . 

PbO 4-KgO • 2PbO • 2Si02 4- 4PbO ' SiOg « L . 

• SiOg 4- 2PbO • SiO, == L . 

* ^^b(5 • SSiOg 4- KgO • PbO 

• ftSiOg — L .. ... 

KiO • 2SiOg 4- K«0 • 4PbO • SSiOg 4* KgO • 2PbO V 2SiOg*“ l! 


Temp. Composition of liquid 
(®C.) (Percentai^e by weight) 



NagO 


SiOg 

846 

37.9 


62.1 

793 

26.1 


73.9 

870 

24.5 


75.6 

1470 

11.3 


88.7 


KgO 


SiOg 

780 

54.5 


45.5 

742 

82.4 


67.6 

769 

27.5 


72.5 

870 

25.1 


74.9 

1470 

10.3 


89.7 


CaO 


SiOg 

1436 

36.1 


63.9 

1698 

27.5(Li) 


72,5 


0.6(L2) 


09.4 


PbO 


SiOg 

886 

100 


0 

725 

93.3 


6.7 

720 




714 

91.78 


8.22 

716 

84.6 


15.4 

722 

70.4 


29.6 


NaaO 

CaO 

SiOa 

1060 

46.0 

4.5 

46.5 

1151 

38.2 

12.0 

40.8 

1280 

12.4 

36.5 

60.1 

862 

32.5 

3.0 

64.5 

821 

37.5 

1.8 

60.7 

827 

36.6 

2.0 

61.4 

760 

24.3 

5.2 

70.7 

725 

25.0 

5.0 

70.0 

870 

18.6 

7.1 

74.3 

1059 

18.8 

15.1 

66.1 

1030 

13.8 

12.6 

73.6 


K.aO 

CaO 

SiOg 

1080 

13.3 

10.8 

75.9 

1050 

13.8 

10.5 

75.7 

720 

25.1 

1.9 

73.0 

720 

30.8 

0.9 

68.3 

740 

31.6 

2.3 

66.1 

825 

28.8 

5.3 

65.0 

910 

26.6 

7.8 

65.6 

930 

82.0 

11.3 

66.7 

890 

87.2 

10.2 

52.6 

800 

34.2 

13.0 

52.8 

830 

34.1 

18.7 

52.2 

1180 

22.5 

31.0 

48.5 

895 

40.5 

7.7 

51.8 

770 

64.7 

0.2 

45.1 


K,,0 

PbO 

SiOg 

700 

46 

15 

39 

9 

40 

26 

34 

725 ? 

87 

27 

86 

705 

26 

16 

58 


18 

19 

68 

am 

10 

89 

51 

700 

10 

48 

47 

742 

3.2 

60 

36.8 

780 

0.6 

71 

28.5 

676 

3.0 

78 

19 

708 

1.5 

91.7 

6.8 

693 

1.8 

88 

lOJ 

687 

5.0 

74.5 

20.5 

682 

11.0 

59.6 

29.5 

708 

90.0 

41.7 

88.8 
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^0 30 40 SO 1,0 ' “ 70 

SILICA. MOLECUUQ QmO^PEQCSNT ' 


Figure II. 4.—Phase Equilibrium Diagram of the Binary System PbO-SiOa. After 
Geller, Creamer and Bunting. 

stable below about 120° C. Specimens crystallized at or below 720° C. 
appear as minute, probably prismatic, grains of medium birefringence 
and average index about 2.34. The transition between the yS- and 
Y"forms was not located exactly, and the two forms were distinguished 
only by relative birefringence. 

Some other binary systems of interest in glass technology are: LigO- 
Si02, studied by Kracek;^® Na 20 -B 203 , studied by Morey and Merwin;^^ 
and PbO-B208, studied by Geller and Bunting.^^ 

»Kracek, F. C., /. PAy*. CAm.. 34, 2841 (1980). 

Morey, (5. W., and Merwin, H. E., /. Am^ Chem. 8oc., 58, 2248 (1936). 

^Geller, R. F., and Bunting, £. N., J, Ite$earch NatL Bur, Standardi, 18, 685 (1987). 
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The Ternary System NaoO • Si02-Ca0 * Si02“Si02 

The ternary system Na20 * Si02“Ca0 * 8102-8102^^*^ will be considered 
next. Details of this system are given in Figs. II. 5 to 9 and summarized 
in Tables II. 1 and 2. Figs. II. 5 and II. 6 are part of the larger equi¬ 
lateral triangle whose vertices represent pure Na20, CaO, and 8i02. In 
such an equilateral triangle, the point representing a desired composi¬ 
tion is the center of gravity of the triangle when loaded at each corner 
with the proportional quantities of that component. A point on a side 



kVei^ht Per cent Si 

Fioube II. 5.—Phase Equilibrium Diagram of the Ternary System NasO-CaO-SiOs. 
showing Isotherms. After Morey and Bowen. 

represents a mixture containing only two components, the one repre¬ 
sented by the opposite apex being absent; the points on a line parallel 
to a side represent mixtures in which the percentage of the component 
represented by the apex opposite that side is constant. For example, 
points on the side Na20-Si02 represent the binary system shown in 
Fig. II. 1; points on a line through Si02 and the compound Na20 • 2CaO 
*3Si02 represent mixtures in which the Na20:Ca0 ratio is 1:2; and all 
mixtures lying on a line parallel to the Na20-Si02 side have the same 
CaO content. In the figure the scale is indicated on the sides and may 

^ Morey, G. W,, and Bowen, N. L., /. Soc. Ola$s Tech., 9, 226 (1926). 
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be transferred into the interior of the diagram by coordinate lines paral¬ 
lel to the sides. This method of representing composition in a system 
of three components has the advantage of symmetry and is more con¬ 
venient, except when one component is present in preponderant amount, 
as is frequently the case with water and salt systems Other methods 
which can be used are discussed in detail by Roozeboom.^^ 

In Fig. II. 7, right-angled coordinates are used, and this figure may 
be regarded as drived from Fig. IT. 6 by a shear which opened out 


\fhO 



Figure II. 6.—Phase Equilibrium Diagram of the Ternary System NaaO-CaO-SiOs, 
showing Boundary Curves and Tie-Lines. After Morey and Bowen. 

the angle opposite the side Ca0-Si02 from 60to 90"^. In Fig. II. 8 the 
area included within the dashed lines of Fig. II. 7 is shown on an enlarged 
scale. By representing the system Na20 • Si02-Ca0 • Si02“Si02 as a part 
of the larger system Na 20 -Ca-Si 02 , the argument along each 
of the sides becomes the percentage of the component oxides, the 
quantities determined by analysis, and directly comparable with glass 
compositions. Changing the method of representation by making use 

^’Roozeboom, H. W. B., “Die heterogenen Gleichgewichte/* Heft 3, Teil 1, Braunschweiff 
Fnedr. Vieweg <fe Sohn, 1911. 
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of the two metasilicates themselves would require recalculation of every 
composition to the basis of the new components, and also would produce 
a distortion of the diagram. 

Changing the method of representation from weight percentage to 
mole percentage also produces a distortion, in amount depending on the 
differences in the molecular weights of the various components. Either 
type of diagram can be obtained from the other by the appropriate 
extension or compression of the different axes, and it is important to 
remember that in any such distortion straight lines remain straight lines. 



Figuee II. 7.—Phase Equilibrium Diagram of the Ternary System NaaO-CaO-SiO«, 
represented by a Right-angled Triangle. After Morey. 

A mixture of CaO * Si02 and Na20 • 2Si02 remains on the straight line 
joining these two compounds no matter whether an equilateral or a right- 
angled triangle is used, or whether the oxides or any desired binary or 
ternary compounds are chosen as components, or whether composition is 
expressed in weight or mole percentage of those oxides or components. 
That being so, it is evident that much of the discussion in regard to 
the advisability of planning experiments on the variation of properties 
with composition by replacing a given oxide by another (for example, 
Na^O by CaO) in molecular equivalent amounts, or percentage for per¬ 
centage, (which amounts to keeping the ratio of the other two oxides 
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FiotTRE II. 8.—The Isotherms and Boundary Curves in the Portion of the System 
NasO-CaO-SiOs. Directly Applicable to Glass Technology. The weight per cent 
SiOa is indicated along the horizontal axis; weight per cent CaO along the verti¬ 
cal axis; weight per cent NaaO is obtained by subtracting the sum of CaO and 
SiOa from 100, After Morey. 


constant in a three-component system) or by simply adding the oxide 
in question to the parent glass, is pointless. In any case the variation 
in composition is on a straight line in the composition diagram. If the 
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original glass, for example, is a sodium silicate glass, with the Na 20 :Si 02 
ratio equal to 1:3, hence containing 74.4 per cent Si02, on replacing 
Na20 by CaO in molecular equivalent amounts, the mixtures will lie 
on the straight line along which the ratio (NaoO + Ca0):Si02 is 1:3, 
which extends from 74.4 per cent Si02 on the Na20-Si02 side to 76.3 
per cent Si02 on the Ca0“Si02 side. If the replacement is by weight 
percentage, the straight line is that of constant Si02. If CaO is added 
to the original glass, the composition will change along a straight line 
from the original sodium silicate glass to the CaO apex of the com¬ 
ponent triangle. All these types of variations, and any similar ones 
that may be devised, will be represented by straight lines by all such 
methods of representation if they are straight in one of them. It may 
be well to remark, in connection with such linear excursions into ternary 
or more complicated systems as have been discussed above, that any 
deductions concerning the variation of properties with composition made 
on the basis of such excursions must be accepted with caution. It is not 
possible to make sweeping generalizations as to the effect of the replac¬ 
ing of Na20 by CaO on the basis of such a linear excursion into the 
ternary diagram. Replacing Na20 by CaO in a trisilicate glass raises 
the melting point, but from that it does not follow that some other 
variation will not lower the melting point, and we can sec from Fig. 11. 5 
tliat there is a large composition area in which the melting point is lower 
than that of a Na 20 • 3Si02 glass. 

The complete representation of the three composition variables in a 
plane is made possible by the additional restriction that their sum be 
100 per cent, thus reducing the independent variables to two. Tempera¬ 
ture must be expressed in a third dimension, and it is represented by the 
vertical distance from the base. The equilateral prism thus obtained 
is terminated by a complex upper surface, representing the liquidus tem¬ 
peratures in the various fields. A photograph of such a model is shown 
in Fig. II. 9. If planes parallel to the base be passed through this model 
at appropriate heights they will intersect the surfaces in curved lines, 
giving the composition of the liquidus which can coexist with the solid 
at that temperature, and the isotherms shown in Fig. II. 5 may be 
regarded as the projection of such intersections onto the basal plane. 

Consider now the ternary diagrams, preferably Fig. II. 6. This dia¬ 
gram is divided by heavy curved lines (the projections of the valleys 
between the various mountain slopes of Fig. II. 9) into several fields, and 
the direction of falling temperature along these boundaries is indicated by 
arrows. Within each of the fields a different substance is the first to 
crystallize on cooling, or the last to dissolve on heating. For example, 
from all mixtures whose compositions lie within the area BCSRNML, 
the compound Na20 • 2CaO • 3Si02 is the primary phase, and this area 
is called the field of Na20 * 2CaO • 3Si02. As the liquid is cooled, and 
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more and niore of this compound separates, the composition of the 
residual liquid changes; and, since the crystals and the residual liquid 
are being formed out of the original liquid, all three compositions must 
lie on a straight line, with the composition of the original liquid between 
the other two, and dividing the line into segments inversely proportional 
to the relative amounts of the two phases. This is, of course, the same 
type of relationship that has already been discussed, with the aid of 
numerical examples, in the binary system. 



i .. ■ ... . ^ 

Figurk II. 9.—^Sketch of Solid Modol of the Ternary System Na2Si08-Ca0*Si0irSi0a. 

After Morey. 

As crystallization continues, the composition of the liquid will be con¬ 
tinuously displaced on a straight line radiating from the composition 
of Na20 • 2CaO • 3Si02, until that line intersects one of the boundary 
curves, and the system becomes monovariant. With three components 
at constant pressure, coexistence of two phases produces a divariant sys¬ 
tem, illustrated by the field of any compound. Divariance in this case 
means that at any temperature a large number of different liquids may 
coexist with the solid phase, and that fixing the temperature does not 
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automatically fix the composition of the liquid. When the system 
becomes monovariant by the appearance of a second crystalline phase, 
the composition of the liquid becomes fixed when the temperature is 
fixed, and at any given temperature only one liquid composition can 
coexist with the two crystalline phases. 

If the original liquid can be made up of the two crystalline phases 
that separate at the boundary curve, for example, if it lies on the line 
joining Na 20 • 2Si02 with NaoO * 2CaO • 3Si02 at point Af, then it will 
freeze entirely at this point, and the mixture may be regarded as a binary 
system within the ternary system because every reaction that takes place 
can be expressed in terms of the two end members alone. It is important 
to see this distinction between those pairs of compounds which form 
truly binary systems, and those which do not. Na 20 • 2 Si 02 and 
CaO • Si02 do not form a binary system. When CaO • Si02 is added to 
Na 20 * 2 Si 02 , the resulting compositions will follow the straight line 
joining these two compounds, and the phase changes which will take 
place can be foretold from the fields which this tie-line crosses. The 
liquidus temperature will first fall, while the point remains within the 
field of Na 20 • 2 Si 02 , but it will be seen that when a boundary is reached 
it is that of Na20 • 2CaO • 3Si02. This compound does not lie on the 
tie-line in question; separation of a compound less silicic than corre¬ 
sponds to the tie-line must of necessity leave a liquid more silicic, and 
it is evident that the behavior of mixtures of these two compounds, 
Na20 • 2Si02 and CaO • Si02, cannot be expressed without reference to 
the ternary system. 

The composition of the compound Na 20 * 2CaO • 3 Si 02 lies within the 
field of this compound; a liquid of this composition will freeze com¬ 
pletely to this compound when cooled, and when the compound is heated 
it shows a sharp melting point. Such a melting is called congruent. 
Within the same field is shown the composition of another compound, 
2 Na 20 • CaO • 3 Si 02 , but the field of this compound is represented by 
the area ABLK, Only from mixtures within this field does 2 Na 20 * CaO 
• 3 Si 02 crystallize as primary phase. When the pure crystalline com¬ 
pound is heated it remains unchanged until the temperature of the 
point B is reached. Then it decomposes into a liquid of the composi¬ 
tion B and crystals of Na 20 • 2 CaO *3SiO; and above this temperature, 
and at the liquidus, this compound is the crystalline phase coexisting with 
liquid. Such a melting is called incongruent, and the phenomena taking 
place at this point are entirely analogous to those which take place 
at the transition point of a salt hydrate. When Na 2 S 04 • 10 H 2 O is 
heated, at its transition point it decomposes into anhydrous Na 2 S 04 and 
saturated solution. In the binary system, H 20 -Na 2 S 04 , this is an invari¬ 
ant point, and indeed it is a fixed point whose equilibrium temperature 
is known to a high degree of accuracy. But if excess of either H 2 SO 4 
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or NaOH be present, the temperature is no longer fixed, but is mono¬ 
variant; the transition temperature of the hydrate will be lowered in 
either acid or alkaline solutions. The case is analogous in the silicate 
system. Point B is an invariant point in the binary system, Na20 • Si02 

• CaO • Si02, but is only one point on the curve 5L, the monovariant 
equilibrium 2Na20 • CaO • 3Si02 + Na20 * 2CaO • 3Si02 + liquid. It is, 
however, a point of maximum temperature along this curve. 

Mixtures of the two compounds, Na20 • Si02 and CaO • Si02, form 
a binary system, because the two fields crossed, those of 2Na20 * CaO 

• 3Si02 and Na20 • 2CaO * 3Si02, may be regarded as fields of compounds 
between the two end members. Addition of CaO * Si02 to Na20 • Si02 
lowers the melting point of the latter, until the binary eutectic is reached 
at A. On further addition of CaO • Si02, the melting point curve rises, 
with 2Na20 • CaO • 3Si02 as solid phase, until the incongruent melting 
point of this compound is reached, at B. This is an invariant point 
in the binary system, and the temperature remains constant until all 
2Na20 • CaO • 3Si02 is decomposed, and the only crystals left are those 
of NaoO • 2CaO • 3Si02. Addition of excess of any of the components, 
however, brings us into the ternary system, in which coexistence of these 
three phases produces not an invariant, but a monovariant system, and 
the temperature falls in each direction from B, On further addition of 
CaO • Si02, the melting point continues to rise to the congruent melting 
of Na20 • 2CaO • 3Si02, then falls to the eutectic between this compound 
and CaO • Si02, then rises to the melting point of CaO • Si02. 

Of the two ternary compounds already considered, one has an incon¬ 
gruent, the other a congruent melting point. The one with a congruent 
melting point undergoes unusual dissociation in the liquid phase, as is 
shown by the shape of its melting point curve. A third ternary com¬ 
pound is met with in this system, of the composition Na20 • 3CaO • 6Si02, 
and it is an extreme case of a compound with an incongruent melting 
point. The pure compound decomposes at 1060° into liquid and crystals 
of CaO • Si02, and the melt does not become entirely liquid until 1325°. 
This complex compound is characterized by an extreme reluctance to 
crystallize, and every composition in which it is primary phase is a prac¬ 
tical glass composition on a manufacturing scale. It is the primary 
crystallization from most commercial soda-lime-silica glasses, for which 
reason it has been named ^^devitrite.^^ Its field is shown in Pigs. II. 6 
and II. 7 by the area NOPQR, and on a larger scale in Fig. II. 8, which 
includes only compositions from 64 to 78 per cent Si02, 0 to 20 per cent 
CaO by weight. 

The other fields in the diagrams require little discussion. The three 
forms of crystalline silica—cristobalite, tridymite and quartz—occupy 

“Morey, Q. W., and Bowen, N. L., Glass Ind., 12, 138 (1931). 
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fields the limits of which, as long as the boundaries are between forms 
of silica, are determined solely by the temperature. The region of 
immiscibility need not concern us here. The two sodium silicates occupy 
fields which run down to either one or the other of the ternary eutectics. 
Ca0*Si02 appears in two crystalline forms: a-CaO • Si02, or pseudo- 
wollastonite, the high temperature form, and ^-CaO * Si 02 , the low tem¬ 
perature form, identical with the natural mineral wollastonite. The 
boundary between these forms is the line ST. The high temperature 
form frequently separates in the stability field of the low form, and, 
indeed, in the upper part of this field it is the more common. Also 
both forms frequently occur together at lower temperature, and once 
formed, the change from pseudo-wollastonite to wollastonite takes place 
very slowly indeed. 

The sequence of phase and composition changes, beginning with the 
first formation of crystals at the liquidus to the final complete solidifi¬ 
cation to a conglomerate of crystalline phases, is called a crystallization 
path. Crystallization paths afford a clear insight into the meaning of 
phase equilibrium diagrams, and a number of typical ones will be dis¬ 
cussed in detail. 

Consider first a mixture in the area Na20 • Si02-Aif/. Any composi¬ 
tion within the area deposits Na 20 • Si 02 as primary phase; the liquid 
follows a crystallization path lying on the straight line joining the liquid 
composition with that of Na20 • Si02, until either the boundary AK or 
IK is reached. Here, either 2Na20 • CaO • 3Si02 or Na^O * 2Si02, respec¬ 
tively, appears, and the liquid follows the boundary curve down to the 
ternary eutectic at Kj where it solidifies completely. 

A composition within the area ABLK follows an equally simple 
course, depositing first 2Na20 • CaO • SSiOo, then, in all cases except 
those compositions lying within the small area between L and the line 
joining K with 2Na20 • CaO • 3SiO, depositing Na20 • Si02 as secondary 
phase. Within the small area mentioned, NaO • 2SiO is the second phase 
to separate; in both cases, the mixture crystallizes completely at the 
ternary eutectic K. 

Crystallization of mixtures lying within the region where Na20 • 2CaO 

• 3Si02 is the primary phase is usually a less simple matter. Consider 
first a composition within the triangle Na 20 • Si 02 -Na 20 * 2 Si 02 - 2 Na 20 

* CaO • 3Si02, bounded by the curve BL and the straight line joining L 
with Na20 • 2CaO • 3Si02. The primary phase is Na20 • 2CaO • 3Si02; 
the liquid follows a crystallization path passing through the composi¬ 
tion of the primary phase and of the original mixture, until this path 
cuts the boundary curve BL. At this intersection 2Na20 • CaO • 3Si02 
crystallizes; the liquid then follows the boundary curve, the reaction 
Na20 • 2CaO • 3SiO + liquid = 2Na20 • CaO • 3SiO takes place, and the 
proportion of the former compound decreases, while that of the lat- 
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ter increases, until at L, where Na 20 • 2 Si 02 appears, the compound 
Na20 • 2CaO • 3Si02 has been decomposed entirely. The liquid then fol¬ 
lows the boundary curve LK, finally solidifying completely at the 
ternary eutectic X to a mixture of Na 20 • SiOa, Na 20 * 2 Si 02 , and 
2Na20 • CaO • 3Si02. If the composition lies within the same triangle, 
but to the right of the join L-NaoO • 2CaO • 3Si02, the end products will 
be the same, but the secondary phase will be Na 20 • 2 Si 02 , on the 
boundary ML] at L, reaction takes place resulting in the formation of 
2Na20 • CaO • 3Si02 and the disappearance of Na20 • 2CaO • 3Si02. 

Any mixture in the triangle Na^O • 2CaO * 3Si02-2Na20 • CaO 

• 3Si02-Na2 * 2 Si 02 will solidify completely to a mixture of the above 
phases and Na 20 • 2 Si 02 , but the crystallization path will differ accord¬ 
ing to the side of the line L-Na20 * 2CaO • 3Si02, on which the original 
composition lies. If the point representing the composition of the glass 
is to the left of the above line, the secondary phase is 2Na20 • CaO • 3Si02, 
and the liquid follows the boundary BL until the point L is reached. 
Here the reaction L + Na20 • 2CaO • 3Si02 = 2Na20 • CaO • 3Si02 
+ Na 20 • 2 Si 02 takes place until the mixture has solidified completely. 
If the original mixture lies to the right of the line L-Na20 * 2CaO 

• 3Si02, the same three phases are finally formed, but Na 20 • 2 Si 02 is the 
second crystalline phase to separate, and at L the liquid of composi¬ 
tion L reacts with the primary phase to form NaoO • 2Si02 and 2Na20 

• CaO • 3Si02. 

Glasses whose compositions lie within the field of Na^O • 2CaO * 3Si02, 
and also within the triangle NaoO • 2Si02-Na20 • 2CaO * 3Si02“Na20 

• 3CaO • GSiOo, all solidify completely as a mixture of these three crys¬ 
talline phases, but the crystallization paths differ according to whether 
the composition is to the right or left of the line iV-Na20 * 2CaO * 3Si02. 
If to the left of this line, the second phase to appear is Na20 • 2Si02, 
along the boundary MN^ and the residual liquid follows the line MN to 
the reaction-point N. Here the reaction Na20 • 2CaO • 3Si02 + liquid 
N = Na20 • 2Si02 + NaoO • 3CaO • GSiOo takes place, until the liquid 
has entirely disappeared. If the original composition is to the right of 
the above line, either CaO * Si02 or Na20 • 3CaO • GSi02 is the secondary 
phase. If separation of Na20 • 2CaO • 3Si02 results in the liquid com¬ 
position being displaced in such a direction that the boundary CSRN is 
intersected between C and S, the high temperature form of CaO • Si02 
separates, and should invert at S to the low temperature form; and if 
intersection takes place between S and R, the low form should separate. 
In either case, at R the reaction CaO • Si02 + liquid R = Na20 • 2CaO 

• 3Si02 + Na20 * 3CaO • GSi02 takes place, but there must be some resid¬ 
ual liquid remaining after all the CaO • Si02 has disappeared, because 
by hypothesis the original composition is outside the triangle formed 
by the three solid phases. The system thus becomes monovariant, and 
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the liquid follows the boundary curve RN, with simultaneous crystalli¬ 
zation of Na20 • 2CaO • 3Si02 and Na20 • 3CaO • 6Si02. At N, Na20 

• 2Si02 appears, and the system is invariant. Reaction will take place 
as before, until the liquid has disappeared and only the same three crys¬ 
talline phases are left. 

It was possible for the above mixtures to solidify completely at N 
because the original composition was inside the triangle Na 20 • 2 Si 02 - 
Na20 • 2CaO * 3Si02-Na20 • 3CaO • 6Si02, and the liquid was exhausted 
while some Na20 • 2CaO • 3Si02 remained. If the original mix¬ 
ture was in the field of this compound, but to the right of the tie¬ 
line Na 20 • 2Si02"Na20 * 3CaO • fiSiOo, the NaoO ' 2CaO • 3Si02 disap¬ 
pears first, leaving liquid of the composition N. Since one of the solid 
phases has disappeared, the system is now monovariant, and the liquid 
will follow the boundary NO, with simultaneous crystallization of 
Na20 • 2Si02 and Na20 * 3CaO * 6Si02, until at the ternary eutectic 
quartz appears, and the liquid will solidify completely. If the original 
composition was to the right of the tie-line iV’-Na 2 * 2CaO • 3Si02, the 
first boundary intersected will be CSRN, and the liquid will follow this 
boundary to the same reaction-point N. The details along this boundary 
will be discussed subsequently. 

Crystallization paths within the field of Na20 • 2Si02 are simple. 
If the boundary intersected after passing through the field of Na02 • 2Si02 
is between N and L, Na20 • 2CaO • 3Si02 will be the secondary phase, 
and the liquid will follow the boundary to L, and at this reaction point 
2Na20 • CaO • 3Si02 will appear. If the original composition was inside 
the triangle Na20 • 2Si02-2Na20 • CaO • 3Si02-Na20 • 2CaO * 3Si02, 
at L the reaction Na^O * 2CaO • 3Si02 + liquid L = 2Na20 * CaO 

• 3Si02 + Na 20 • 2 Si 02 will take place, and the mixture will solidify 
completely to these three crystalline phases. But if the original com¬ 
position is within the triangle Na20 • 2Si02-Na20 • Si02-2Na20 • CaO 

• 3Si02, when the reaction takes place at L, Na20 * 2CaO • 3Si02 
will disappear, and the monovariant liquid will follow LK, to solidify 
completely at the eutectic K. If the secondary phase is Na20 • Si02, the 
boundary intersected by the crystallization path will be IK, If the 
original composition is in the triangle Na20 • 2Si02-Na20 • 3CaO 

• 6Si02"Si02, the crystallization path will end at the eutectic 0. If the 
boundary MN is intersected, Na20 • 2CaO * 3Si02 will be the second phase 
to appear, but it will disappear by reaction at N ; then the liquid will fol¬ 
low NO to the eutectic. If the boundary intersected is FO, quartz will 
appear, and at 0, Na20 • 3CaO • 6Si02. 

Glasses in which CaO • Si02 is primary phase may follow several 
crystallization paths, depending on the composition, but in all cases the 
reactions are complicated. Mixtures within the triangle Na20 • 2CaO 

• 3Si02-Ca0 • Si02-Na20 • 3CaO • 6Si02 will solidify ultimately as a 
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conglomerate of these three phases. If the boundary intersected by the 
crystallization path is CSRy initial crystallization of CaO * Si02 is fol¬ 
lowed by secondary Na20 • 2CaO * 3Si02, and the liquid will follow this 
boundary to the reaction-point JR. The reaction at this point, CaO * Si02 
+ liquid R — Na20 • 2CaO • 3Si02 + Na20 • 3CaO • 6Si02, continues 
until one of the reacting phases disappears. When the original composi¬ 
tion is within the triangle assumed above, the liquid phase is the first to 
disappear, and the mixture solidifies. If the boundary intersected by the 
crystallization path is RQ, to the left of the prolongation of the tie-line 
CaO • Si02-Na20 * 3CaO • 6Si02, this boundary is followed to JR, and 
the same reaction takes place as before. 

If the original composition is within the triangle CaO • Si02-Si02- 
Na 20 • 3CaO * GSiOo, but in the CaO • Si02 field, a similar course of 
crystallization is followed, with tridymite taking the place of Na20 * 2CaO 
• 3Si02. The invariant point Q is reached either by the path RQ, in 
which case Na20 * 3CaO * GPiOo is secondary phase, or by the path DTQ, 
in which case tridymite is secondary phase. In either case, at Q the 
reaction CaO • Si02 + liquid Q — NaoO • 3CaO * 6Si02 + Si02 proceeds 
until the liquid has all disappeared. 

Every mixture within the triangle Na20 * 2Si02-Na20 • 3CaO • 6Si02- 
Si 02 crystallizes finally at the eutectic 0, but different mixtures take 
different courses to reach that point. Those within the fields of 
Na20 • 2Si02 and Na20 • 2CaO • 3Si02 have been discussed. Those within 
the CaO * Si02 field take the same course, which has already been 
described, to either JR or Q. But when the reaction at this point is com¬ 
plete, the CaO • Si02 will have been resorbed, and some liquid will 
remain. The system thus becomes monovariant, and follows either RNO 
or QPO to the eutectic. 

Glasses in the field of Na20 * 3CaO • 6Si02 follow a crystallization 
path along a straight line passing through the compound and the original 
glass, until a boundary is intersected. If the boundary is RNj the second 
phase is Na20 • 2CaO • 3Si02, which at N reacts to form Na20 * 2Si02, as 
described above, then follows NOj but if the boundary intersected is iVO, 
Na20 * 2Si02 will crystallize from the melt. In any case, when the liquid 
follows NOj at the eutectic quartz appears, and these three phases 
crystallize simultaneously until solidification is complete. If the bound¬ 
ary intersected is QP, tridymite is the phase to appear, and at P it inverts 
to quartz. The liquid then follows PO, and solidifies at the eutectic. 

All the possible crystallization paths have now been discussed, with 
the exception of those arising in one of the Si02 fields. Any such path 
will intersect either DTQPO or PO, but in either case the subsequent 
reactions along these boundary curves have been discussed. EP is the 
transition curve of tridymite to quartz, a constant temperature curve. 

The preceding discussion has been predicated on equilibrium being 
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attained in all reactions, but of course it is the failure to reach equilibrium 
that chiefly makes this system of interest, and glass a possibility. 
Although it is usually not easy to obtain the equilibrium condition, it 
does not follow that this diagram does not give information as to the 
crystallization which will take place. It will rarely be found that the 
first phase to appear is other than that corresponding to the field within 
which its composition lies. The only case in which there is a probability 



Fiquee II. 10. —Phase Equilibrium Diagram of the Ternary System KaO-CaO-SiOa. 

After Morey, Kracek and Bowen. 

of this is in the Na20 • 3CaO • 6Si02 field near the CaO • Si02-Na20 
• 3CaO • 6Si02 boundary, especially near the tridymite invariant point. 
Here there is a possibility that either CaO • Si02 or tridymite will come 
out as metastable phases when glass is cooling down; but such appear¬ 
ance of metastable phases is not to be expected on heating. The failure 
of the secondary crystallization to appear at a boundary within a given 
time has often been observed, but it will appear if time be given. The 
failure of a given phase to react to form another and stable phase, for 
example, of CaO • Si02, to react to form Na20 • 3CaO • 6Si02, or of trid¬ 
ymite to form quartz, has often been observed; but CaO • Si02 has not 
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been observed on heating a glass within the Na 20 • 3CaO • GSiOa field, 
nor has the latter compound appeared in the quartz or tridymite field. 
Metastable crystallization is rarely met with in the Na 20 • 2CaO • 3 Si 02 
or the NaoO • Si 02 field. Cristobalite frequently separates in the field 
of tridymite. 

The Ternary System K20-Ca0-Si02 

The ternary system KoO-CaO-SiOa^'"^ is more complicated than 
Na 20 -Ca 0 -Si 02 , but the various features will be evident from Fig. 
11. 10 and Tables II. 1 and 2 . The dissimilarity between the two 
systems is perhaps more marked than the similarity. In the system con¬ 
taining potassium oxide the field of the double orthosilicate of potassium 
and calcium spreads over the mctasilicate join, and the analog of the 
compound NaoO • 2 CaO • 3 Si 02 is lacking. The compound K 2 O * 3CaO 
• GSiOo, analogous to the compound ^^devitrite,” occurs in two modifi¬ 
cations, each of which is stable in contact with liquid. There are, more¬ 
over, compounds formed in the potassium system which have no analog 
in the sodium system, namely, two disilicates, 4 K 2 O • CaO * 10SiO2 and 
2 K 2 O • CaO • 6 Si 02 , and the trisilicate K 2 O • 2CaO * 9 Si 02 . The system is 
characterized by the formation of more compounds than the system 
NaoO-CaO-SiOo, by the tendency of these compounds to dissociate 
on melting, by the greater viscosity of the melts at the liquidus over a 
large portion of the diagram, and by the great sluggishness of the 
crystallizing and melting jirocess in portions of the diagram. 


System K20-Pb0-Si02 

The ternary System K 20 -Pb 0 -Si 02 was worked out by Geller and 
Bunting.^^ Five ternary compounds were identified optically in the 
system, and the compositions of four of these established. These four 
have the compositions K 2 O • 2PbO * 2 Si 02 , K 2 O • 4PbO • 8 Si 02 , K 2 O 

• PbO • 4 Si 02 , and 2 K 2 O • PbO • 3 Si 02 ; their properties are given in Table 
II. 1 . The crystalline phase of undetermined composition apparently 
melts incongruently at about 750° to form glass and Si 02 . The crystals 
are platy, the indices a = 1.64, p = 1.65, y = 1.655, 2V about 80°, 
character biaxial negative. 

Glasses in that portion of the ternary diagram (II. 11 ) on the silica 
side of the tie-lines connecting the compositions K 2 O • 4 Si 02 , K 2 O * PbO 

• 4 Si 02 , K 2 O ' 4PbO • 8 Si 02 and PbO • Si 02 are stable in air. Composi¬ 
tions within this area and near these tie-lines fuse to homogeneous glasses 
with sufficient ease to be of possible commercial application, and all the 
potash flint glasses of commerce lie within this area. However, the tem- 

Morey, G. W., Kracek, F. C., and Bowen, N. L., J, Soc, Olaaa Tech., 14, 149 (1930); 15, 
57 (1931). 

Geller, R. F., and Bunting, E. N., J. Research Natl. Bur. Standards, 17, 277 (1936). 
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peratures required to produce a glass, and the viscosity of the product, 
rise very rapidly with increase in silica. Compositions on the K20-side 
of the tie-lines mentioned are either unstable in air, or, in that area 
bounded by the tie-lines from PbO • Si02 to K 2 O • 2PbO • 2Si02 are prone 
to devitrification. 





Figure II. 11.—Phase Equilibrium Diagram of the Ternary System KsO-PbO-SiOa. 

After Gellcr and Bunting. 

Multi-Component Glasses 

Complete phase equilibrium studies on mixtures more complex than 
ternary have not been made. Some partial studies have been made 
on mixtures containing four components, and of these the only ones 
having a direct application to glass technology have dealt with the effect 
of small quantities of alumina, magnesia, and boric oxide on the devitri¬ 
fication of soda-lime glasses. 

The effect of magnesia is of especial importance because of the fre¬ 
quent use of dolomitic limestone in glass manufacture. The complete 
solution of this problem would require a knowledge of the phase 
equilibrium in the quaternary system. The only study is that of Morey 
who made two series of experiments, representing two limited excursions 

w Morey, G. W., /. Soc. Otass Tech., 20, 245 (1986). 

WMoresy, G. W., /. Am. Ceram. Soc., 13, 714 (1930). 
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into the quaternary system Na 20 -Mg 0 -Ca 0 -Si 02 , both starting 
from the same point in the ternary system Na 20 -Ca 0 -Si 02 , and 
proceeding in arbitrary directions. In both cases the parent glass had 
the percentage composition: Na20, 14.86; CaO, 9.83; Si02, 75.25, cor¬ 
responding to the molecular ratios 1.15 Na 2 O: 0.84 Ca 0 ; 6 Si 02 . In one 
series, CaO was replaced by MgO, with the final glass having a com¬ 
position near Na20 • MgO • 6Si02. In the other series, MgO was added 
to the same parent glass, the composition tracing a straight line through 
the solid tetrahedral model representing the four-component system from 
the given point on one side toward the MgO-apex. 

The results of the experiments are given in Fig. II. 12. The con¬ 
trast between the two curves is striking. The parent glass is in the 
tridymite field. Curve I refers to the glasses obtained by replacing CaO 



PiGUBE II. 12.—Effect of Magnesia on the Liqiiidus Temperatures of Some Glasses 
in the System NasO-CaO-SiO*. After Morey. 

by MgO, and it is evident that the melting point is lowered and the 
glass remains in the tridymite field. Curve II refers to the addition of 
MgO to the parent glass. Addition of 2.4 per cent MgO changed the 
primary phase from tridymite to the compound Na20 • 3CaO ■ 6Si02, and 
the melting point was lowered almost 200°. On this arbitrary line 
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through the tetrahedron, the compound Na20 * 3CaO • 6Si02 has a very 
narrow field, but it is probable that further experimentation would find 
mixtures in which its field would extend further into the ternary diagram, 
with benefit both to the ease of melting and to thermal stability. On 
continued addition of MgO, the mineral diopside (CaO • MgO * 2Si02) 
was formed and remained the stable phase far into the quaternary 
system. Diopside crystallizes readily from these melts, and glasses much 
within its field would not prove suitable for manufacture on a large scale. 

That the presence of alumina greatly diminished the tendency of a 



Figure II. 13. —Effect of Alumina on the Liquidus Temperatures of Some Glasses in 
the System NaaO-CaO-SiOs. After Morey. 

soda-lime glass to devitrify has been known since Schott showed that 
the superiority for table and blowpipe working of certain glasses made in 
the Thuringian Forest was caused by the presence of about 4 per cent 
alumina in the sand used, and that addition of alumina to the usual 
glass batches greatly reduced the tendency toward devitrification of the 
resulting product. The observations of Schott, confirmed as a matter 
of common experience by many workers with glass, had to do with the 
velocity of devitrification under conditions which were not only variable 
but also practically undefined. To correlate these observations with the 

“ Schott, 0., ‘Werhandl. Ver. Beford. Gowerbefleisses," 799 (1887). 
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effect of alumina on the temperature of initial devitrification of glass was 
one reason for the experiments of Morey ,20 the only study of the four- 
component system Na 20 -Al 20 ;rCa 0 -Si 02 which has been published. 

The plan of the experiments was similar to that of the effect of 
magnesia, already discussed. The parent glass had the percentage 
composition: Na 20 , 14.3; CaO, 11.0; Si 02 , 74 . 7 , corresponding to the 
molecular ratio 1.11 Na 2 O: 0.95 CaO: 6 Si( 32 r and was in the tridymite 
field. The results of the experiments are shown by the curves of Fig. 
II. 13. On replacing CaO by AI 2 O 3 (Curve I) there was a sharp drop 
in the liquidus temperature, about SO"" for 2 per cent AI 2 O 3 , and the 
glass crossed the tridymite field and (‘iitered that of Na 20 * 3 CaO • 6 Si 02 . 
The liquid then crossed the fields of Na^O - 3CaO • 6 Si 02 , of wollastonite 
(Ca 0 ‘Si 02 ), and finally entered the field of albite (Na 20 * AI 2 O 3 * 6 Si 02 ), 
the end-point of this series of experiments. A¥hen AI 2 O 3 was added to 
the same glass (Curve II), the lowering of the melting point was not so 
great, the field of Na 20 • 3CaO • 6 Si 02 was narrower, and CaO • Si 02 
remained primary phase as far as the curve was followed, up to 9.1 
per cent AI 2 O 3 and 1156°, at which point the temperature was increas¬ 
ing rapidly. 

These experiments, as well as the ones with MgO discussed above, 
were merely linear excursions into the quaternary system, and it is evi¬ 
dent that no generalizations can be made. Only by experiment can the 
facts in regard to solubility and fusion relations be determined, and 
generalizations from insufficient data are sure to lead to erroneous 
conclusions. 

A more extensive study of a four-component system is that by 
Morey on the effect of boric oxide. Twenty-one parent glasses were 
used, in or near the field of Na 20 • 3CaO • 6 Si 02 , and boric oxide was 
added in amounts sufficient to cause a change in the initial crystallization. 
One effect of boric oxide was to shift the position of the boundary 
curves, as is shown by Fig. II. 14, on comparison with Fig. II. 7. The 
field of Na 20 * 3CaO • 6 Si 02 is shifted away from the Si 02 -apex, more 
on the side adjoining the field of Na 20 • 2 CaO • 3 Si 02 than on that 
adjoining tridymite. 

The initial effect of addition of B 2 O 3 depends on the composition of 
the parent glass. When it is in the tridymite field, the initial depression 
of the liquidus ranges from about 10° to 15° per 1 per cent B 2 O 3 ; but on 
further addition of B 2 O 3 the liquidus may rise to a maximum. The 
initial depression, followed by elevation, of the liquidus, was observed 
with glasses containing 10 per cent B2O3, and the liquidus was con¬ 
tinuously depressed in the glasses containing 7.5 per cent CaO. Glasses 
in the wollastonite field show an initial freezing point lowering of from 

“Morey, G. W., /. Am. Ceram. Soc., 13, 718 (1930). 

^ Morey, G. W., J. Am. Ceram. Soc., 15, 457 (1932). 
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16° to 25° for 1 per cent B 2 O 3 . When near the boundary between the 
wollastonite and tridymite fields, they pass into the latter, and the 
liquidus temperature goes up, probably to fall again. When the original 
glass is farther from the tridymite boundary, addition of B 2 O 3 brings it 
into the field of NaoO • 3Ca() * 6 Si 02 , and the lowering continues. Glasses 
in the field of Na 20 • 3CaO • fiSiOo show an initial lowering of about the 



Figure II. 14.—^Effect of Boric Oxide on the Field of Devitrite, Na30*3Ca0*6Si0a, 
in the System NaXI-CaO-SiOB. After Morey. 

same amount. When they are near the tridymite field, the boundary is 
soon passed, and the liquidus may either continue to fall, or may rise to a 
maximum, before falling. Glasses in the field of Na 20 • 2 CaO • 3 Si 02 
show the largest initial lowering, amounting to from 40° to 60° for 1 per 
cent BaOfi added. 

In some respects, the effects of addition of BaOa are those to be 
expected from its being an oxide capable of entering into combination 
with NagO and CaO, in competition with SiOa, but such a hypothesis 
fails to account for all the facts. The process assumed probably plays 
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a part, but other and specific effects of B 2 O 3 make any generalization 
unsafe. 

The preceding discussion has dealt with experimental glasses, although 
some of the compositions are essentially the same as some commercial 
glasses. Morey also made a study of the devitrification of three types 
of ^Tyrex’^ resistant glasses, known by the factory designations of 
774 {n = 1.471), 772 in = 1.485) and 776 (n = 1 . 473 ). The first of 
these is the type of glass widely used for the manufacture of beakers, 
flasks and other chemical ware, the usual composition of which is given 
in Table III. 3, No. 20. The liquidiis temperatures found were: 772, 
1042°; 774, 1077°; 776, 1036°. 'Tyrex'' glass 774 has the lowest liquidus 
temperature of any known mixture having so liigh a silica content, and 
in this fact doubtless is to be found a clue to its exceptional ability 
to withstand devitrification. 

The liquidus temperature of a glass indicates the limit above which 
devitrification cannot take j)lace, and below which there is a possibility 
of devitrification. Glasses are commonly exi)osed for not inconsiderable 
])eriods to temperatures below tlieir liquidus, and the composition must 
be such that, in spite of the favorable conditions, devitrification does 
not take place. The generalization may be made that, other factors 
being equal, the lower the liquidus and the higher the silica content, 
the less will be the danger of devitrification. 

The Effect of Inhomogeneities 

In carrying out the phase equilibrium studies, the greatest care 
must be exercised to make sure that the preparations are homogeneous. 
This usually requires that the glasses be repeatedly powdered and re¬ 
melted. It is not sufficient to assume homogeneity; that the glasses are 
homogeneous should be proved. This is best done by examining the 
powder under a microscope, when the powder is immersed in a liquid 
closely matching it in refractive index. If the index of the liquid is a 
little higher than that of the glass, it can be made less than that of the 
glass by warming, and during cooling to ordinary temperature it will 
exactly match the index of the glass. Under these conditions a very 
small variation in composition can be detected by its effect on the 
refractive index of the glass. 

The quenching technique offers a powerful method of detecting an 
inhomogeneity. When a homogeneous glass is held a little below the 
liquidus, so that there is present only a small amount of crystalline 
material, the distribution of that material is significant. The powdered 
quench is examined under a microscope, and usually several hundred 
grains will be examined. If the crystals are uniformly distributed, the 

“Morey, G. W., /. Am. C^ram. Soc.. 14, 529 (1931). 
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glass may be assumed to be homogeneous. But if the distribution is 
not uniform, if many grains contain no crystals, while others are 
crowded with them, it is positive evidence that the original glass is not 
of uniform composition, and steps must be taken to correct this fault. 
Stirring of small melts is usually futile, at least with most silicates. 
Repeated grindings and meltings have been found to be the surest way 
to prepare satisfactory glasses on a small scale. 

Industrial glasses are rarely homogeneous, and this fact must be 
taken into account in determining the liquidus temperature of such 
glasses. The fault lies in the glasses; if the material on which measure¬ 
ments of any kind are made is not of determinable and known composi¬ 
tion, the value of the measurements is greatly diminished. Gross inhomo¬ 
geneity in a commercial glass will often result in trouble from devitri¬ 
fication when a homogeneous glass of the same total composition would 
be satisfactory. Liquidus measurements on such glasses are in them¬ 
selves meaningless, since they represent the crystallization from regions 
of unknown composition; but the information to be gained in the course 
of such measurements as to the departure of the glass from uniformity 
is helpful in itself, and is salutary in emi)hasizing the effects of the 
heterogeneity. Improvement of commercial glasses in this respect will 
probably be an important development in the near future, and the 
result of that improvement will be reflected in most of the properties of 
the product. 

Studies on Devitrification and Its Rate 

Several other studies of the devitrification of soda-lime-silica glass 
have been made. Schaller gave two graphs showing “upper devitrifica¬ 
tion temperature"' as a function of composition, but no details of pro¬ 
cedure. One graph refers to Na2O-CaO-Si02 mixtures, and roughly 
agrees in shape with the liquidus curve of that system as determined by 
Morey and Bowen, but the temperatures are from 50° to 100° lower. 
A curve is given showing the “temperatures of devitrification,"" pre¬ 
sumably meaning the upper limit, which should be identical with the 
liquidus temperature; the agreement with the results of Morey and 
Bowen is not good. 

Gelstharp and Parkinson divided the ternary system into several 
fields by the application of various criteria which render the successive 
composition regions unsuitable for use as glass, until they excluded all 
regions except a part near to, and including, the boundary between the 
fields of tridymite on the one side, and CaO • SiOa and Na^O * 3CaO 
• 63i02 on the other. 

Schaller, R., Z. anffew. Chem.f 22, 2B69 (1909). 

Gelstharp, F., and Parkinson, J. C., Trans, Am. Ceram. 8oc., 16, 109 (1914). 
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Zschimmer and Dietzel made a study of the devitrification of a 
technical soda-lime glass, and Dietzel studied the rate of devitrification 
of a number of soda-lime glasses, as a function of temperature. The 
method was to heat the glass for suitable ][)criods, measure the length of 
the crystals produced in the given time, and calculate the crystallization 
velocity in 0.001 mm. per minute. The usual time was about ten minutes. 
An example of the curves so obtained is given in Fig. IT. 15. 



Figure II. 15.—^Velocity of Crystallization of a Gla.ss of the Percentage Composition: 

SiOa, 69.93; Na^O, 16.96; CaO, 13.97; AhOa, etc., 0.14. After Dietzel. 

The maximum crystallization velocity is dependent on the composi¬ 
tion of the glass, and the results are summarized in Fig. II. 16, repro¬ 
duced from Dietzel. The curves show the compositions having maximum 
velocity at the same temperature. There is a sharp curvature not far 
from the boundary between the fields of tridymite, on one side, and 
Na20 • 3CaO • 6Si02 and CaO • Si02, on the other, indicated by line A-A 
on the diagram. It is concluded that for maximum freedom from 
devitrification the glass should contain 74 per cent Si02. 

The extrapolation of the curves giving the velocity of devitrification 
to their upper limit at the intersection with the vertical axis should 

** Zsohuqamer, E., and Dietzel, A., Sprechaaal, W, 110, 129, 165, 186, 204 (1927). 

Dietzel, A., 8prechtaal, 62, 506, 524, 543, 562, 584, 603, 619, 638, 657 (1929). 
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give the liquidus temperature, and on the whole there is good agreement 
with the results of Morey and Bowen. The best agreement is where 
extrapolation was shortest, which is where crystallization takes place 
quickly. 

Parmelee and Monack determined the relative stabilities of several 
glasses by a ‘‘thennal treatment'' which consisted of “heating them in 
small crucibles until they were fluid, and then slowly cooling them so 
that a period of 12 to 15 hours was required to reach room temperature." 



Figure II. 16. —Isotherms of Maximum Velocity of Crystallization in the System 
Na*0-CaOSi02. After Dietzel. The Line AB is the Boundary between the 
Fields of Devitrite and Tridyrnite, according to Morey and Bowen. 

They also determined a time-temperature rate of devitrification curve 
for some glasses by heating samples at constant temperature for increas¬ 
ing periods until crystallization was found to have begun. The times 
required at various temperatures were assembled in curves, which should 
give valuable information as to the tendency of the glass to devitrify, 
when the determinations are made with a knowledge of the liquidus 

^Farnidee, C. W., and Mcumck, A. J., /. 5<w. TwKp 1S» 122 (1922). 
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temperature of the glass. The region of acceptable glass compositions so 
defined agrees well with that deduced from the phase equilibrium results. 

Peddle studied the devitrification of numerous series of glasses of 
differing composition, as a part of his valuable contribution to the science 
of glass. In general, he heated small pieces in a muffle at 900"^ for six 
hours, then cooled them in twelve hours. The results indicate only that 
the glasses do or do not devitrify under the given condition. In some 
cases the temperature chosen was above the liquidus. There is, of course, 
no way to distinguish the effects taking place at 900° from those taking 
place during cooling. 

Arthur discussed the chemical composition of window glass on the 
basis of the equilibrium diagram determined by Morey and Bowen. 

Measurements of the rate of devitrification require great care in 
specifying the conditions and history of the glass if the results are to be 
of value. As great care should be taken to obtain homogeneous glasses 
as is required in liquidus determinations; otherwise the results can be of 
little significance. Aside from the experimental difficulties there are 
serious theoretical difficulties. 

Rates of reaction in general are very susceptible to alterations in 
experimental conditions, often of factors unknown and difficult to specify. 
Below the liquidus the uncrystallized condition is unstable, but to 
transform it into the stable mixture of glass and crystal may be difficult. 
It is not known what factors determine the velocity with which the 
unstable glass becomes transformed into the heterogeneous assemblage 
which is stable at the temperature in question. The difference in 
energy content, more exactly, the difference in the value of the zeta- 
function defined by Gibbs,'*® frequently called the “free energy,’^ is the 
source of the driving force of the reaction. However, it is well known 
that the velocity of chemical reactions in general bears no simple 
relation to the change in free energy in the reaction. The identification 
of the various opposing resistances which prevent the immediate attain¬ 
ment of the equilibrium condition, and the assigning to each of these 
its appropriate weight, is not i)ossible with our present knowledge of the 
processes operative in solutions, but it seems probable that viscosity 
plays an important, perhaps a dominant, role. Since both the driving 
force and the opposing resistance offered by viscosity increase with 
decreasing temperature, and the force is zero at the liquidus, it neces¬ 
sarily follows that there will be an optimum temperature for crystalliza¬ 
tion. Reinders,®^ on the basis of similar reasoning, has obtained an 
equation connecting the liquidus temperature and the temperature of 

P«ddl€, O. J., /. Soc. Glam Tech., 4, 34 (1920). 

Arthur, E. P., /. Am. Ceram. Soc., 9, 203 (1926). 

*® "The Scientific Papers of J. Willard Gibbs/’ 1, 87, eq. 91, Longmans, Green, New York, 1900, 
^^Eeindera, W., Rec. tmv, chim., 51, 589 (1932). 
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maximum crystallization velocity which reproduces the observed type of 
curve. But that is no proof that the viscosity is the dominant factor. 

The measurements which have been made do not necessarily afford 
an adequate measure of the velocity of crystallization under the condi¬ 
tions of the experiment. The time is taken as that during which the 
sample is exposed to the furnace temperature, and takes no account of 
the part of that time required for the crystallization process to begin. 
The difference is not significant with mixtures which crystallize in a 
few minutes, but it is significant with mixtures hard to crystallize. For 
example, potassium silicates which require a month or so to crystallize 
may be left in the furnace for two weeks without apparent effect, even 
when examined under a microscope. But some change has taken place; 
because the glass so treated will now crystallize much sooner than one 
which has not had the heat treatment. Glasses exceptionally hard to 
crystallize, near the alkaline feldspars in composition, crystallize more 
readily if they are cooled slowly from the melting to the crystallizing 
temperature, and then held until crystallization begins, than if they are 
first cooled quickly to room temperature, and then heated to the crystalliz¬ 
ing temperature. There must be some changes in the internal equilibrium 
of the melt which take place slowly at the crystallizing temperature, 
with the correspondingly high viscosity, but more rapidly at higher tem¬ 
perature when the melt is less viscous; and these changes in internal 
equilibrium are necessary preliminaries to crystallization. 

While we have no information as to the nature, composition, and 
persistence of the ‘hnolecular aggregations” (using the term in a 
deliberately vague sense as indicating some unknown factor in the con¬ 
stitution of the liquid) present in a glass at its liquidus temperature, 
the fact that many of the compounds formed on crystallizing are highly 
dissociated, and hence for their formation require a considerable diffusion 
of matter, must be an important factor. The compound which crystallizes 
from a melt may not be, and probably is not, that which is present in 
the glass in largest amount. The compound which separates is that 
which first becomes insoluble in the melt, and its crystallization requires 
a continuous shifting of the proportions of the other molecular species. 
The time required for the formation of the first traces of crystals should 
not be included in that used in calculating the velocity of crystallization, 
although when the total time is short it may make no detectable 
difference. 

It is not probable that surface energy plays an important part in 
the devitrification process; and whatever role it may play is not deter¬ 
mined by the quantity usually measured, the surface tension at the 
interface glass-air, but by that at the interface between glass and crystal 
at the temperature in question, a quantity which never has been 
measured. This quantity will affect the amount of undercooling neces- 
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sary to form the surface of an infinitesimally small nucleus, but once 
such a nucleus is formed the importance of the surface energy will not 
be significant. 

It is frequently stated that glass devitrifies more readily on the sur¬ 
face, and that when devitrification takes place the initial growth takes 
place from the surface. This probably is true under the conditions to 
which the experiments relate, but it is not true in general. Morey 
states that during the course of many experiments special care was 
taken to observe the manner of growth of the crystals, and in no case 
have the crystals grown from a surface, and in no case has there been 
observed crystals growing from the surface of discontinuity of bubbles. 
It appears that the explanation of the effect must be sought in some cause 
other than the effect of the surface itself. Sometimes the surface of an 
article contains inhomogeneities or even small crystals carried over from 
the surface of the melt in the pot or tank, which may affect subse¬ 
quent devitrification. In the case of materials which have been fire- 
polished, a difference in surface composition, caused by loss of alkali or 
boric oxide, may be the explanation. The obvious fact that the surface 
first reaches the optimum temperature for crystallization may frequently 
be the whole cause. 

When a fresh surface of glass is formed, the instantaneous value of 
the surface tension will be that of material of composition uniform with 
the glass in mass; but, since the energy of a complex system is a 
function not only of temperature and surface but also of composition, 
there will begin at once a concentration at the surface of those com¬ 
ponents whose influence is to lower surface tension. Whether the sur¬ 
face in this altered state will have a lower or higher liquidus tempera¬ 
ture than in the unaltered condition it is not possible to state in general, 
because this is determined entirely by the specific properties of the 
particular composition, but in any case there is no parallelism between 
this effect and surface tension. It has also been stated that the 
excess energy inherent in the surface will cause crystallization to take 
place more readily than in the interior of the mass, because of a conse¬ 
quent greater mobility of the atoms forming the surface. This reason¬ 
ing is fallacious. The excess energy is potential, not kinetic. More¬ 
over, if we make that assumption in regard to glass which has been 
demonstrated experimentally in the case of numerous other liquids, 
namely, that the surface molecules or molecular groupings are oriented, 
and in general in such a manner that the long axis of such groupings 
is normal to the surface, it is probable that those units of structure com¬ 
prising the surface are subject to constraint which limits their move¬ 
ments, and may even diminish their degree of freedom. To describe the 
devitrification of glass as a surface phenomenon is misleading. 

^ Morey, Q. W., /. Am, Ceram. Soc., 13, 683 (1930). 



Chapter III 

The Composition of Glass 

All known glasses are undercooled liquids, and that property which 
makes possible their manufacture and working, namely, the property of 
remaining in the liquid condition while passing through the temperature 
range immediately below the freezing point and persisting in that con¬ 
dition indefinitely at ordinary temperatures, is the most important and 
characteristic property of glass. This property is possessed by many 
substances in widely differing degrees. Some silicate glasses, for 
example, those formed by fusing the alkali feldspars, are practically 
impossible to crystallize by heat treatment alone, that is, without the aid 
of ^finineralizers.^^ Some silicates, for example, sodium metasilicate, can 
be obtained as glass by rapidly cooling a melt of a few grams or less, 
but larger melts cannot be cooled without devitrification. Other silicates, 
and some other compounds, can be obtained as glass only by chilling 
them with the greatest possible rapidity, for example, by dropping a melt 
of only a few milligrams into mercury, or by spraying the liquid on a cold 
surface. Many, possibly most, compounds cannot be obtained as glass 
by the most rapid cooling possible. 

Some elements can be obtained in the glassy form, notably selenium 
and tellurium. Amorphous sulfur is too fluid at ordinary temperature 
to be considered as glass, but glassy mixtures of it with selenium have 
been used.^ Selenium also forms glassy mixtures with phosphorus.^ 

A number of inorganic salts have been obtained as glass, notable 
among which is beryllium fluoride. Complex glasses have been pre¬ 
pared® containing it together with one or more of the fluorides of 
potassium, sodium, lithium, calcium, magnesium and aluminum. Zinc 
chloride^ when quickly cooled forms a glass, which gradually crystal¬ 
lizes after standing some weeks or months in air, probably as the result 
of having taken up moisture. The nitrates of potassium, sodium, and 
silver, thallous sulfate, and lead chloride® have been obtained as tiny 
glassy droplets by spraying the molten material onto a cold plate. The 
double carbonate, K2Mg(C03)2, which must be melted under pressure, 

^ Merwin, H. K., and I^arsen, E. S., Am. J. 8ci.p 34, 42 (1912). 

* Robinson, P. L., and Scott, W. E., Z. anorg. allgem. Chem., 210, 57 (1933), 

«Heyne, O., Angew. Chem., 45, 473 (1933). 

* Maier, C. Q., Tech. Paper SSO, U. 8. Bureau of Mine$, 1925. 

* Tammann, G., and Elbriichter, A., Z. anorg. allgem. Chem., 207, 208 <1932). 
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normally cools to a glass.® Sodium thiosulfate, ‘^hypo,” alums and some 
other hydrated salts form glass on rapid cooling. 

Water is a possible constituent of glass. The complex glasses obtained 
by evaporating aqueous solutions usually contain water. Many natural 
glasses contain water, sometimes as much as 11 per cent. Morey and 
Fenner® prepared a series of glasses containing water by fusion of 
potassium silicates with water under pressure. They were typically hard 
and brittle when the water content was less than 10 per cent, and with 
increasing amounts of water became first stiff jellies, then obviously 
viscous liquids. 

Most glasses may be regarded as composed of oxides, and the possi¬ 
bility of glass formation may be intimately connected with the oxygen 
atoms. Oxygen itself is highly viscous at its melting point, and it is not 
improbable that it could be obtained as glass by proper manipulation. 
The outstanding glass-forming oxides are: boric oxide, B2O3, silica, 
Si02, and phosphorus pentoxide, P20r». Germanium oxide, Ge02, is an 
excellent glass-former; and if it were not so expensive, it might have 
commercial use. Vanadium pentoxide, V20r», forms a glass, and some 
vanadates can be obtained in the glassy condition. Arsenious oxide, 
A82O3, forms a glass, and some of the AS2O3 in the market is called 
^Vitreous,although it usually has devitrified by the time of purchase. 

A large number of substances and mixtures can be obtained as glasses 
by proper manipulation, but only a comparatively few compositions are 
suitable for glass manufacture on a commercial scale. All such contain 
a large proportion of the glass-forming oxides mentioned above. Of these, 
phosphoric oxide is little used, because its glass-forming properties are 
not as marked as those of the other two, and because glasses containing 
a large amount of it are susceptible to attack by water or by weak acids. 
Boric acid is used extensively, but only as a constituent of silicate 
glasses, because when used without silica or in too large a proportion, 
the resulting glasses lack chemical durability. Commercial glasses are 
almost exclusively silicate glasses, and the natural glasses are ail 
silicates. Because the natural glasses differ in composition from artificial 
glasses, they will be considered separately. 

Natural Glasses 

Natural glasses (Table III. 1 ) may be divided into two groups: 
those which are of igneous origin, representing magmas which have been 
cooled quickly enough to prevent crystallization; and the fulgurites and 
tektites. 

Fulgurites are formed by lightning striking sand, or other loose or 
porous material. Before Franklin discovered the true explanation of 

^Skaliks, W,, Schriften kdnigsherg. gdehrien Ges., 5» 93 (1928). 

^Balke, O, W., and Smith, E. F., /. Am. Chem. Soc., 25, 1229 (1903). 

•Morey, Q. W., and Fenner, C. N., /. Am. Chem. Soc., 39, 1178 (1917). 
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Table III. 1- 

-Compositions of Some Natural 

Glasses 



No. 

SiOa 

AlA 

FeAi 

FeO 

MgO 

CaO 


KaO 

HaO+ 

HaO- 

TiOa 

1 

97.58 

1.54 


0.23 


0.38 

0.34 


0.10 


2 

87.00 

8.00 

o.io 

1.93 

0.82 

nil 

0.14 

0.99 

0.36 

0.51 

3 

76.89 

12.72 

0.43 

0.70 

0.17 

0.57 

3.48 

4.39 

0.47 

0.02 

0.08 

4 

76.37 

12.59 

0.26 

0.48 

0.17 

0.79 

3.36 

4.67 

0.97 


0.11 

5 

74.70 

13.72 

1.01 

0.62 

0.14 

0.78 

3.90 

4.02 

0.62 



6 

73.92 

12.38 

1.62 

0.56 

0.27 

0.33 

3.49 

5.39 

1.69 



7 

71.60 

12.44 

1.00 

0.65 

0.06 

1.90 

3.30 

4.22 

3.78 

Oi^l 

0.25 

8 

70.62 

11.54 

1.20 

0.18 

0.26 

1.72 

3.52 

1.45 

7.24 

2.42 

0.04 

9 

70.56 

20.54 


0.96 

0.11 

0.78 

3.47 

3.38 




10 

69.95 

11.99 

0.76 

0.64 

0.09 

0.66 

3.70 

3.80 

4.98 

2.80 

0.18 

11 

68.12 

12.13 

n.d. 

1.03 

tr. 

1.63 

5.34 

1.69 

9.70 



12 

67.55 

15.68 

0.98 

1.02 

1.11 

2.51 

4.15 

2.86 

2.76 

0.38 

0.34 

13 

66.68 

13.39 

0.91 

0.21 

none 

2.72 

22Z 

2.51 

10.05 


0.38 

14 

61.4 


5.8 


2.9 

10.3 

2.4 

10.1 




15 

60.12 

17.67 

3.75 

3.40 

0.53 

2.40 

6.78 

4.43 

0.49 



16 

58.59 

21.29 

4.74 

0.71 

2.49 

6.36 

4.42 

0.94 

027 

0.04 


17 

53.10 

20.70 

0.07 

4.77 

1.77 

3.18 

9.10 

5.84 

0.70 


0.47 

18 

50.76 

14.75 

2.89 

9.85 

6.54 

11.05 

2.70 

0.88 

n.d. 



1. 

Fulgurite 

from I.ibyan desert. ' 

Clayton, 

P. A., 

and Spencer, 

L. J., Mineral. 

Mag., 23, 


501 (1934). 

2. Darwin plass, Tasmania. David, T. W. E., Summers, H. S., and Ampt, G. A., Proc. Roy, 
Soc. (Victoria), 39, 157 (1927). 

3. Obsidian, New Zealand, From the compilation, “The Chemical Analyses of Igneou.s Rocks,’' 
Washington, H. S., U. S. Geological Survev', Prof. Paper No, 14 (1917). (Subsequently refemKl to 
as HSW.) 72, Analy.sis No. 100. 

4. Columbite, Tctilla, near Papavan. Dining. Th., and Stutzer, O., Centr. Min., Abt. A. 35 
(1928). Also contains MnO, 0.14: SOn, 0.13; Sia):„ 0.07; P»(>.-.. 0.02. 

5. Obsidian, Obsidian Cliffs, Yellowstone National Park. HSW, 62, Analy.sis No. 18. Also 
contains Fe.S2, 0.40. 

6. Obsidian. Cerro de. los Navajo, Tulancingo, Mc'Xico, HSW, 126, Analysis No. 105. Also 
contains P2O5, 0,27. 

7. Rhyolite glass. Burton Peak. Nevada. HSW, 186, .^nals’.sis N<». 155. .*1180 contains PsOb, 

0.08; MnO, 0.06; ZrOa, 0.01; BaO, 0.05; SrO. 0.03. 

8. Rhyolite gla.ss, New South Wales, HSW, 96, Analy.sis No. 42. Also contains CO2, 0.02; 

SOa, trace; BaO, 0,05; SrO, trace. 

9. Tektite, Peru. Linck, G., Nenes Jahrh. Mineral., (Urol., 57, 223 (1928). 

10. Pitchstone, Madagascar. HSW. 144, Analy.sis No. 252. .^Iso eontain.s PaO.-,, 0.09. 

11. Pitchstone, Iceland. HSW, 232, Analysis No, 108. 

12. Rhyolite-dacite obsidian, Big Butte, Mont, HSW, 220, Analvsis No. 28. AKso contains 
PA, 0.12; MnO, trace; Cl, 0.05; BaO, 0.11; SrO, 0.03. 

13. Pitchstone, Boggabri, New South Wales. HSW, 102, Analysis No. 26. Also contains 
CO2, trace. 

14. "Pierres de foudre," from fusion of grain ash. Velain, Ch,, Bull, franc, soc. mineral., 1, 113 
(1878). Also contains PsOr,, 7.2. 

15. Trachyte, Heard Island, Indian Ocean. HSW, 428, Analysis No. 47. 

16. Fulgurite, Little Ararat, Armenia. HSW, 1(132, Analysis No. 1.58. Also contains PsiOb, 
0.19; MnO, 0.18. 

17. Obsidian, Mt. Vesuvius, Italy. HSW, 582, Analysw No. 1. 

18. Pele's hair, Kilauen, Hawaiian Islands. HSW, 1109, Analvsis No. 218. Also contains PaOKt 
0.26; MnO, 0.41. 


lightning, a fulgurite was popularly supposed to be the remains of the 
lightning bolt. Myers and Peck ® described an excellent example found 
in a sand-pit at South Amboy, N, J. The fragments recovered repre¬ 
sented a total length of nine feet. The greatest diameter was three 
inches, which gradually decreased to three-sixteenths of an inch. The 
surface was exceedingly rough, and the interior was white from included 
bubbles. The glassy wall consisted of 99 per cent Si02, with 0.7 per 
cent AI2O3, and 0.3 per cent Fe203, and it had a refractive index of 
= 1.462 ^ 0 . 003 . 


Myers, W. M., and Peck, A. B., Am. Mineral., 10| 152 (1925). 



COMPOSITION 


77 


Fulgurites usually are high in silica, representing fused sand or 
sandstone; but significant amounts of other minerals, especially feld¬ 
spar, are sometimes present in the sand and enter the glass. Rarely 
the fulgurites have a very different composition, for example, those 
found on the summit of Little Ararat, Armenia (No. 16, Table III, 1), 
which contain less than 60 per cent SiOo. 

Suess coined the term tektite to designate a group of natural 
glasses found in many parts of the world. The group included the 
shonites of Sweden, the moldavites of Central Europe, the billitonites 
of the East Indies, the australites of Australia, and Darwin glass of 
Tasmania. David, Summers, and Ampt^^ suggested that the area of 
distribution of the tektites is roughly on a great circle, but Janoschek 
did not agree. The tektites usually have been considered of meteoric 
origin, and several hypotheses have been offered to explain them. Linck 
considered that they arc volcanic bombs shot from the moon during 
the Pleistocene periods; Chapman,^^ that they are aerial fulgurites result¬ 
ing from the fusion by lightning of dust in the air, a view with which 
Fenner appeared to concur. 

Spencer said, ‘^The meteoric theory of the origin of tektites is cer¬ 
tainly one that appeals to the imagination, but in reality there is not a 
single item of fact that can be adduced in its favor.He considered 
that they are formed by the impact of meteors on sand or sandstone, 
producing a pool of molten silica, more or less pure, which then is shaped 
by splashing for a great distance through the air. The silica glass 
fragments from the Libyan desert described by Clayton and Spencer 
may have been formed in this manner. They are lumps of silica glass 
scattered over an area of 25 to 80 kilometers in a region of regular sand 
dunes in parallel ridges, 2 to 5 kilometers apart. The lumps range from 
tiny bubbles to pieces 10 pounds in weight; they are colorless, isotropic, 
and Un - 1.4624. The silica glass found in masses up to 15 cm. in 
thickness in the bottom of Meteor Crater, Arizona,probably was formed 
by the impact of a meteor on the saccharoidal sandstone. 

It should not be inferred that tektites are always, or usually, pure 
silica, despite Spencer’s statement: . The elementary fact that the 

material of which they are composed is really an impure silica-glass has 
been entirely overlooked ...” In the next paragraph he cites the anal¬ 
yses of “silica-glass” formed by meteoric impact, found in the “ ^cinders 

’OSuew., F. E.. Mitt. Gaol Gv^. Wien, 7, 54 (1914), 

David, T. W. E., SuinmerH, H. S., and Anipt, G. A., Proc. Roy. Soc, Victoria, 39, 157 (1927). 

Janoscljek, R., Mineral Abstracts, 6, 18 (1935). 

i«I.inck, G., Neues Jahrb. Mineral, Geol, Beilage Bd, 57, 223 (1928). 

Chapman, F., Nature, 131, 876 (1933). 

Fenner, C., Nature, 132, 571 (1933). 

^'’Spencer, L. J., Nature, 131, 117 and 876 (1933). 

Clayton, P. A., and Spencer, L. J., Mineral Mag., 23, 501 (1984). 

^Rogers, A. F., Am. Set., 19, 195 (1930). 
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of the legendary city of Wabar/ destroyed by fire from heaven/' 
in the Rub al Khali, Arabia; *^the black glass almost free from bubbles, 
contains Si02, 87.45 per cent.’' He also cites the ^^silica-glass" found 
near Henbury, Australia. Here the country-rock is a ferruginous sand¬ 
stone, and the black glass contains 68.88 per cent Si02, rin = 1.545. 
There is no doubt that many tektites are high in silica, but many contain 
only about 70 to 75 per cent SiOo, and cannot be regarded even as 
“impure" silica glass. Analyses of typical tektites are given in Table 
III. 1, 

Glass frequently is found as a constituent of eruptiv^e rocks, some¬ 
times in enormous quantities. The famous Obsidian Cliffs of Yellowstone 
Park are composed almost entirely of glass (No. 5, Table III. 1), and 
contain only a small amount of crystalline material. The obsidian from 
Cerro de los Navajo (No. 6), used by the Aztecs for making razors and 
sacrificial knives, is of similar composition. Most natural glasses resemble 
granite in composition, and represent material which under other con¬ 
ditions would have solidified to a crystalline rock, but because of rapid 
cooling has become a glass. Basaltic glass is less common: Nos. 17 and 
18 are examples. No, 17 is from the 1906 eruption of Vesuvius, and No. 
18 is volcanic glass fiber, “Pele’s hair," formed by winds drawing out 
fibers of glass from lava blown into the air by bursting bubbles in the 
crater of Kilauea. Some glasses contain large amounts of water, as 
illustrated by Nos. 7, 8, and 13 of Table III. 1. 

The properties of natural glasses have been discussed by Stark,^® by 
Tilley,2® and by George with special reference to density and refractive 
index. Hawkes discussed the natural glasses with special reference to 
the so-called transition of glass. 

Commercial Glass 

The essential requirements of a commercial glass composition are 
that it be fluid enough at an industrially accessible temperature to be 
melted on a commercial scale; auscous enough to be worked above its 
freezing point, so that devitrification cannot take place; so viscous at 
its freezing point that it will not devitrify; and that the resulting glass 
have physical properties and chemical durability suitable for the pur¬ 
pose for which it is intended. 

Silica is the outstanding glass-forming oxide, for silica glass possesses 
in the highest degree the desirable qualities of freedom from devitrifica¬ 
tion, resistance to attack by water and by acids, and low coefficient of 
expansion. If it were not so difficult to melt quartz, to free it from 

*** Stark, M., THcherrriQk'n Mimralog. Petrog. Alitt., 23, 536 (1304). 

»Tilley, C. E., Mineralog. Mag., 276 (1922). 

»» George, W. O., /. GeoL, 32, 858 (1924). 

“Hawkes, h„ Oeolog, Mag., 67, 17 (1930), 
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bubbles and to work it, silica glass* would be the most suitable material 
for most of the uses to which glass is put. Sosman,^^ in his monumental 
treatise on the properties of silica, has discussed critically the experi¬ 
mental work on silica glass, as well as on the crystalline forms of silica. 
His conclusions are quoted frequently in this book. 

The difficulty and cost of manufacture make silica glass impossible 
to use for general purposes, and other oxides must be added to flux the 
silica and reduce the viscosity. It might be thought that the natural 
glasses could be imitated. Natural glass of the composition of obsidian 
(Table III. 1) is highly resistant to devitrification and to weathering, 
and would be a desirable glass if it could be manufactured at a suitable 
cost. Obsidian may be considered as a mixture of alkali feldspar and 
silica. The soda feldspar, albite, has the composition Na 20 • AI 2 O 3 

• 6 Si 02 , and if the alumina were replaced by lime, giving Na 20 • CaO 

• 6 Si 02 , the composition would be near the most favorable glass field. 
But obsidian cannot be imitated by the glass manufacturer, and the 
alkali feldspar glasses are not suitable for commercial glass because of 
their enormous viscosity.** The soda feldspar, albite, has a true melting 
point at 1122 °, and the potash feldspar, orthoclase, melts with decomposi¬ 
tion at 1170°. But at 1200° albite glass has a viscosity of 10 million 
poises and orthoclase glass a viscosity of 300 million poises. An ordinary 
soda-lime glass has a viscosity of about 10 to 50 poises at the tempera¬ 
ture at which it is melted, of about 300 poises at 1200°, and does not 
attain a viscosity of 10 million poises until it has cooled to about 800°. 

The most effective flux for silica is soda, Na 20 , usually added in the 
form of sodium carbonate. Sodium silicate glass, of about the composi¬ 
tion of the lowest-melting composition between sodium disilicate and 
quartz,is made in large quantity in the soluble silicate industry. It is 
readily dissolved by water, and some other oxide must be added to give 
it better chemical durability if a permanent glass is to be obtained. 
The oxide commonly added is lime, CaO, because it is cheap and 
efficacious. If too little lime is added, the glass, although easy to melt, 

♦ Glass composed of silica alone is properly termed “silica glass," whether made 
from precipitated silica, silica ^el, or any other of the amorphous forms of silica, 
or from quartz, tridymite, or cristobalite, the crystalline forms of silica. It is made 
usually from quartz, bec^iuse quartz is cheap, and obtainable in quantity in a degree 
of purity equalled by few raw materials. The terms “quartz glass" or “fused quartz," 
while not in themselves objectionable, are better avoided. The not infrequent prac¬ 
tice of speaking of silica glass as quartz, for example, of referring to apparatus 
as constructed of quartz when it is made from fused silica, cannot be too strongly 
deprecated. Inasmuch as apparatus sometimes is constructed with quartz parts, it 
is often necessaiy to infer from the context which material was actually used, and 
sometimes that is not possible. 

*®Sosman, R. B., "The Properties of Silica”; Chemical Catalog Co. (Reinhold Publishing 
Corp.), New York, 1927. 

** See p. 109. 

Cf. the discussion, p. 44. 
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has poor chemical durability. Much of the ancient Egyptian glass which 
has survived probably represents their best product, yet their best was 
of so poor a quality as to be rejected by discriminating users today, 
because of its high content of sodium oxide. An example of a com¬ 
mercial glass lacking in durability is No. 1 of Table III. 2. Greater 
durability is obtained by adding more lime; but too much results in a 


Table III. 2— Compositions of Soino Commercial Glasses 


No. 

SiOa 

Na,.0 

K 2 O 

MgO 

CaO 

PbO 

ALO3 

FeaOa 

1 

68.0 

22.0 



7.2 



3.1 

2 

68.76 

14.96 

3.04 

0.38 

7.15 


4.79 

0.14 

3 

72.26 

14.01 



13.34 



1.42 

4 

69.65 

15.22 



13.31 



1.82 

5 

72.68 

13.25 


0.26 

12.76 



1.06 

6 

71.82 

14.27 


3.31 

8.90 


1.40 

0.07 

7 

70.51 

16.74 



10.67 


1.42 

0.16 

8 

70.64 

17.02 


0.09 

10.58 


0.77 

0.11 

9 

72.14 

12.60 


2.62 

11.24 


1.06 

0.15 

10 

64.30 

5.87 

2.56 

5.61 

14.73 


4.89 

1.18 

11 

63.18 

9.88 

0.36 

1.12 

14.40 


8.39 

1.93 

12 

71.28 

12.13 

1.01 

3.19 

3.87 



1.92 

13 

74.0 

17.0 


3.5 

5.0 



0.5 

14 

63.0 

7.6 

6.0 

0.2 

0.3 

21.0 


0.6 

15 

56.5 

5.4 

8.6 



29.5 



16 

72.1 

21.1 


1.95 

2.77 


2.0 


17 

73.6 

17.23 


3.67 

5.37 




18 

74.2 

17.7 


3.2 

4.3 




19 

67.2 


7.1 

9.5 

0.9 

1.48 



1. 

Christmas- 

■tree ornament. 

Glass 

No. 69, Sharp, 

D. E., 

Ind. Eng. 

Chem., 25, 

755 (1938). 


2. Thuringian glass, Zschirnmer, E., Sprechsaal, 57, 301 (1924). Also contains MngOa, 0.40. 

3. American window glass, hand cylinder prwess. 01aj»s No. 7, Sharp, 1>. E., Ibid. 

4. French window glass, hand cylinder process. Gla.ss No. 10, Sharp, D. E., Ibid. 

5. German window glass, han<I cylinder process. Glass No. 11, Sharp, D. E., Ibid. 

6 . Flat-drawn window glass, American Fourcault prix;e«s. Glas.s No. 15, Sharp, D, E., Ibid. 
Aliso contains SOa, 0.31. 

7. Belgian Fourcault. Glass No. 19, Sharp, D. E., Ibid. Also contains SO.a, 0.93. 

8 . Flat-drawn window glass, Libbey-Owens process, European. Glass No. 25, Sharp, D. E., 
Ibid. Also contains SOj, 0.85; MnO, 0.05. 

9. Flat-drawn window glass, Libbey-Owens process, American. Glass No. 28, Sharp, D. E., 
Ibid. Also contains SO.», 0.47. 

10. Bottle, light green. Glass No. 36, Zschimmer, E., Ibid. 

11. Champagne bottle. Glass No. 40, Zschimmer, E., Ibid. Also contains Mn^Oa, 0.12. 

12. American vaemam bottle. Glass No. 83, Sharp, D. E., Ibid. Also contains B 0 O 3 , 4.70: 
ZnO, 1.21; AsgOa, 0.13. 

13. Representative machine-made container glass. Sharp, D. E., Ibid., Table V. 

14. American lead bottle glass. Glass No. 55, Sharp, D. E., Ibid. Also contains MnO, 0.2; 

A 820 a, 0.06. 

15. German lead bulb gla.ss. Glass No. 52, Sharp, D. E., Ibid. 

16. Lime bulb glass. Glass No. 61, Sharp, D. E., Ibid. 

17. Lime bulb glass, Westlake machine, calc, from batch. Glass No. 62, Sharp, D. E., Ibid. 

18. Lime crystal glass. Glass No. 70, Sharp, D. E,, Ibid. Also contains BaO#, 0.4; As^Oa, 0.2. 

19. Light lead crj'stal. Glass No. 72, Sharp, D. E., Ibid. Also contains AsjgOa, 0.5. 

glass hard to melt and sure to devitrify. Increasing the quantity of 
silica also improves the chemical durability, but results in a glass hard 
to melt and with a tendency toward devitrification. The best com¬ 
position for a pure soda-lime-silica glass is near the boundary (PQ in 
Fig. II. 8) between the fields of silica and devitrite, that is, one wiUi a 
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Si 02 content of from 73 to 74 per cent, and a CaO content of frona 
7 to 13 per cent. Glasses near the boundary {RN) between devitrite 
and Na 20 • 2 CaO • 3 Si 02 are too readily attacked by water, unless they 
approach R in composition, when they become devitrified too easily. 

The glass manufacturer is aided by the fact that he is never dealing 
with pure soda-lime glasses, but always with glasses containing small 
amounts of other constituents, which are either introduced deliberately, 
or incidentally by impurities in the batch ingredients, or by pot or tank 
corrosion. Some magnesia, MgO, is usually present; it can be substi¬ 
tuted for lime with advantage, provided the proportion is not too large. 
A dolomitic limestone is used frequently in this country, much less fre¬ 
quently in Europe. 

Alumina in small quantity is a frequent constituent of glass. It gives 
greater chemical durability, lower coefficient of expansion, and greater 
freedom from devitrification. The deliberate addition of alumina was 
the result of a research by Schott,who showed that the superiority 
for table and blowpipe working of certain glasses made in the Thuringian 
Forest (e. g. No. 2 , Table III. 2 ) was caused by the presence of almost 
4 per cent of alumina in the Martinsroda sand used, and that addition 
of alumina to the usual glass batches greatly diminished the tendency 
toward devitrification of the resulting product. Too much alumina, how¬ 
ever, increased the viscosity of the glass, making it difficult to melt and 
work. 

The use of a small proportion of potash is also beneficial both in 
increasing the chemical durability and in diminishing the tendency 
toward devitrification, but the resulting increased viscosity may necessi¬ 
tate a higher melting temperature. Small amounts of barium oxide and 
of boric oxide frequently are added for the same reason. They are com¬ 
paratively expensive ingredients; and a large proportion of any one of 
them produces some unfavorable result. 

The composition of glass used for all of the great mass production 
industries is much the same. Sharp gave as the most representative 
composition of both window^ and plate glass at the beginning of the 
present century: Si 02 , 71.5 per cent; AI 2 O 3 , 1.5; Na 20 , 14.0; CaO, 13.0. 
Some examples of commercial ware are Nos. 3, 4, and 5 of Table 
III. 2 . The introduction of continuous machine processes made necessary 
the development of types of glass adapted to the characteristics of the 
various machines and types of ware; and further made necessary more 
precise control of the composition and properties of the glass. A hand 
operative can make allowances for differences in his glass, but the machine 
must have glass of constant and definite properties. In the continuous 

** Schott, O., “Verhandl. Ver. Beford. Qewerbefleisses," 799 (1887). 

Sharp, D. E., Ind. Eng. Chem., 25, 755 (1933). This paper contains an exodlent collection 
of glass compositions. 
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machine processes for making window and plate glass, conditions usually 
are more favorable for devitrification than in the older processes, and 
the compositions given above require modification. In Europe, the ten¬ 
dency has been to increase the soda and alumina contents. In America, 
the increase in soda has been smaller; the alumina content has been 
increased; and magnesia has been substituted for part of the lime. 
Recently some firms have added small amounts of barium oxide, or boric 
oxide, or of both. Each of these lowers the liquidus temperature and 
thus decreases the tendency toward devitrification. Examples of mod¬ 
ern machine-made flint glass are Nos. 6 to 9 of Table III. 2. 

Hollow^ w^are, especially containers such as bottles and jugs, still are 
made to some extent by hand, in spite of the lower cost of ware made 
by machine in large quantity. Examples of old types of hand-blown 
glass are Nos. 10 and 11 of Table III. 2. No. 12 is a vacuum-bottle; 
No. 13 was given by Sharp as representative of modern machine-made 
container glass. 

Electric light bulbs were made formerly from a glass containing lead 
oxide, of about the same composition as is used for cut glass and for 
^^lead'^ tubing (Nos. 13 to 15, Table III. 2). Sharp gave the following 
as the range of composition of modern lead bulb glass in percentage by 
weight: Si02, 58 to 59; Na20, 7 to 8; K2O, 4 to 5; PbO, 28 to 30; AI2O3, 
0.2 to 0.4; and Fe203, 0.04 to 0.06. The development by Corning Glass 
Works of a lead-free glass suitable for machine production of electric 
light bulbs w^as one of the important post-w^ar developments in America 
(Nos. 16 and 17, Table III. 2). Sharp gave as the range of composition 
of modern lime bulb glass: Si02, 71.5 to 73.5; Na20, 14 to 17; K2O, 
0.0 to 1.5; MgO, 3.5 to 4.5; CaO, 5 to 6; AI2O3, 1 to 2; and FeaOa, 
0.06 to 0.1. 

Tableware is largely of the same general composition as most soda- 
lime glasses, as is shown by No. 19, Table III. 2. In the more expensive 
grades some lead oxide is used (No. 20). The best “crystal,both plain 
and cut (No. 21), contains from 15 to 30 per cent PbO, or even more 
(No. 22), and the alkali is potash, K2O, because of the greater brilliancy 
of the potash glasses. 

Glass for laboratory use represents a special type, for it must be 
especially resistant to decomposition by water and by acids. Stas,^® in 
1868, found the available glassware too readily dissolved to be suitable 
for his researches on atomic weights, and developed a composition suit¬ 
able for the purpose (No. 1, Table III. 3). It was characterized, by the 
presence of both potash and soda, and by high silica content. It was a 
diflScult glass to manufacture at that time, and did not become a com- 

Sullivan, E. C.. and Taylor, W. C., U. S. Patent l,86»,Wg (im). 

«Sta8, J. 8„ Chem. News, 17, 1 (ISeS),’ / ' * 
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Table III. 3 —Compositions of Some Laboratory and Resistant Glasses 


No- 

Si02 

BfiOa 

NasO 

KaO 

MgO 

CaO 

ZnO 

AI 0 O 3 

FcjjO^ 

1 

77.0 


5.0 

7.7 


10.3 




2 

79.4 


6.4 

6.7 


7.6 




3 

75.9 


7.1 

7.9 

0.17 

8.7 


0.14 

0.08 

4 

66.4 

4.0 

15.6 


5J2 


6.2 

2.4 


5 

64.7 

10.9 

7.5 

0.37 

0.21 

0.63 

10.9 

4.2 

0.25 

6 

73.0 

3.6 

10.8 

0.30 

4.3 

0.66 

5.6 

1.0 

0.35 

7 

67.3 

6.2 

10.9 

0.30 

3.4 

0.79 

7.8 

2.5 

0.23 

8 

66.80 

4.13 

7.40 

1.75 

2.60 

1.73 

9.75 

2.54 

0.17 

9 

75.90 


7.29 

7.84 

0.15 

8.73 


0.24 

0.10 

10 

76.20 


7.07 

7.62 


8.97 


0.30 

0.14 

11 

74.32 


17.56 

1.38 

0.11 

3.67 


2.35 

0.14 

12 

77.9 

14.1 

4.1 

2.3 


0.8 


0.8 


13 

81.5 

11.0 

3.7 

0.9 


0.3 


2.8 


14 

81.4 

10.6 

4.4 

1.1 


0.7 


2.0 


15 

75.3 

15.8 

3.4 

1.0 


1.3 


2.5 


16 

75.4 

17.5 

3.6 

0.4 


0.1 


1.6 


17 

75.3 

7.6 

5.7 

0.8 


1.1 


6.2 


18 

57.4 

23.6 

1.9 

0.5 

8.7 

4.7 


3.2 


19 

75.6 

14.3 

3.3 

0.4 


0.1 


5.6 


20 

80.5 

12.9 

3.8 

0.4 




2.2 



1 . Stas’ apparatus glass. Glass No. 73, Sharp, D. E., Ind. Eng. Chem., 25, 755 (1933). 

2. Kavalier glass, 1879. Glass No. 74, Sharp, D. E., Ibid. 

3. Kavalier beaker. Walker, P. H., and Smither, F. W., Tech. Paper. No. 107, Nat. Bur. 
Standards, 1918. Also contains MnO, 0.02; PaO^, 0.08; SOn, 0.20; AsaO:,, trace. 

4. Jena Gerate, prior to 1910. Glas.s No. 75, Sharp, D. E., Ibid. 

5. Jena Gerate bt'aker, Walker, P. H., and Smither, F. W., Ibid. Also contains MnO, 0.01; 
AsiO:„ 0.14. 

6 . Macbeth-Evans beaker, 1918. Walker, P. H., arid Smither, F. W., Ibid. Also contains 
MnO, 0.02; SOs, 0.02; AsA, 0.02; SbgO:,, 0.60. 

7. Nonsol beaker, 1918, Walker, P. H., and Srnitlier, F. W., Ibid. Also contains MnO, 0.01; 

8b.jO:i, 0.62. 

8 . Kohln-Ehrenfeld, Cauwood, J. D., and Turner, W. E. S., J. Soc. Glasu Tech., 2, 219 (1918). 
Also contains AsgOa, 2.05; SbaO.i, 1.29. 

9. Resistance, “R”. Cuuwoorl, J. D., and Turner, W. E. S., Ibid. Also contains As20a, 
trace; MnO, 0.13. 

10. Zsolna. Cauwood, J. D., and Turner, W. E. S., Ibid. Also contains SbsOn, 0.30. 

11. Japanese. Cauwood, J. D., and Turner, W. E. S., Ibid. Also contaiiis MnO, 0.10. 

12. Silex. Thiene, H., Z. angew. Chem., 39, 193 (1926). 

13. Vulkanite. Thiene, H., Ibid. 

14. Resista, 1923. Thiene, H., Ibid. 

15. Resista, 1925. Thiene, H., Ibid. 

16. Tempax. Thiene, H,, Ibid. Also contains Sb^O;!, 1.6. 

17. Jena Gerate, 1920. 'Thiene, H., Ibid. Also contains BaO, 3.5. 

18. Jena Supremax 1565*^^. Thiene, H., Ibid. 

19. Jena Durax 3817*”. Thiene, H., Ibid. Also contains SbaO^, 0.4. 

20. Pyrex chemical resistant glass. 

mercial type. The Kavalier glass later developed for high-temperature 
work (Nos. 2 and 3, Table III. 3) was of similar composition. The first 
Jena “Gerate” glass, made before 1910 (No. 4, Table III. 3), differed 
from the ordinary soda-lime glass in the substitution of magnesia and 
zinc oxide for lime, and in having a small content of B 2 O 8 . Later (No. 15, 
Table III. 3) the soda content was reduced and the magnesia largely 
removed, with increase in the zinc oxide, alumina and boric oxide. The 
compositions of some other types of laboratory glassware are shown 
in Table III. 3. They have been displaced largely by “Pyrex” resistant 
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laboratory glass ^ (No. 20, Table III. 3), which is fundamentally dif¬ 
ferent from the usual soda-lime-silica composition. It is better con¬ 
sidered to be a glass in which the melting point of the silica has been 
lowered by the addition of B2O3, and, in smaller amount, of alumina, 
with only the smallest possible amount of alkali. It is intrinsically 
superior to the best glasses of the soda-lime group in its chemical dura¬ 
bility and in its resistance to breakage from heat shock or mechanical 
strain, but it is more difficult to manufacture and to work. 

The optical glasses have the greatest diversity in composition because 
of the lens designer’s need for the widest range in optical properties. 
They are characterized by almost perfect freedom from physical defects, 
and their quality represents the highest achievements of the glassmaker. 
They are discussed in greater detail in Chapter XVI; Tables XVI. 22 
and 23 give approximate compositions of representative types of optical 
glasses. Table III. 4 gives compositions of some optical and other 
glasses manufactured by Schott u. Gen., on which numerous measure¬ 
ments of physical properties have been made. Some of these measure¬ 
ments are shown in Table I. 2; others arc in their appropriate places in 
the various chapters. 

The compositions of the glasses in Table III. 4 were collected from 
several sources, and the composition given is usually that of the type of 
glass, not of the sample on which the measurement was made. Many 
of the analyses were taken from an article by Zschimmer,^*^ who was 
for many years associated with Schott u. Gen. at Jena; and many of the 
measurements on these glasses, as well as some of the compositions, were 
taken from the well-known treatise by Hovestadt on the scientific 
work carried on at Jena by Schott, Winkelmann and their collaborators. 
Most of the compositions from these two sources have been republished 
by Wright and by Moreyand they were the source of most of the 

♦ There is confusion in the literature arising from, authors’ assuming that 
^Tyrex” is sufficient to describe adequately the composition of a glass, “Pyrex” 
is not the name of a material but is a trade niark of the Coming Glass Works 
covering various thermally, electrically, or chemically resistant glaases of different 
compositions. The type commonly used for chemical ware is the 'Tyrex chemical 
resistant glass,” Code No. 774. This is glass No. 20 of Table III. 3, sometimes 
referred to as No. 702 EJ. Pyrex baking ware is made usually from the same glass 
as Pyrex chemical ware, but it has not been confined exclusively to this composi¬ 
tion. Arsenic oxide has been eliminated from all baking ware and from chemical 
glassware; with this exception, the composition of Pyrex chemical resistant glass 
has remained unchanged. 

** Taylor, W. C., Ind. Eng. Chem., Netvti Ed., 14, 28 (1934). 

®®Z8chimmer, E., in Doelter, C., “Handbuch der Mineralchwiiie," 1, 809, T. Steinkopff, Drea¬ 
ds u. Leipzig, 1912. 

** Hoveetadt. H., ‘‘Jenaer Glas und seine Verwendung in Wissenschaft und Technik," Qustav 
Fiaeher, Jena, 1900. Translation by Everett, J, D. and A., Macmillan, New York, 1902. 

® Wright, F. E., “The Manufacture of Optical Glass and of Optical Systems/' V. S. Ordname 
PfjHtrtment, J>ocument No. S0S7, Govt. Print. Off., Washington, 1921. 

•• Marey^ G. W., "Properties of Glass/' Jntemattonal Critical Tables; 2, 87, McQraw-HiU, 
New Vork, 1927. 
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Table III. 4B—Index to Properties of Glasses of Table III. 4A 


Glass 


Glass 


o. oee 1 aDie 

1 1. 2; V. 8; IX. 1; XL 19; XII. 9; 

XV. 1 

2 XIX. 1 

3 I. 2; XII. 9 

4 I. 2; V. 8; XII. 9; XVI. 24; XIX. 1 

5 XL 19; XV. 1 

6 I. 2; XI. 19; XVI. 28 

7 I. 2; XII. 9; XV. 1 

8 V. 8; IX. 1; XL 19 

9 I. 2 

10 L 2; XII. 9; XV. 1 

11 I. 2; XI. 9; XII. 9; XVI. 28; 

XVIL 5 

12 XVL24;XIX. 2 

13 XL 19; XVI. 26; XVIII. 2; XIX. 2 
15 XIX. 1 

17 XVI. 24 

18 XVII. 5 

19 XII. 9; XV. 1; XVI. 28; XIX. 1; 

XIX. 3 

20 V. 8; XL 19; XIX. 3 

21 XVIL 5; XIX. 1 

22 V. 8; XVI. 24 
24 XVI. 26 

26 XL 19; XVI. 28; XIX. 3 

27 1. 2; V. 8; XII. 9; XVI. 28; 

XVIL 5; XIX. 2 

28 V. 8; XVI. 24; XIX. 2; XIX. 3 

29 V. 8; XI. 19; XVI. 24 

30 XIX. 1 

31 XL 19; XVI. 24; XIX. 1 

32 V. 8; XL 19; XVI. 24 

33 XVI. 24; XVIII. 2 

34 L 2; V. 8; XVI. 24; XVI. 28; 

XVIII. 2 

35 V. 8; XL 19; XIX. 1 

36 V. 8; XL 1; XI. 19; XVI. 28; 

XVIII. 2; XIX. 3 


No. See Table 

37 XVI. 24 

38 V. 8; XI. 19; XVI, 24 

40 I. 2; V. 8; XI. 1; XI. 19; XII, 9; 

XV. 1; XIX. 2; XIX. 3 

41 XIX. 1 

42 V. 8; XI. 19; XIX. 3 

43 I. 2; IX. 1; XI. 19; XII. 9; XV. 1; 

XVI, 24; XVI. 26; XIX. 2; 
XIX 3 

44 V. 8; XL 19; XIX. 3 

45 XVI. 24; XVI. 28; XIX. 2 

46 1. 2; XV. 1; XIX. 3 

47 X. 19; XVI. 28 

48 1. 2; XII. 9; XV. 1; XVI. 28 

49 XVI. 24; XIX. 2 

50 1. 2; XL 19 

52 I. 2; XI. 19 

53 I. 2; XL 19 
53 1.2; XL 19 

55 I. 2; XII. 9 

56 1. 2 

57 1.2; XII. 9 

58 1.2; XII. 9 

59 I. 2; XII. 9 

60 XII. 9; XVI. 24; XVIL 5 

61 I. 2; XII. 9; XV. 1; XVII. 5 
64 1. 2; XII. 9; XV. 1 

66 1. 2; XII. 9 

67 1. 2 

68 1. 2; XII. 9 

69 XII. 9; XV. 1 

70 1. 2; IX. 1; XL 19; XVI. 28 

71 1. 2 

72 I. 2; XII. 9; XV. 1 

73 XVI. 24 

74 XL 19; XVI. 28; XIX. 2 

75 1. 2 


data given by MontgomeryThe compositions given in Table III. 4 
usually were calculated from the ingredients of the batch that was melted, 
and differ from the true compositions by an unknown amount. Included 
in the same table, and indicated by italics, are some compositions deter¬ 
mined by analysis. In some cases, usually of well-standardized types, 
the agreement between batch and analytical compositions is striking; 
in others the differences are so great as to indicate an alteration in the 
composition of that type of glass. Also, almost all of these glass batches 
included from 0.1 to 0.3 per cent AS2O3,* and some of them contained 

“Montgomery, R. J., /. Am. Ceram. 80 c., 3, 900 (1920); 4, 536 (1921). 

* The ingredient introduced into the batch is always As20«, which is partially 
oxidized to AssOb. In all the tables AssOb is given except when the AsgOs is deter¬ 
mined as such by analysis, as in some of the glasses of Table III. 4. 
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a small amount, usually 0.1 per cent, of Mn203. These are not included, 
except when found by analysis. 

In the introductory part of this section, the glass-forming oxides other 
than silica, namely, boric oxide and phosphoric oxide, were mentioned, 
and in the discussion of the silicate glasses, boric oxide was mentioned 
as a frequent constituent. Silicate-free borate and phosphate glasses 
have been made occasionally on a commercial scale, but they have not 
found a permanent place in the industry, except for some highly spe¬ 
cialized uses. Table III. 4 contains a few silicate-free glasses produced 
for optical purposes. 

Volatile Components in Glass 

The work of many investigators has established that glass when 
heated gives off volatile substances, chiefly water and carbon dioxide, and 
that the gases given off may be grouped into two classes, one representing 
material adsorbed on the surface, and the other, material dissolved in the 
mass of the glass. The adsorption of gases on the surface of glass takes 
place after it has cooled; the dissolved gases are retained in the glass 
during cooling, and at the melting temperature were either in equilibrium 
with the furnace atmosphere, or so near equilibrium that their vapor 
pressure from the melt was not greatly in excess of their pressure in the 
furnace atmosphere. 

The line of demarcation between the two classes is not sharp; at 
lower temperatures, up to 100° C., it is not feasible to remove all of 
the adsorbed material even by long-continued maintenance of high vac¬ 
uum; at 200° to 300° C., depending on the type of glass, the greater part 
of the surface material is removed in a vacuum; with increasing tem¬ 
perature there is a continued evolution, which rapidly increases as the 
temperature is raised to that at which the glass becomes fluid. After 
the temperature interval in which the adsorbed gas comes off in greatest 
quantity, there may be evolution both of volatile substances truly 
adsorbed on the surface, and of volatile substances dissolved in the sur¬ 
face layer of the glass. The differentiation between the two classes then 
becomes one of arbitrary definition, unsupported by adequate experi¬ 
mental evidence. 

The theoretical differentiation between the two classes likewise is 
not sharp. Adsorbed material often is considered to be fixed by sec¬ 
ondary valence forces, and dissolved material by primary valence forces. 
Broadly speaking, this probably is correct; but in consideration of bor¬ 
der-line cases, it is difficult to apply this criterion. Probably the loosest 
type of adsorption, that of an inert gas on a crystalline surface, is caused 
by stray electronic fields, and from such an adsorption to that of water 
combined with alkali in the form of sodium hydroxide, there is a con¬ 
tinuous gradation. Concerning the water and carbon dioxide in solu- 
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tion in the glass, we have no definite information. They are probably 
^^chemically combined” in the glass, just as are the sodium oxide and sili¬ 
con dioxide; in other words, all the components of the glass are in a 
mutual solution in which it is not possible to identify any one-to-one 
coordination between the various groupings. Plausible though it may be 
to assume that the CO2 in a barium glass is present as BaCOs, there is 
no evidence which can be used for testing that assumption. Our knowl¬ 
edge of the constitution of solutions is too meagre to permit the identifi¬ 
cation of molecular groupings. 




C/ass Satnpf* /x/xOL/cms. 
mortompf. 1/^e.mm. 

pyrfmcp fms / , , 
too »• 

SuS6/*S < / 


Figure III. 1 . —Genf'ralized Curve Showing the Volume of Gas Evolved from Glass, 
as affected by Temperature. After Dalton. 


Figure III. 1, after Dalton,'"*^ shows in a general way the gas volumes 
evolved at various temperatures for a sample of glass 1 X 0.1 cm. The 
low foot at the beginning of the curve is due to the gas at or near the 
surface of the glass that came off below the softening point. At high 
temperatures where flow in glass became possible, the dissolved or chemi¬ 
cally combined gases came off. The intermediate section of the curve 
is dotted to indicate that there were no actual observations in that neigh¬ 
borhood. The dissolved gases were of the order of 100 times the volume 
of the surface gas, if the sample was heated to glass furnace temperatures. 

Adsorbed Volatile Substances 

The presence on glass surfaces of films of volatile materials, chiefly 
water and carbon dioxide, has been known since the time of Bunsen,®® 
who was the first to appreciate the importance of the adsorbed water 
film on the absorption of CO2, and of heating glass apparatus used for 

Dalton, R. H., /. Am, Ceram. Soe., 16, 435 (1938). 
w Bunsen, R., Ann. Physik Chem., 20, 545 (1883); 22, 145 (1884); 24, 321 (1885). 
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quantitative work with gases to free it from adsorbed water. The sub¬ 
ject did not become of general interest until the development of modern 
vacuum technique, and the extensive use of evacuated tubes in research 
and in industry. 

Langmuir considered that gaseous molecules impinging on a sur¬ 
face are condensed, ‘^and are held or adsorbed on the surface by forces 
similar to those holding the atoms or group molecules of solid bodies. 
If these forces are weak, the ^life’ of the adsorbed molecules on the sur¬ 
face is short, so that the number of molecules adsorbed at any time is 
relatively small. On the other hand, when the forces are strong, the 
rate of evaporation of the molecules may be so slow that the surface 
becomes covered by a monomolecular layer of adsorbed molecules.^' 

Langmuir estimated the fraction of the saturated surface, /?, at 90° K 
covered by adsorbed molecules, and found the amounts always less than 
needed to form a monomolecular layer. Values of fi found for the vari¬ 
ous gases were: CO, 0.13 to 0.32; A, 0.20; Oo, 0.14; CH4, 0.04 to 0.36; 
N 2 , 0.26. The fact that ^ was so variable and so much less than unity 
suggested that the adsorption of most of the gases does not occur over 
the whole surface, but only where the arrangement of the surface atoms 
is such as to give particularly strong stray fields of force. Comparison 
of the relative ‘iife” of a molecule, that is, the time in seconds required 
for the evaporation of one gram molecule per sq. cm., condensed on a 
glass surface, with that on the surface of the liquefied gas, at 90° K, 
showed the following ratios: N 2 , 330,000; CH 4 , 10,000; CO, 190,000; 
A, 73,000; O 2 , 78,000; these indicate that the forces holding the molecules 
on a glass surface are much more intense than the forces holding them 
on a liquid surface. 

The thickness of the adsorbed layer is in dispute. Bangham and 
Burt found difficulty in reaching equilibrium in the adsorption and 
removal of CO 2 , and found that the amount adsorbed greatly exceeded 
that required for a monomolecular film. McHaffie and Lenher''^^*^ and 
Lenher^® measured the change of pressure with temperature in bulbs 
containing sufficient water to condense on cooling. When vapor alone 
was present, the pressure-temperature curve was that given by the law 
of Gay-Lussac, PV oc T; but after condensation took place, the subse¬ 
quent pressure-temperature curve was the vapor pressure curve of water. 
If no adsorption took place, the two curves would intersect at a sharp 
angle; but adsorption caused it to be rounded, and from the amount 
of rounding, the adsorption was calculated. They found the adsorbed 
layers to range from 0 to 5.3 X 10'® cm. in thickness, and to contain 

“ Langmuir, I., /. Am, Chem. Soc., 40, 1861 (1018). 

Bangham, D. H., and Burt, F. P., Proc. Roy, Soc. (London), A, 105, 481 (1024). 

»»McHaffie, I. R., and Lenher, S., /. Ckem, 8oc„ 127, 1569 (1925). 

•Lenher, S., /. Chem. Soc., 1926, 1785; 1927, 272. 
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from 0 to 2188 layers of molecules. The thickest layers corresponded 
to the saturation pressure of water. 

The type of adsorption studied by McHaflBe and Lenher may be dif¬ 
ferent from that studied by Langmuir. Manley found that a ‘^nude^’ 
glass surface when brought into contact with glass acquired a “primary'^ 
gas skin, which was retained at high vacuum under ordinary conditions. 
This primary skin adsorbed a further quantity of gas to form a “sec¬ 
ondary"’ skin, which was removable by continuous pumping. The mani¬ 
fold layers found by McHaffie and Lenher did not begin to be piled up 
until near the saturation pressure. 

Frazer, Patrick, and Smith claimed that glass surfaces which had 
been cleaned are no longer plane. They carried out adsorption measure¬ 
ments by the method used by McHaffie and Lenher on freshly-blown 
surfaces, which had been protected from moisture by having the glass- 
blower use a drying tube containing P20r,. Under tliese conditions, the 
thickness of an adsorbed film of toluene was never greater than one 
molecule, even at the saturation pressure. When water vapor was used 
with a freshly made surface, no film other than a monomolecular one 
was formed; but although the vapor pressure curves intersected at a 
sharp angle, the temperature of the intersection was lower than that 
which would have corresponded to the amount of water vapor present. 
This was considered to have been due to the reaction of the monomolecu¬ 
lar layer with the glass, forming an alkaline solution with a vapor pres¬ 
sure lower than that of water. This reaction caused the surfaces no 
longer to be plane. The usual types of cleaning have the same effect. 
This renders vague and misleading the interpretation of all adsorption 
measurements made on such surfaces; and in particular, previous cal¬ 
culations of the thickness of such layers are in error because of lack of 
knowledge of the actual surface area. 

Frazer applied an optical method to the study of adsorbed films 
of water and methyl alcohol on glass. Up to five or six mm. pressure, 
there was no detectable adsorption of water vapor, apart from the prob¬ 
able presence of a monomolecular layer. Above that pressure, there 
was a cluster fonnation which resulted in the gradual covering of the 
surface, until at 12.5 mm. pressure there was another monomolecular 
layer present. At this pressure the film was about 30 m/i thick. Above 
13 mm. pressure, there was strong condensation. 

Sherwood used a dynamic method for the estimation of the gases 
obtained from glass surfaces in vacuum, and found that there was a slow 
but persistent “leakage^^ of occluded gases exposed to a vacuum even at 

^“Manley, J. J., Proc. Phua. Soc. (London), J6, 288 (1924). 

" Frazer, J. C. W., Patrick, W. A., and Smith, H. E., /. Phys. Chern,, 31, 897 (1927). 

"Frazer, J. H., Phys. Jiev., 33, 97 (1929). 

" Sherwood, R. G., Phya. Rev., 12, 448 (1918); /. Am. Chem. Soc., 40, 1645 (1918). 
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room temperature, and that this leakage was more rapid for the inert 
gases than for vapors. A strong adsorbing action was found for glass 
toward water vapor or carbon dioxide, and a weak adsorbing action 
toward air. Dry air leaked off from a glass surface more rapidly than 
did moist air. A heat treatment as low as 200° C. was practically as 
effective as one at a higher temperature for the removal of adsorbed 
gaseous products. The inert gaseous layer was found to be of a thickness 
comparable to that of one molecule. Above 200° C. there was a con¬ 
tinued evolution of gases, which were considered to be decomposition 
products from the glass itself. 



Figure III. 2 . —The Rate at which Various Gases are Evolved from Glass on Heat¬ 
ing in a Vacuum. After Sherwood. 

Sherwood studied the relation between the temperature of treatment 
and the quantity of gaseous products driven off by a succession of three- 
hour heat treatments at increasing temperature, with the results shown 
in Fig. III. 2. The curves for carbon dioxide and permanent gas show 
maxima a little above 300° C.; the curve for water shows a maximum at 
about 200° C,, and above 500° C. it rises steeply. The maximum in the 
curve for total gas probably refers almost entirely to adsorbed gas, and 
the rapid rise above 500° C. probably was caused by the evolution of 
water dissolved in the glass. 
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Table III. 5—Compositions of Glasses Studied by Harris and Schumacher 



q— 

2 

3 

-G1 ass-—— 

4 

5 

6 

SiO. . 

. 69.93 

69.40 

64.64 

61.50 

72.05 

65.47 

♦BaOa . 

. 2.36 

3.12 

0.37 

2.27 

14.07 


NaaO . 

. 21.02 

16.67 

9.10 

8.14 

4.23 

6.40 

KaO . 

. 0.10 

0.20 

3.20 

3.76 

1.12 

3.59 

MgO . 

. 0.03 

4.09 

0.02 

0.36 

0.09 

0.13 

CaO . 

. 3.17 

5.15 

0.02 

0.21 

0.06 

0.22 

PbO . 

.... 1.44 

Trace 

21.66 

22.55 

6.11 

20.20 

MnO . 

. 0.09 

0.19 


0.19 

0.01 

0.07 

AlaOs . 

. 1.54 

0.78 

0.20 

0.57 

2.21 

2.99 

FeaOa . 

. 0.19 

0.14 

0.04 

0.11 

0.05 

0.51 

PaOn . 

. 0.08 

0.16 

0.75 

0.34 

Trace 

Trace 

Sb^.H . 

. 0.05 

0.10 


Trace 



* By difference, Nos. 3 tind 5 contain 

a trace of F; 

No. 6, 

0.013 SO.t; BaO, trace. 


Harris and 

Schumacher 

studied 

the 

evolution of 

gas 

from six 


types of glass, of the compositions given in Table III. 5. The composi¬ 
tion and the volume of the gases obtained by heating in vacuum to 
specified temperatures are in Table III. 6. To determine the relation 
between adsorbed and absorbed gas, ?. e., gas in solution in the outer 


Table III. 6—Composition of Gases Evolved on Heating in Vacuum the 
Glasses of Table III. 5 

Ajtcr Harris and Schumacher 

Temp, to Which 


Vol. of 

Surface 

Glass Was 






Sample 

Area 

Heated 

Total 

1 Gas 

Comp, of Gas Vol 

, in cc. per 

Vol. per cc. 

cc. 

Sq. Cm. 

“C. 

Vol. 

cc. 

Per cent Sq. 

Cm. X 10* 

Glass X 10^ 

37.2 

580 

400 

H.0 

2.70 

88.5 

46.6 

726 




COs 

0.32 

10.5 

5.5 

86 




♦P.G. 

0.03 

1.0 

0.5 

8 




T otal 

3.05 


52.6 

820 

31.9 

540 

400 

H.0 

1.62 

92.6 

30.0 

508 




CO. 

0.11 

6.3 

2.0 

34 




P.G. 

0.02 

1.1 

0.4 

6 




Total 

1.75 


32.4 

548 

26.5 

565 

400 

HsO 

1.34 

96.4 

23.7 

506 




CO. 

0.03 

2.2 

0.5 

11 




P.G. 

0.02 

1.4 

0.4 

8 




Total 

1.39 


24.6 

525 

24.1 

540 

400 

H.0 

1.37 

97.2 

25.4 

568 




CO. 

0.02 

1.4 

0.4 

8 




P.G. 

0.02 

1.4 

0.4 

8 




Total 

1.41 


262 

584 

252 

469 

500 

H.0 

0.03 

33.3 

0.6 

12 




CO. 

0.04 

44.5 

0.9 

16 




P.G. 

0.02 

222 

0.4 

8 




Total 

0.09 


1.9 

36 

15.6 

292 

400 

H.0 

0.03 

49.6 

1.0 

19 




CO. 

0.03 

49.6 

1.0 

19 




P. G. 

0.0005 

0.8 

0.02 

02 




Total 

0.0605 


2.02 

38.3 


* P. G. indicates permanent gases. 


« Harris, J. E., and Schumacher, E. E., Ind. Eng, Chem,, 15, 174 (1923), 
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layers of the glass samples, the total pressures of the gases evolved were 
determined at intervals of lOO"^ C. from 100° C. to the softening point 
of the glass, with the results shown in Fig. III. 3. Glass No. 7 was 
Pyrex chemical resistant glass. The adsorbed gases from the lime and 
lead glasses were all given up at 200° C., whereas 300° C. was required 



Figure III. 3. —Percentage of Total Gas Evolution as a Function of Temperature, 
from the Glasses of Table III. 6. After Harris and Schumacher. 


for the borosilicate glasses. The absorbed gases began to come off at 
the softening points of the glasses. When it was manufactured, glass 
No. 6 had been given a special heat treatment at 1500° to 1600° C. for 
one hour; and as a result it gave off less gas than other glasses of similar 
composition. Most of this gas had been adsorbed, as shown by the 
curve of Fig. III. 3. It was concluded that the amount of adsorbed water 
and the amount of carbon dioxide increased with increasing content of 
alkali oxide in the glass. 
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Dissolved Volatile Substances 

The volatile substances found in solution in glass are all components 
of the original batch: water, in combination as hydroxides or hydrated 
salts, or as ^^wet^’ batch; carbon dioxide, in combination as carbonates; 
oxygen, in combination as nitrate or introduced mechanically as 
entrapped air; sulfur dioxide, introduced as sodium sulfate; and nitro¬ 
gen, from entrapped air. During the melting of the glass, these sub¬ 
stances are given off in large quantities; that which remains in the glass 
is only a small proportion of that introduced into the batch. 

Experimental evidence indicates that glass at the melting tempera¬ 
ture is approximately in equilibrium with the furnace atmosphere. Dal¬ 
ton found the water content depended on the partial pressure of water 
vapor in the furnace atmosphere, and he found that small meltings in an 
electric furnace contained much less water than did large ones made 
in a gas-fired furnace. The content of carbon dioxide could not be 
altered by enriching the furnace atmosphere in oxygen. The experi¬ 
ments of Weyl indicated that an ordinary soda-lime glass would not 
have over one-thousandth of one per cent carbon dioxide in equilibrium 
with an ordinary furnace atmosphere at 1400° C., an amount equivalent 
to less than one-half cubic centimeter in 100 grams of glass. 

The amount of gas in solution depends on the temperature, the pres¬ 
sure, and the composition of the glass. Niggli,^^ working with melts of 
sodium or potassium carbonate and silica, in carbon dioxide at one 
atmosphere pressure, found that the amount in the melt decreased with 
an increase in the proportion of silica, that is, with more “acid’^ glasses. 
When he studied the equilibrium between silica and alkali carbonates, 
at temperatures above the freezing points of the melts and at one atmos¬ 
phere pressure of carbon dioxide, Niggli found the amount of CO 2 , cal¬ 
culated as alkali carbonate, decreased with the decreasing ratio of alkali 
oxide to silica. For example, when the ratio was 1:1 (metasilicate) in 
the system C02-K20-Si02 at 898° C., the melt contained 13.8 mole per 
cent CO 2 ; at 956° C., 11.9 mole per cent; when the ratio was 1:2 (disili¬ 
cate) , the CO 2 was completely expelled at each temperature. 

Morey and Fenner,^® working with potassium silicate glasses melted 
under pressures of water vapor up to and above one hundred atmospheres, 
found that the amount of water dissolved in the glass increased linearly 
with increasing pressure, in accordance with Henry’s law. The hydrous 
glasses so obtained were hard and brittle at ordinary temperatures when 
the water content was small, and passed by a continuous series of 
stages to thick, sticky liquids as the water content was increased; at the 

Dalton, R. H., /. Ant.> Ceram. Soc., 16, 426 (1933). 

<«Weyl, W., Olastech. Ber„ 9, 641 (1932). 

Niggli, P., y. Am. Chem. Soc., 35, 1893 (1913). 

« Morey, G. W., and Fenner, C. N., /, Am. Chem. Soc.. 39, 1173 (1917). 
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temperatures of the experiment, they were, of course, fluid solutions. 
Comparison of the results with a given ratio of K 2 O to Si02, at constant 
pressure and changing temperature, indicated that the solubility of water 
in the melt decreased with increasing temperature, as is usually the case. 
When hard hydrous glasses were heated quickly, rapid expulsion of the 
water resulted in the formation of a pumice; sudden heating of an 
obsidian high in water (Table III. 1) has a similar effect. Mottig and 
Weyl studied the solution of oxygen by molten glass under pressure. 
A glass of the composition PbO • Si02, when melted at 1100° C, under 
an oxygen pressure of 300 atmospheres, gave no test for plumbate with 
potassium iodide solution; whereas a glass of the composition 0.25 K 2 O 
+ 0.75 PbO+1.0 Si02 showed six per cent of potassium plumbate, 
K 4 Pb 04 , and by heating in vacuum gave off oxygen. A barium glass, 
of composition K 2 O • BaO • 4Si02, melted under 300 atmospheres pressure 
of oxygen, showed dissolved oxygen equivalent to eight per cent Ba 02 ; a 
soda-barium glass, Na20 * BaO • 4Si02, showed six per cent BaOo. 

Experimental Results 

The earliest study of gas dissolved in glass was by E. S. Shepherd, 
cited by Allen and Zies.^‘^ Analyses by Allen and Zies gave: Na20, 
10.37%; K 2 O, 0.44%; CaO, 14.73%; and SO3, 0.74%. Shepherd heated 
6.577 g. of the glass to 1200° C., pumped out the gases, and passed 
them through an absorption tube containing silver oxide and potassium 
carbonate to absorb the SO 2 . He obtained 0.0025 g., equivalent to 
0.87 cc. under standard conditions. The remaining gases, amounting to 
6.55 cc. under standard conditions, gave the following percentages by 
volume: O 2 , 64.2; CO 2 , 24.2; CO, 3.5; Ho, 3.9; No, 4.1. The SO 2 and 


Table III. 7 —Composition of Gases Dissolved in Glass 
After Washburn, Footitt, and Bunting 


Glass 

Bariiim flint, 1 . 

Barium flint, 2 . 

Light flint . 

Borosilicate crown ,.. 


V’^olume per cent 


t = 

0" C., 





Concentration 

p = 760 

mm. Ilg. 

- 

—Weight per cent- 

-^ 

(Moles per liter) 

Oa CO 2 

Nz Total 

Oa 

CO 2 

Na 

Total 

O 2 

CO 2 

Nz 

83 27 

1 110 

0.035 

0.011 


0.046 

0.033 

0.011 


36 12 

1 48 

0.015 

0.0045 


0.020 

0.016 

0.005 


4.5 10 

3 18 

0.0045 

0.014 

0.0025 

0.021 

0.004 

0.010 

0.003 

6 5 

6 17 

0.0036 

0.010 

0.0031 

0.010 

0.0028 

0.002 

0.0028 


some of the O2 may have come from decomposition of the SO3. Water 
was not determined. 

Washburn, Footitt, and Bunting®^ demonstrated the presence of 
gases in glass by heating a sample to 1200° C. at atmospheric pressure, 
then quickly evacuating the furnace, whereupon the rapid liberation of 

"Mtittig, M., and Weyl, W., Glastech, Ber., 11, 67 (1»33). 

Allen, E. T., and Zies, E. G., /. Am. Ceram. 8oc., 1, 739 (1918). 

Washburn, E. W., Footitt, F. F., and Bunting, E. N., Univ, III. Eng. Expt. Sta. Bull., 
118 (1920). 
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gas caused the glass to foam, its volume becoming about six times that 
of the original piece. An apparatus was devised to analyze the glass, 
which did not permit determination of the amount of water. The 
results are summarized in Table III. 7 . The barium flint glass had an 
index of refraction of about 1.605, a v-value of about 43.6; and probably 
it did not differ greatly in composition from No. 33, Table III. 4. The 
two samples studied were not necessarily from the same melt. The 
“light flint bulb glass” had the following composition in percentages by 
weight: Si 02 , 62.6; Na 20 , 14.2; CaO, 0.5; PbO, 22 . 2 ; AI2O3, 0 . 6 . 

Salmang and Becker''^^ described an apparatus for the extraction 
under vacuum of the gases in glass, A soda-lime glass, in which the 
soda was derived from the decomposition of sodium sulfate, frothed so 
much at 1200 ° C, that it was not possible to work with one gram of glass 
even in a crucible 50 mm. X 35 mm. Different meltings of a glass of 
the percentage composition: Si 02 , 76.4; Na 20 , 15.3; CaO, 8.3, made from 
carbonate and a little nitrate gave, from 10 -gram samples, values of 
CO 2 ranging from 0.05 cc. to 7 cc., of O 2 from 0.07 cc. to 0.28 cc., and of 
water, calculated as gas at normal temperature and pressure, from 2.5 cc. 

Table III. 8 —Composition of Gases Dissolved in 
Some Optical Glasses 

After Becker and Salmang 


No. Total gas CO 2 O 2 H 2 O 

A . 37.5 22.7 14.2 4.3 

B . 3.6 0.6 2.3 3.1 

C . 1.5 0.13 1.3 1.7 

D . 053 0.14 0.37 1.3 

E . 1.5 0.2 127 2.1 


Unit; Volume in cc. at normal temperature and pressure obtained from 10 g. of glass. 

to 6.6 cc. Experiments on glasses containing different proportions of the 
NaaO introduced as Na 2 S 04 showed that the decomposition of sulfate 
was not complete, and that the degree of decomposition could be corre¬ 
lated only with the source of the glass, hence with its unknown 
history. 

Becker and Salmang®* analyzed the gases from five optical glasses 
of the following percentage compositions: A.—Si02, 31.46; B 2 O 8 , 12.30; 
BaO, 49.63; AI 2 O 3 , 6 . 02 ; AS 2 O 3 , 0.57. B.—Si 02 , 49.80; B 2 O 3 , 6 . 0 ; NaaO, 
3.92; K 20 ,4.97; BaO, 20.26; ZnO, 11.40; PbO, 3.13; AS 2 O 8 ,0.40. C.—Si02, 
34.1; NaaO, 1.5; K 2 O, 2.5; PbO, 61.95; AS 2 O 3 , 0.45. D.—Si 02 , 45.07; 
Na20, 1.43; K 2 O, 6.91; PbO, 46.29; AS 2 O 8 , 0.3. Glass E was obtained 
from D by adding three per cent of Ce 02 . The average values of five 
analyses, calculated to cc. for a 10 -gram sample, also are given in 
Table III. 8 . The agreement among duplicate determinations is shown 

'^Salmang, H., and Becker, A., Glastech, Ber., St 520 (1928). 

Becker, A., and Salmang, H., Olaatech, Ber., 7, 241 (1929). 
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by the following volumes of total gas from A, in cc.: 37,8, 30.3, 44.4, 32.7, 
42.3. Glass E foamed strongly in the furnace, and the Ce 02 did not 
favorably affect the fining. 

Experiments were made on glasses containing important amounts 
of iron oxide, some melted in an electric furnace in air, others in a gas 
furnace. A glass containing four per cent re 203 melted under oxidizing 
conditions gave off most oxygen, 14.9 cc. per 20 g.; one containing two 
per cent Fe 203 , melted under oxidizing conditions, gave 7.4 cc.; one con¬ 
taining 2 per cent Fe^Oa, 19 per cent Na 20 , and 9 per cent CaO, melted 
under reducing conditions, gave off 4.6 cc.; and one containing 2 per cent 
Fe 203 , 9 per cent NaoO, and 19 per cent CaO, melted under reducing 
conditions, gave 8.9 cc. 

Dalton devised an apparatus for the analysis of the gases including 
water evolved from glass at 1400° C. Table III. 9 contains the 
results from the first paper on experimental glasses. The three analyses 
of gases from glass A refer to samples differently prepared: A.—melted 

Table III. 9 —Composition of Gases Dissolved in 
Some Experimental Glasses 

Ajter Dalton 


HaO COa O + R 

A . 33 7 2 

A' . 25 7 2 

A" . 18.4 6 1 

B . 33 3 47 

C . 25 2 13 

D . 74 1 1 


Unit: Volume in cc. at 0® and 1 atm. preH.'<ure obtained from 
100 g. of glass. II refers to N, or other inert gas. 


24 hours at 1350° C. in a 100 -pound pot; A'.—melted 16 hours at 1350° 
C. in a 1 -pound clay crucible; and A".—^melted 6 hours at 1350° C. in a 
100-gram porcelain crucible in an electric furnace. In spite of the 
longer heating of the 100 -pound melt, it had a content of water almost 
twice that of the 100 -gram melt in an electric furnace, probably because 
the partial pressure of water vapor above the small melt was much 
less than in the gas-fired furnace. 

Glass B was similar in composition to A, but it contained also 0.5 
per cent AS 2 O 3 , with enough NaNOs to oxidize it to AS 2 O 5 ; Glass A 
had a little NaNOs added to the batch ^To fix the state of oxidation.” 
The large increase in the content of oxygen probably resulted from the 
decomposition of As 20 r,; and this ability to give off oxygen is considered 
to be the explanation of the value of arsenic oxide as an aid in the 
'^fining” of glass, that is, in freeing the glass from tiny bubbles, or 
“seed.” These bubbles, so small that they would take a long time to 


“Dalton, R. H., /. Am. Ceram. Soc., 16, 425 (1938); /. Am. Chem. 8oc., 57, 2150 (1935). 
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rise through the glass, serve as nuclei for the liberation of oxygen from 
A 82 O 5 , thus increasing the size of the bubbles and hastening their rise 
through the glass. 

Glass C was an example of a glass with about 0.75 per cent Na 2 S 04 , 
‘^salt cake/’ added. It gave off 16 cc. of SO 2 , which, together with 
one-half its volume of oxygen, came from the decomposition of SO3. 

Glass D was a borosilicate glass. The higher content of water and 
the lower content of carbon dioxide is characteristic of the borosilicate 
glasses. 

In the second paper, Dalton described an apparatus for analyzing 
the gases evolved at 1400° C. from samples of glass of about one gram 
in weight, that is gas samples from 1.0 to 0.01 cc. Analyses are given 
(Table III. 10 ) of the gases from several commercial glasses, and from 


Table III. 10— Composition of Gases Obtained from Some Commercial Glasses 

Ajter Dalton 


No. 

Glass t.\ t 't* 


^ - 


-Per 

•cental 

?e conipo.siti< 

of gas^ 

IPS- 


Gas, cc. 

H,0 

80a 


CO 2 

Oo 


H 

I 

Barium (optical) . 

... 0.71 

24 

22 



40 37 

36 

41 

0.1 0.1 

11 

Soda-lime (milk bottle). 

... .93 

51 

51 

33 

34 

3 3 

12 

11 

0.1 0.1 

III 

Borosilicate (heat resistant) . 

... .40 

91 

92 



5.5 4.5 

3.5 

3.5 


IV 

Soda-lime (bulb) . 

... .90 

44 

44 

35 

36 

4.5 7 

16 

13 


v 

Borosilicate (heat resistant).. 

... .36 

92 

89 

0.3 

0.3 

3 4 

5 

7 


VI 

Borosilicate (bulb) . 

... .74 

94 

94 


2.5 

3 

3 

3.5 


VIT 

Lead (sign tubing) . 

... .70 

33 

39 


8 

7 

59 

54 


VIII 

Soda-lime (expt.) . 

... 1.41 

28 

28 


10 

8 

62 

64 


IX 

Borr)silicnte (heat resistant).. 

... 0.44 

93 

93 


2 

4 

5 

3 



one experimental glass (No. 8 ) containing an unusually large amount 
of arsenic. The third column of the table gives the total gas evolved 
from one gram of glass, calculated to 0 ° C. and one atmosphere pressure. 

Hahner, Voigt, and Finn described an apparatus for the removal 
and the analysis of the gases dissolved in glass, which was applied to 
several optical and commercial glasses, with the results given in Table 
III. 11 . The chief source of error in the analyses came from the 
absorption of the evolved gases by volatilized oxides condensed on the 
colder portions of the vacuum furnace. This source of error also had 
been noticed by Dalton. There was no significant difference in the 
amounts of gas obtained from samples taken at intervals during the 
melting process, although the fine bubbles decreased in size and in 
number during the process. Since the amount of gas obtained from all 
optical glasses was relatively small in comparison with that obtained 
from window glass, and since all the glasses except the light barium 
crown were relatively free from tiny bubbles, it was concluded that 
there probably is no relation between dissolved gas and the prevalence 
of seeds in the light barium crown. 

“Dalton, R. H., /. Am, Chem. Soc., 57, 2150 (1935). 

“ Hahner, C., Voigt, G. Q., and Finn, A. N., /. Research Natl, Bur, Standards, 19, 95 (1937) 
(RP 1014). 










Table III. 11—Average Values for Volumes of Gases Obtained from Glasses, and Compositions of the Glasses 

After Hahner, Voigt and Finn 
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Permeability of Glass to Gases 

Observations made over a period of years have shown that some 
glasses are permeable to some gases, especially at high temperatures. 
Silica glass appears to be the most permeable, and helium the gas 
which diffuses most readily. 

Villard was the first to notice that helium diffuses through silica 
glass at a red heat. Jaquerod and Perrod^® found that the helium 
thermometer could not be used at high temperatures because of the 
permeability of silica glass. Richardson and Ditto found that neon 
also diffuses through silica glass tubes, but at a slower rate than helium. 
Bodenstein and Kranendieck found that silica glass was permeable to 
hydrogen, with a doubling of the rate in the temperature interval from 
732 to 880° C. 

Mayer found no indication of permeability to hydrogen or oxygen 
in the case of Jena glass up to 800° C., or of silica glass at room 
temperature. No permeability of silica glass to oxygen at atmospheric 
pressure was found up to 690° C., but with pressure differences ranging 
from 20 cm. of mercury above and below atmospheric pressure, some 
diffusion was found, increasing with increase of pressure and of 
temperature. Similar results were obtained with hydrogen and nitrogen; 
with hydrogen, some diffusion was observed at atmospheric pressure, 
and with nitrogen, diffusion was not found below 4330° C. 

According to Williams and Ferguson the permeability of modern 
water-clear silica glass can hardly be predicted from the results of the 
earlier experimenters. They could find no indication that evacuated 
tubes of either ^Tyrex^^ or Jena combustion glass were permeable to 
hydrogen at one atmosphere pressure up to 640° C., or that a silica 
glass tube was permeable to air or nitrogen at one atmosphere pressure 
up to 640° C. ^Tyrex” glass was found to be permeable to helium at 
610° C. Silica glass became appreciably permeable to hydrogen at 
300° C., and in experiments at several pressures and at temperatures up 
to 881° C., the amount of diffusion was found to increase linearly with 
pressure and exponentially with temperature. The permeability of silica 
glass to helium became appreciable at 188° C., and at 500° C. silica 
glass was about 22 times as permeable to helium as to hydrogen. 

Elsey found that silica glass was permeable to helium at room 
temperature at a pressure of 1000 atmospheres, but he could find no 
indication of permeability to hydrogen under the same conditions. 

VHlard, P., CompL rend., 130, 172 (1900). 

“Jaquerod, A., and Perrod, L. F., Compt. rend,, 140, 1542 (1005). 

“Richardson, D. W., and Ditto, R, C., PhU. Mag., 22, 794 (1911). 

“Bodenstein, M., and Kranendieck, F., Nemet Festschrift, 100, Halle (1912). 

Mayer, E. C., Phys, Rev,, 6, 288 (1915). 

“Williams, G. A., and Ferguson, J. B., J. Am, Chem. Soc., 44, 2160 (1922). 

“Elsey, H. M., /. Am. Chem, 8oc., 48, 1600 (1926). 



Chapter IV 

The Chemical Durability of Glass 

The resistance which glass offers to the corroding action of water, 
of atmospheric agencies (primarily water and carbon dioxide), and of 
aqueous solutions of acids, bases and salts is a property of great prac¬ 
tical significance, and is denoted by the term “chemical durability/^ 
In a large proportion of the uses to which glass is put, its power of 
resisting such attack is the chief reason for its preference over competing 
materials. An example is the use of glass containers, of which enormous 
numbers are used for the distribution of commodities ranging from 
milk to medicine and acids. In this field the superiority of glass 
leaves it without a competitor. Even in chemical manufacturing, where 
the requirements are more exacting, glass is being used to an increasing 
extent as an engineering material because of the resistance which it 
offers to surface attack under extreme conditions. In other uses of 
glass, chemical durability is a secondary factor; the requirement of a 
chemical durability sufficient for the service contemplated places a 
limit on the compositions which may be employed. Examples of such 
uses are those in which glass is chosen for its optical properties, uses 
ranging from windows to lens systems. Although glass used for such 
purposes is not subjected to as drastic treatment as in the preceding 
cases, nevertheless it is essential that there be no appreciable amount 
of surface alteration. 

So important is this property of withstanding corroding agencies that 
Zschimmer ^ included such resistance in his definition of glass. While 
such a definition seems too restrictive, the necessity of producing glass 
stable enough to serve the purpose for which it is intended places a 
practical limit on the compositions which may be employed. The limit 
set by this requirement differs widely with the use for which the glass 
is intended. Many glasses possessing desirable optical or mechanical 
properties are unsuitable because of their susceptibility to corrosion; 
others may be suitable for optical purposes in protected lens systems 
and still be worthless for laboratory use. The methods of testing glass 
thus become of fundamental importance. 

Theoretical Discussion 

Before considering the testing methods in use, it will be well to con- 

1 Zschimmer, E., in Doelter, C., ‘'Handbuch der Mineralohemie," 1, 855, T. Steinkopff, Dres¬ 
den u. Leipcig, 19ll 
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sider the nature of the processes involved in the decomposition of glass 
by waterIt is not a simple case of solution, and the testing of 
glass is not merely the determination of its solubility in water. On 
the contrary, the process is a highly complex one, involving the pene¬ 
tration of the glass by water and the subsequent decomposition of the 
complex silicate mixture, with formation of substances wholly different 



Figure IV. 1, —Isothermal Polybaric Saturation Curves in the System HaO-KaSiOa- 
SiOa. After Morey and Fenner. 

from those originally present. The distinction between the processes of 
true solubility and of decomposition is so fundamental to the con¬ 
sideration of the effect of water on glasses that a brief consideration of 
this subject from the point of view of the phase rule will prove of value. 

In a system composed of water and a salt w^hich is not decomposed 
by water, the ^^solubility^^ of the salt in water has a definite meaning. 
Coexistence of three phases—solid, solution and vapor—in a system of 
two components—^water and salt—leaves but one degree of freedom; so 
that fixing any one of the variables—^temperature, vapor pressure of 
the solution or composition of the solution—fixes the other two. This is 

*Oc«npare Morey, Q. W., and Fenner, C. N., J. Am. Chem. 8oc., 39, 1173-1220 (1917); Morey, 
a. W., /, Soc. Glass Tech., 6, 20-0 (1922); Morey, G. W., Ind. Eng. Chem., 17, 380 (1025). 
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not necessarily true of systems in general; and the actual reaction 
which takes place between water and a multi-component system such as 
glass may be different indeed. As an illustration of such a case the 
system H 20 -K 2 Si 03 -Si 02 may be chosen. This has been studied ® 
over the range from 180° to 1000° and under pressures ranging from one 
to several hundred atmospheres. The results of this investigation are 
summarized in Fig. IV. 1 which gives a number of isotherms in the 
system, as well as boundary curves, shown as broken lines. 

Along each of the several portions of an isotherm, a single solid 
phase is stable in contact with a liquid of continuously changing com¬ 
position and with a vapor of continuously changing pressure. At 285°, 
for example, there are three distinct saturation curves: those of potas¬ 
sium metasilicate monohydrate, K 2 O • Si 02 * H 2 O; of potassium disilicate 
monohydrate, K 2 O • 2 Si 02 * H 2 O; and of potassium tetrasilicate mono¬ 
hydrate, K 2 O • 4Si02 • H 2 O. There is also a saturation curve of quartz, 
Si 02 , at this temperature, as there is at higher temperatures, but it was 
not determined. The solubility of potassium metasilicate monohydrate 
in water is given by the end-point of the metasilicate cun^e on the 
H 20 -K 2 Si 03 side of the diagram; and on increasing the ratio Si 02 /K 20 
in the liquid, the solution follows the saturation curve of the metasilicate 
until this is intersected by the saturation curve of the disilicate mono- 
hydrate. The disilicate then becomes the solid phase, and remains 
so until its saturation curve is intersected by that of the tetrasilicate 
monohydrate at a Si02/K20 ratio a little greater than two. With further 
increase in Si 02 , the tetrasilicate monohydrate remains the stable phase 
until quartz makes its appearance, at the invariant point Si 02 “K 20 

• 4Si02 • H20-solution-vapor. 

At 285°, when HoO is added to anhydrous K 2 O • Si02 or to a glass 
of that composition, some is dissolved and the rest remains as the crystal¬ 
line monohydrate. A similar result is obtained when H 2 O is added to 
K 2 O •2Si02. At 285°, therefore, both the metasilicate and the disilicate 
have a definite solubility in water. As more and more water is added 
in either case, more and more of the solid phase passes into solution; 
but the composition both of the solid and of the liquid remains the 
same throughout the process. At 200° a very different condition exists 
as regards the disilicate. Starting at the metasilicate side of the diagram, 
we find that the metasilicate still has a definite solubility, and on 
increasing the Si 02 /K 20 ratio the solution follows the saturation curve 
of the metasilicate until it is intersected by the saturation curve of the 
disilicate. This saturation curve gives the composition of the solutions 
which can exist in equilibrium with the disilicate at 200°; and these 
solutions are terminated by the invariant point K 2 O • 2 Si 02 -K 20 • 4Si02 

• H20-solution-vapor. At 285°, the solution at this intersection has a 

® Morey, G. W., and Fenner, C. N., /. Am, Chem, Soc., 39, 1173 (1917). 
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Si 02 /K 20 ratio of greater than two; at 200° the ratio is less than two. 
In other words, at 285° the invariant solution is on the Si02 side of the 
tie-line H 2 O-K 2 O • 2Si02; at 200°, on the K20*Si02 side. When H 2 O 
is added to K 2 O •2Si02 at 285°, enough disilicate is dissolved to give a 
saturated solution in which the Si 02 /K 20 ratio is the same as in the 
solid phase, and the only effect of adding more HoO is to change the 
amount of the liquid, the composition of both the solid and liquid phases 
remaining constant. When H 2 O is added to K 2 O • 2Si02 at 200°, the 
result depends on the amount of water added. If the amount is small, 
most of the solid will remain as KoO * 2 Si 02 * H 2 O; but some of the 
latter will be decomposed to give the extra K 2 O required for the 
invariant solution, and the resulting excess Si 02 will appear as K 2 O 
* 4Si02 • H 2 O. As more water is added, more solution will be formed, 
more K 2 O • 2 Si 02 • H 2 O decomposed, and more K 2 O • 4Si02 * H 2 O formed; 
the proportion of the two crystalline phases, and hence the gross com¬ 
position of the solid material, changes continuously until all the 
disilicate has disappeared. In contrast to the true solubility of disilicate 
shown at 285°, we have here decomposition by water, and it is evident 
that at this temperature the disilicate can not be said to possess a true 
solubility in water. 

At a slightly lower temperature the metasilicate also is decomposed 
by water, and from the shape of the isotherms it is probable that at 
room temperature all compounds of potash and silica are so decomposed. 
True equilibrium at ordinary temperatures in any mixture, no matter 
how alkaline, probably would mean a solution containing a vanishingly 
small amount either of quartz or of a crystalline compound of Si 02 and 
H 2 O, if any such exists. The end result of treating potassium disilicate 
with water at ordinary temperatures, if the peptization of the silica 
could be prevented and true equilibrium attained, would be that prac¬ 
tically all the Si 02 would be left as quartz, and the liquid would consist 
of a solution of KOH containing a small amount of dissolved silica. 
But this solution w^ould in no sense represent the solubility of potassium 
disilicate in water. 

This system is analogous to those obtained with complex silicates 
such as glasses and ceramic bodies and glazes, as well as natural minerals. 
When such substances are treated with water, either at ordinary tempera¬ 
tures or at such moderate temperatures as are obtainable in auto¬ 
claves, they are decomposed, just as the potassium silicates are decom¬ 
posed, and more or less of certain constituents pass into solution. In 
all these cases, the end result, if equilibrium were attained, would be 
an alkaline liquid, containing small amounts of certain constituents, and 
vanishingly small amounts of others, together with various crystalline 
phases, depending on the complexity of the original material. But the 
composition of this liquid would have no bearing on the “solubility” 
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of the substance which had been decomposed, for the term “solubility” 
has no meaning in such a case. The original state of the material, 
whether it be crystalline or glassy, or a mixture of the two, will have no 
bearing on the end result of such a decomposition; although it will affect 
the rate of decomposition, and therefore will affect the results observed 
in any experiment not carried to its ultimate conclusion. 

The preceding discussion has dealt with the action of water alone, 
but frequently the resistivity of glass to the action of aqueous solutions 
is of importance. In many cases, the solutions are dilute enough so 
that the differences caused by the dissolved material are not sig¬ 
nificant, but this is not always true. Whether or not such substances 
are present, the action will tend to go on until decomposition of the 
glass is complete. The presence of an acid or alkali often will pro¬ 
foundly affect the rate of decomposition, which is the subject in which 
we are primarily interested, and the effect will be dependent both on the 
composition of the glass and on the dissolved material. Decomposition 
of most glasses by water results in the liberation of alkali, by the 
process just outlined for the potassium silicates, and the liberated 
alkali may accelerate the further decomposition of the glass. For this 
reason, some types of glass, notably those containing a high percentage 
of silica and boric oxide, are more resistant to acid solutions than to 
water, and more resistant to water than to alkalies. On the other hand, 
glasses containing a low percentage of silica usually are more rapidly 
attacked by acid solutions: indeed, wollastonite glass (CaO • Si02) and 
extra heavy lead or barium glasses can be decomposed rapidly enough 
for analytical purposes by digesting them with hydrochloric or with 
nitric acid. The action of concentrated solutions of salts and acids often 
is in harmony with the views of Foerster,'* who assumed that the acids 
exert no direct action on the glass, and that the attack is due 
exclusively to water. This view leads naturally to the conclusion that 
a large amount of acid weakens the attack by diminishing the con¬ 
centration of water, a conclusion borne out by his experimental results. 

It is evident, then, that the term “solubility” has no meaning in 
such a case, and there can be no quantitative figure for the solubility of 
the simplest glass in water. All that can be measured and compared 
is a rate of attack; and all the measurements which have been made 
represent not solubilities, but rates of reaction. Rates of reaction, how¬ 
ever, differ from equilibrium values in being highly susceptible to slight 
differences in experimental conditions and, unfortunately, many of the 
data in the literature relative to the susceptibility of glasses to attack 
by reagents have been obtained under poorly defined experimental 
conditions. Comparison of the results of one observer with those of 
another is rarely possible, and in any case the validity of such a 

♦Foerster, P., Z, Initrumenimh,, 13, 457 (1898). 
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comparison requires proof. Much of the information in the literature 
is inherently worthless. 

Experimental Methods 

Since it is not possible to measure definite solubilities of glasses, 
the suitability of a glass for a particular purpose is best determined by 
actual service, or by exposing the glass to conditions simulating as 
nearly as possible those that will be met in service. Thus, for optical 
glasses, actual use in the finished instrument is the ultimate criterion, 
and exposure to the elements under service conditions probably the 
next best test. Such tests require a long time and, in addition, they lack 
one prime requisite of a test of practical value in the development of 
resistant glasses. This requisite is that tlie test shall give such quantita¬ 
tive information that the glass-maker can have a categorical answer to 
the questions: whether or not a given change in composition or treat¬ 
ment is beneficial, and which of several possible changes is the one 
which will give the m6st useful glass. It is in the attempt to provide 
such a method that much of the information we have on the chemical 
properties of glasses has been obtained. 

Most of the methods that have been used for testing the weathering 
qualities of glass are variants of a few chief ones. All have been 
developed from the same basic thesis, namely, that the verdict of actual 
service may be anticipated by accelerating the corrosive action by the 
use of drastic reagents, by increasing the surface through the use of 
powders, or by the use of higher temperatures, and by using sensitive 
methods to detect and measure the resulting action. Several of these 
methods have been combined in many cases, for each has its faults as 
well as its virtues, and no one method can be safely chosen as the test 
to be applied universally to all kinds of glass. The methods have been 
discussed critically by Turner and his collaborators,-'* by Haigh,® and by 
Rexer.*^ Turner published an annotated bibliography ® of the subject, 
and a summary ® of experimental results previously presented. 

The choice of method is determined largely by the use to which 
the glass is to be put. Methods suitable for differentiating glasses to 
be used in optical instruments may be far too mild to discriminate 
adequately between types of chemical glassware. Thus, exposure to 
moist air would show no effect on either Pyrex chemical resistant glass 
or on Jena Gerate glass, but it affords a valuable method for studying 

®Cauwood, J. D., English, S., and Turner, W. E. 8., J. 8oc. Glass Tech,, 1, 153-202 (1917). 
Turner, W. E. S., Ibid., 6, 30-45 (1922). 

«Haigh, T., “Durability of Optical Glass"; London, British Scientific Instrument Research 
Association, 1921. 

^ Rexer, E., Keram, Rundschau 38, 387 (1930). 

8 Turner, W. E. S., /. Soc. Glass Tech., 1, 213-222 (1917). 

»Turner, W. E. S., “Chemical Durability of Glasses," Int. Critical Tables, 2, 107, McGraw- 
Hill, New York, 1927. 
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optical glass. This method was employed by Zschimmer/® by Mylius/^ 
and by Elsden, Roberts, and Jones in their '‘dimming^^ test. 

In the dimming test, which probably is the most carefully worked 
out of the methods of this type, the cleaned and polished glass surfaces 
are exposed to the action of purified water-saturated air at 80° for 30 
hours. According to the appearance of the samples, both to the unaided 
eye and under moderate magnification, the glasses are classified as: 

Class 1, Unaffected, or only slightly affected. 

Class 2, Decidedly affected. 

Class 3. Very seriously affected. 

T.\ble IV. IB—Compositions of the Gbiases of Table IV. 1A 


Glass Reputation, 


Ref. Chemical type 

Si02 

NnoO 

KaO 

MgO 

CaO 

BaO 

PbO 

ZnO 

AlaOa etc. 

A 

Lime-soda-potash 
silicate . 

73.03 

12.24 

4.38 

0.53 

6.91 




0.74 Very poor. 

B 

Lime-soda-ailicatc. 

74.63 

14.51 


0.11 

6.95 


0.07 

0.30 

3.19 Very poor. 

C 

Lime-soda-silicate. 

73.83 

16.59 

0.21 

0.15 

7.08 




1.73 Very poor. 

D 

Lime-soda-potash 
silicate . 

73.82 

13,21 

3.77 

0.27 

7.16 


0.12 


1.43 Very poor. 

E 

Lime-soda-potash 
silicate . 

71.31 

6.70 

10.31 

0.23 

10.08 




1.39 Fair. 

F 

Lime - soda - sil icate. 

71.70 

13.64 

0.09 

0.29 

11.41 




1.92 Fair. 

a 

Baryta-soda-sili¬ 
cate . 

67.02 

17.35 

1.40 

0.35 

0.86 

9.88 


2.01 

0.70 Very poor. 

n 

Lead -soda -potash 
silicate . 

65.24 

13.53 

4.53 

0.36 

0.57 


12.00 

2.16 

1.45 Very poor. 

I 

Baryta - sod a - boro - 
silicate . 

68.22 

13.34 

2.89 

0.32 

0.60 

3.19 



1.33 Good. 

j 

Lead potash silicate 

43.09 

2.22 

9.89 




43‘.52 


0.80 Doubtful. 

K 

Barium-lead-zinc- 
potash silicate .. 

56.65 

2.04 

11.93 



14.75 

10.28 

4.01 

0,38 Good. 


Further classification is afforded by adding the sign “ + ” or “ —indi¬ 
cating that the glass in question was rather more or less affected than 
the general standard of the class. Table IV. lA contains the results 
obtained by Elsden, Roberts, and Jones, and Table IV. 3 contains the 
results obtained by Haigh, Both tables include comparisons of the 
^^dimming^^ method with other methods of testing chemical durability. 

Weber was one of the first to study the weathering properties 
of glasses by means of accelerated tests. He exposed the test pieces to 
the action of the strongly acid vapors arising from concentrated HCl 
solutions, and classified the glass qualitatively from the appearance 
and the intensity of the resulting films. The method is a convenient 
one for rough work, affording a rapid separation of the poor from the 
good glasses, but it is not suitable for nice discrimination. 

A method of testing which has been applied extensively to optical 
glass is the iodeosine method of Mylius,^^ the basis of the hydrolytic 

^®Z8chimmer, E., Z. EUktrochem., 11, 629 (1905); Deut. Mechaniker-Ztg., 7, SB (1908). 

« MyUus, F., Z. anorg. Chem., 55, 233 (1907); 67, 200 (1910). 

^ Eladen, A. V., Roberts, O., and Jones, H. S., /, 8oc. OIobs Tech., 3, 52-60 (1919). 

«Weber, R., Dinglera Polytech. 171, 129 (1863); Ann. Physik Chem., 6, 481 (1879). 

^^Mylius, F., Z. Inntrumentenk,, 8, 267 (1888); Z. anorg. Chem., 55, 233 (1907); ibid., 67, 200 
(1910); 8Uikat-Z., I, 2, 25, 45 (1918). Bichowsky, F. R. v., /. Am. Ceram. Soe., 3, 296 (1920). 
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classification adopted in the catalogs of several manufacturers. In this 
method, a surface of known area is immersed in a solution of iodeosine 
in ether for one minute, the excess iodeosine is rinsed off with ether, 
the alkali salt of the dye is dissolved in water, and the amount of iodeosine 
combined with the alkali is estimated colorimetrically by comparison 
with a standard solution. 

Commercial iodeosine should be purified by recrystallization of the 
sodium salt from alcohol, or by dissolving it in a slight excess of sodium 
hydroxide solution, precipitating it with dilute H2SO4, and washing it 
with water. Two or three such treatments will be enough. About 0.5 
gram of the purified iodeosine is dissolved in a liter of ether, which has 
been freed from acid products of decomposition by repeated shakings 
with Na 2 C 03 solution and washing with water. This solution is suffi¬ 
ciently sensitive when freshly prepared, but deteriorates on standing. 
It is best to keep a portion of it in contact with a few cc. of one per cent 
Na 2 C 03 solution, always using from this sensitive stock, and refilling 
from the main portion. Both solutions should be kept in a cool place 
in the dark, and preferably in dark bottles. The standard comparison 
solution contains 0.0106 gram of the purified sodium compound in a 
liter of neutral water, or 0.01 mg. iodeosine per cubic centimeter. This 
solution must be kept in dark bottles, protected from the light; and 
even when so kept, it should be renewed frequently. 

The test piece is made most easily from a slab of polished glass, 3 cm. 
square, and from 5 to 10 mm. thick. The method of breaking described 
by Mylius is probably best; one edge is notched with a file, the piece is 
clamped in a vise having cork-lined jaws, the projecting portions are 
grasped in a parallel-jawed pliers (also cork-lined), and the glass is 
broken by steady pressure. In this manner a fairly plane fractured 
surface may be obtained, without splintered edges, the area of which is 
easy to measure. Scratching with a diamond does not give as good 
results. The fracture surface is immersed in the ethereal iodeosine 
solution contained in a flat-bottomed silica dish and moved to and fro 
for exactly one minute; then it is rinsed in dry neutral ether, to remove 
excess dye. The adjacent sides are wiped with a damp cloth, taking 
especial care to remove all the dye from the file mark. All the old 
surfaces now have been cleaned, and there remains only the fresh surface 
stained red by the iodeosine combined with the alkali of the glass 
surface. This is washed off with the minimum quantity of 0.1 per cent 
sodium carbonate solution, and the amount of iodeosine is determined 
colorimetrically, using the standard solution described above. The 
results are expressed as milligrams iodeosine adsorbed per square deci¬ 
meter of surface; i, 6., the number of cubic centimeters of standard solu¬ 
tion used, multiplied by one hundred and divided by the area of the 
fracture in square centimeters. In case the glass to be tested can not 
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be obtained in polished slabs, fresh surfaces should be broken as nearly 
plane as possible, and the area determined in the manner described by 
,Haigh ® After having been washed with carbonate solution, the frac¬ 
tured surface is pressed on an inked pad, and impressions are taken on 
double paper laid on resilient material. By holding both sheets and by 
cutting around the stamping, an inkless copy of the tested area is 
procured. This is weighed, and the area is obtained by calculation from 
the known weight of the paper. 

Mylius distinguished between two kinds of alkalinity, that of the 
freshly broken surface, and that of the surface after standing in a 
closed space over water at 18° for seven days. It is well to determine 
both. When a piece of suitable size is available, it should be quartered, 
two pieces used for the fresh alkalinity, and two for weathered alkalinity. 
With the better grades of glass the difference is slight, and the iodeosine 
value increases on weathering in this manner. The weathered alkalinity 
is the basis of the hydrolytic classification of glasses devised by Mylius, 
and widely adopted. Depending on the iodeosine value obtained after 
exposing freshly fractured surfaces to moist air at 18° for seven days, the 
glasses are divided into five classes as follows: 


lodeosiiH* 

Class per sq. dec. 

h' . 0.00 to 0.05 mg. 

h“ . 0.05 to 0.10 mg. 

lv‘ . 0.10 to 0.20 mg. 

h* . 0.20 to 0.40 mg. 

. 0.40 to 0.80 mg. 


The iodeosine method is one of the best for testing the chemical 
resistivity of glass, and gives reliable indications with the common 
types, in which a lack of stability is associated with an excess of alkali. 
With other types, however, it may be misleading; BaO, ZnO, or PbO 
may be present in harmful amounts, and yet fail to be revealed because 
of the insolubility of their iodeosine compounds in water; and also 
B 2 O 3 does not form a compound. It is important that the details of 
experimental procedure be closely adhered to, and that the solutions 
be kept at full strength. The influence of contact with laboratory air and 
of duration of immersion was shown by Mylius; a certain glass, which 
had been broken, and, after the indicated treatment, had been immersed 
for the given periods, gave the iodeosine values of Table IV. 2 . Table 
IV. lA* contains a comparison of the results obtained by the ^^dimming^^ 
and by the iodeosine methods, and Table IV. 3 contains the results 
of a comprehensive, comparative study by Haigh ® of several methods 
of testing optical glass, including the dimming and the iodeosine methods. 
Rexer ^ considered the iodeosine method the best for general testing of 
the durability of glass. 
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Another method of testing glass, the evaporation method, consists 
of heating it with water or an aqueous solution at atmospheric pressure. 
This method is applicable particularly to testing chemical glassware, 
and it has been used repeatedly for that purpose. The chief variations 
in the method are in the choice of solutions and in the way the extent 
of the attack is estimated. The cleaned and weighed samples (usually 
beakers or flasks) are filled to a definite level with the testing solution, 
and are boiled for a definite time, during which the water lost by 
evaporation is replaced at frequent intervals, or else is condensed with 


Table IV. 2 —Effect of Treatment After Fracture on the lodoeosine Value 


Ajler Myliiis 

Treutment after fracture 

Immediately immersed in iodoeosine . 

Immediately immersed in iodoeosine . 

Iimnediately immersed in iodoeosine . 

Immediately immersed in iodoeosine . 

Immediately immersed in iodoeosine . 

Immediately immersed in iodoeosine ... 

Between watch glasses 15 min. before immersion . 

Exposed to laboratory air 15 min. before immersion . 

Exposed to laboratory air 1 hour before immersion . 

Exposed to laboratory air 1 day before immersion . 

Washed with alcohol, then ether before immersion . 

Washed with water, alcohol and ether before immersion . 

10 minutes in water, washed with ah^ohol and ether before 
immersion . 


Iiniiiersion 

Iodoeosine 

period 

value 

1 second 

0.155 

1 minute 

0.194 

1 minute 

0.189 

1 minute 

0.205 

1 hour 

0.21 

1 day 

0.28 

1 minute 

0.195 

1 minute 

0.145 

1 minute 

0.07 

1 minute 

0.00 

1 minute 

0.21 

1 minute 

0.08 

1 minute 



a reflux condenser. After having been boiled for tlie requisite time, the 
samples are rinsed, dried and weighed. The solution may also be 
tested by a complete analysis, by evaporating to dryness and weighing 
the residue, or merely by determining the liberated alkali by titration. 
The usual method is to classify the glasses according to their loss in 
weight. This method had been used by Walker and Smither,^^^ by 
Nicolardot,^® and by Turner and his colleagues although the last 

investigators determined also the alkali dissolved by titration, and 
Nicolardot weighed the residues obtained by evaporation of the solution. 
The evaporation method is not applicable if the alkalinity of the solu¬ 
tion is to be determined, nor if the corroding agent is a solution of a non¬ 
volatile substance. There is no doubt that the results obtained by the 
complete analysis of the solution are unexceptionable; but such a 
determination is laborious, and the additional information gained from 
it is rarely worth the labor. 

A similar method has been adopted by the Society of Glass Tech- 

Walker, P. H., and Smither, F. W., Bureau of Standards Technologic Paper, No. 107 (1918). 

w Nicolardot, P.. CompU rend., 163, 355 (1916). 

I'^Cauwood, J. D., English, S., and Turner, W. E. S., J. Soc. Glass Tech., 1, 153>202 (1917); 
Cauwood, J. D., and Turner, W. E. S., ibid., 2, 219*35 (1918); ibid., 2, 235-9 (1918); Muirhead, 
C. M. M., and Turner, W. E. 8 ., ibid., 3, 129-31 (1919). 
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nology as a standard for testing the chemical durability of glass 
bottles. Six well-washed bottles, after having been warmed with hot 
distilled water, are filled to the bottom of the neck with boiling distilled 
water free from carbon dioxide, and are closed tightly with a copper 
capsule. The filled bottles are placed immediately in a suitable steam 
bath at atmospheric pressure and heated for five hours, after which 
the contents of each bottle are transferred to a tested conical flask and 
boiled for fifteen minutes with a known volume of standard sulfuric acid 
solution. The solution is then titrated, and the sulfuric acid that had 
been neutralized by the alkali dissolved from the bottle is calculated to 
milligrams of Na^O. Four-ounce medicine bottles are not satisfactory 
if the NaoO dissolved exceeds five milligrams. An account of the work 
preliminary to the adoption of the test was given by Turner^®; and 
Cousengave a critical discussion of the method. He found that the 
reproducibility of the test was about 0.2 mg. Na^O per sq. decimeter, 
and that the chief cause of variation was change in the rate of boiling 
of the water. To allow for variability in the area of bottles of the same 
volume, four ounces, he suggested that results be expressed as mg. Na 20 
per sq. dec. of surface, on which basis the above specification becomes 3.3 
mg. per sq. decimeter. 

Autoclave methods, in which the samples are heated with water 
under pressure, have been used frequently, but they give a drastic 
treatment which often rates the chemical durability of various glasses 
in an order at variance with actual service. The severity of the attack 
differs according to whether the glass is exposed to liquid, to steam, or to 
both, and most attack is found where glass passes through the liquid- 
vapor surface. Turner concluded that the autoclave test must be 
used with discretion, and in any case its findings will not necessarily 
apply to glass used at normal atmospheric pressure. Haigh ® made 
numerous tests by the autoclave method, with the results given in Table 
IV. 3, and Rexer ^ also tested the method. The conclusions of these 
observers agreed with those of Turner. 

Morey and Bow^n studied the action of water at temperatures of 
300° and 550° C. on a number of optical glasses, and on some commercial 
glass tubing. They found the ‘^soft crowns” were badly decomposed at 
300° C., and completely decomposed at 550° C., in one case with the 
formation of a hydrous glass containing 2.6 per cent of water. As the 
content of lead oxide was increased in the flint glasses, the durability 
increased, and the extra-dense flints showed a remarkable resistance to 
water. The extreme conditions used in these experiments make it 

i«Anon,, /. Soc. Gians Tech., Proc., 15, 52 (1931). 

“Turner, W. E. S., /. Soc. Glass Tech., 19, 171 (1935). 

»C3ousen, A., J. Soc. Glass Tech., 20, 418 (1936). 

a Turner, W. E. S., J. Soc. Glass Tech., 5, 30 (1922). 

*» Morey, Q, W., and Bowen, N. L., /. Soc. Glass Tech., 11, 97 (1927). 
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impossible to draw conclusions concerning the glasses under ordinary 
conditions. 

The use of powders as a means of accelerating the attack on the 
glass has much to recommend it, and has been used by several inves¬ 
tigators. Powder methods have been adopted as standard tests for 
chemical durability by the English Society of Glass Technology and by 
the Deutsche Glastechnische Gesellschaft; and they have been tested by 
a Committee of the Glass Division of the American Ceramic Society. 
Thomas summarized the widely differing conditions, specified by sev- 


Table IV. 4 —Comparison of the Experimental Details of the Powder Method 
as Specifit‘d by Several Authors 

After Thomas 





Quantity 



Ratio of 

Vol. 


Author 

Duration 


of glass 



limiting 

HoO, 

Temp,, 

and 

of heating 

powder 

Grain size, 

grain 

(cc.) 

(“C.) 

lit. ref. 

(Hours) 


a 


(mm.) 

sizes 

b 

c 

Mylius ^ 

5 

20 

q., d.2.584 

0.57 

to 0.73 

1:1.28 

70 

Boiling 

Keppeler" 

.5 

20 

g., d.2.584 

0.62 

to 0.73 

1:1.18 

70 

Boiling 

Peddle ” 

1 


5f7. 


<ca.0.08 

1 :oo 

100 

80 

Turner * 

1 


5(7. 

0.5 

to 0.8 

1:1.6 

250 

Boiling 

Turner 

1 


10 (A 

0.5 

to 0.8 

1:1.6 

500 

Boiling 

Keppeler and 







Ippach ® 

5 

20 

g., d2.m 

0.116 to 0.190 

1:1.76 

100 

Boiling 

Fischer and 








Ter>ohI « 

3 


1 cc. 

0.15 

to 0.30 

1:2 

50 

80 

Enss^ 

7 

IS 

1 g., d.2.54 

0.5 

to 1.0 

1:2 

100 

100 

German ® 

5 

10 

g., r/.2.5 

0.3 

to 0.49 

1:1.63 

100 

100 

American No. 

r 4 

10 

q., d.2.5 

0.30 

to 0.49 

1:1.63 

50 

90 


a When tJje density of tho tflass is Riven, the weight of sample is to be changed proportionately 
for glasses of different density. 

b Water is used in every method except the American Tentative No. 1, which uses 50 V H^SO^. 

c When the temperature is given as boiling, the temperature of a freely-boiling water-bath 
is meant; when given as 100” a salt bath nnist be used. 

1 Mylius, F., Ber.. 22, 310 (1889). 

2 Draller, R., and Keppeler, G., “Die Glasfabrication,” Munich and Berlin, 1926. 

« Peddle. C. J., /. Sac. Glass Tech., 4, 36 (1920). 

^Turner, W. E. S., J. Soc. Glass Tech., 6, 30 (1922); Dimbleby, V., and Turner, W. E. S., 
J. Soc. Glass Tech., 10, 304 (1926). 

Private communication to Thomas. 

® Keppeler, G., and Ippach, H., SprechsaaJ, 60, 239 (1927). 

8 Fischer, E., and Tepohl, W., Glastech. Ber., 4, 137 (1926). 

^ Enss, J., Glastech. Ber., 5, 449 (1928). 

8 Thomas. M.. J. Soc. Glass Tech., Proc. 12, 86, 104 (1928). 

8 Report of Committee on the Chemical Durability of Glass, Bull. Am. Ceram. Soc., 14, 
181 (1935). 


eral investigators, in a table, reproduced with additions as Table IV. 4. 
Exact adherence to the details of a prescribed experimental procedure 
is essential in measurements on chemical durability, because these details 
determine the result obtained. There is no right answer to the chemical 
durability of glass, no ideal number to be approximated by improve¬ 
ments in procedure. Rather, under each different set of experimental 
conditions, values are obtained which differ from those obtained under 


*8 Thomas, M., /. Soc. Glass Tech., Proc., 12, 86 and 104 (1928). 
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other conditions, and there is no a priori reason for accepting any one of 
these values or procedures as correct. 

The preparation of the sample requires close attention to details of 
procedure, if results obtained in different laboratories are to be com¬ 
parable. This was shown by the experience of the American committee, 
which found it necessary to prescribe the use of a standard mortar. The 
glass must be graded between two sizes of screens, to obtain powders 
of comparable dimensions. The American committee found that about 
11 grams was the best size of sample to be sieved at one time, and that 
25 grams was an upper limit. Berger and his associates made a study 
of the effect of various factors on the crushing and sieving of glass sam¬ 
ples for tests of chemical durability. They concluded that: (1) the glass 
samples should be well-annealed, thick pieces, not of any strongly 
marked form; (2) crushing should not be done in too small a mortar, 
and the stamp should be adjusted by a stop to come within only two 
millimeters of the bottom of the mortar; (3) after one or at the most 
two crushings, the small glass should be given a preliminary sieving 
for 30 seconds. The residue should be crushed once or twice, then 
sieved, and this preliminary treatment should be continued until only 
a small sample remains on the screen. This preliminary sieving should 
be done with a screen of larger mesh than that of the larger of the two 
main screens, to ensure an equal volume distribution of the grains. 

(4) For the main sieving the previously screened material should be 
fed onto the main sieve, and shaken mechanically for two five-minute 
periods with a single clearing of the adhering grains from the sieve. 

(5) The sample should be washed with water-free alcohol (or better, 
ether) with gentle shaking. Briquetted fine dust should be removed 
by hand, using tweezers or a suction tube. When the above precautions 
are closely observed, a sample having a grain size between 0.30 mm. and 
0.49 mm. will have a surface of 286 sq. cm. per cc. of solid volume of 
powder. 

The samples are coated with a fine powder, which must be removed. 
The best method seems to be a gentle washing with water-free neutral 
alcohol. Too vigorous or too prolonged agitation with the alcohol 
causes continued grinding between the particles. The amount of action 
by the solvent may be estimated by complete analysis of the solution, 
as was done in some cases by Mylius and Foerster;^® by evaporating 
the solution to dryness and weighing the residue; by titrating the solu¬ 
tion with acid, thus estimating the amount of alkali which has been 

Report of the Committee on the Chemical Durability of Glaae of the Glass Division of the 
American Ceramic Society, BulL Am. Ceram. Soc., 14, 181 (1985). 

* Berger, E., Geffken, W., and Stoesser. K. V., Qlattech. Ber., 13, 801 (1085); Berger, E., and 
Geffken, W., ibid., 14, 441 (1986); Berger, E., /. Soc. Olats Tech., 20, 884 (1986). 

** Mylius, F., and Foerster, F., Z. Inatrumentenk., 9, 117-22 (1889). 
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extracted; or by filtering and weighing the glass powder remaining undis¬ 
solved. These two latter methods were compared by Peddle,who found 
that, in the case of some inferior glasses, the amount of dissolved alkali 
as determined by titration was greater than the loss in weight, a result 
confirming the conclusion, often found in the literature, that glass tends 
to absorb a considerable quantity of water. 

The Committee on Chemical Durability of the Glass Division of 
the American Ceramic Society tested a method proposed by 0. G. 
Burch,2* known as Tentative Method No. 1, which consists of treating 
a powdered sample for four hours at 90° C. with 50 cc. of 0.02Ar H2SO4, 
and determining the amount of H2SO4 neutralized by the NaaO extracted 
from the glass by titrating the excess acid. Three or four 30- to 40-gram 
samples are crushed in a special hardened steel mortar, with a flat-bot¬ 
tomed cavity two inches in diameter, by striking the flat-bottomed pestle 
three or four times with a hammer. The crushed glass is then trans¬ 
ferred to a nest of sieves of 20, 40, and 50 meshes to the inch, of which 
the last two give particles ranging in size from 0.295 to 0.417 mm. After 
shaking by hand for two minutes, the glass on the 20- and the 40-mesh 
sieves is again crushed and sieved, and the process repeated. The nest 
of sieves is shaken by machine for five minutes, or by hand for three 
minutes, using a rotary motion following a circle about six inches in 
diameter and making about 120 revolutions per minute. 

The material on the 50-mesh sieve is transferred to a sheet of paper 
and any particles of iron are removed with a magnet; it is then put into 
a basket made of 80-mesh copper screen, agitated for one minute in 
distilled water and one minute each in two changes of alcohol, dried at 
110° C., and cooled in a desiccator. 

A sample of the po^yder weighing 10 grams, for a glass of density 
2.5 or a proportional amount of a glass of different density, is then put 
into a 250-cc. Erlenmeyer flask of Pyrex chemical resistant glass; 50 cc. 
of 0 . 02 A^H 2 S 04 are added; the flask is closed with a one-hole stopper, 
and immersed to a depth of two inches in a bath at 90° C. After four 
hours, the flask is quickly cooled; phenolphthalein-red indicator is added; 
and the solution is titrated with 0.02N NaOH, free from CO 2 , until it is 
in about one ml. excess, after which it is titrated with 0 . 02 ArH 2 S 04 . 
The results are calculated to the percentage of Na20 from 10 grams 
of glass. 

The first test of the method, made by twenty-one cooperating labora¬ 
tories, showed results on the same glass ranging from 0.047 to 0.111; 
the results of the analysts who reported ^treasonable adherence” to the 
details of the method •ranged from 0.063 to 0.075. The lowest result 
was reported on glass which had been kept in the open air for two weeks 

«Peddle, C. J„ /. Soc. Olast Tech,, 4, 71 (1920). 

••Burch, O. G., Bull. Am. Ceram. Soc., 13, 200 (1984). 
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between crushing and testing; and therefore it was recommended that 
the testing be done the same day the sample was crushed. Several 
cooperators washed the glass powder with dilute (1:99) HCl, and a com¬ 
parison showed that such washing lowered the result from 0.068 to 0.065. 
Later tests by seven cooperators are given in Table IV. 5. Blank experi¬ 
ments should be made to test the flasks. Pyrex chemical resistant flasks 
apparently ^^age” rapidly, as shown by the following successive tests 
on a new flask, reported in terms of dissolved alkali as Na 20 in mg.: 
0.40, 0.22, 0.12, and 0.03. 


Table IV. 5 —Results Obtained in Second Trial of Method 


Coop- -Bottle No. 1- n 

erator 1st Trial 2n{i Trial Sheet Glass 

3 0.066 (0.060-0.068) 0.080 (0.078-0.081) 0.027 (0.026, 0.027) 

0.085 ( 0.083-0.088) 0.027 (0.027-0.027) 

4 0.060 (0.060-0.060) 0.074 (0.074, 0.074) 0.027 (0.027, 0.027) 


6 0.063 (0.058-0.067) 0.069 (0.068-0.070) 0.019 (0.010-0.020) 

11 0.067 (0.066-0.068) 0.068 (0.067-0.069) 0.019 (0.018-0.020) 

17 0.075 (0.074-4).076) 0.076 (0.076, 0.076) 0.025 (0.025, 0.025) 

20 0.093 0.085 ( 0.081,0.089) 0.031 (0.031,0.031) 

21 0.111 (0.110-0.111) 0.067 (0.065-0.068) 0.020 (0.02(M).021) 

16 0.072 (0.071, 0.073 ) 0.019 (0.019-0.020) 


llemurks 


Braun di.sk A 

grinder I Crushed sample was 
Crushed b>' j large and not washed 
impact j 

Gas-heated wnler-bath whose tem- 
l)erature varied more than =*=0.5° 
from 90° C. 

Used standard method except for 
bromthymol blue as indicator 
Used .standard medlnxl 
2-in. mortar with rounded cavity 
Mortar g in. and temperature 92.5 
=^1.5° C. 

1-in. mortar used in 1st trial, stand¬ 
ard mortar in 2nd trial 
l^sed .standard method 


Taylor and Smith and Taylor compared the action of 
0.02V H 2 SO solution, according to the Tentative Method No. 1, with the 
action of water and 0.02V NaOH, at 25^^ and at 90°, with the results 
summarized by Fig. IV. 2. The compositions of the glasses used are 
given in Table IV. 6; the six glass compositions were all in commercial 
use, and appeared satisfactory as to durability under the respective ser¬ 
vice conditions to which each glass was subjected. The six variations 
in method placed the glasses in six different series of durability. The 
same six glasses also were compared by determining the rate of extraction 
of alkali by water at 25° for periods of from one to 72 hours, by loss 
in weight in treating at 90° for 100 hours, by a ^^dimming’^ test, and 
by weighing the residue obtained by evaporating the solution obtained 
by heating the glass with water in sealed test-tubes at the temperatures 
given in Table IV. 7. The acceleration of the rate of decomposition 
caused by increase in temperature and pressure differed for each glass. 
Glasses B and D behaved differently over the temperature range studied, 
the curves crossing at 140°. Glasses A and E were made into con¬ 
densers and subjected to escaping steam for 100 hours, under which 
condition glass E lost 13 times as much weight as glass A, 

Taylor, W. C., and Smith, R. D., /. Am, Ceram Soc., 19, 331 (1936). 

»Taylor, W. C., /. Soc. Qian Tech., 20, 405 (1936). 
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Taylor and Smith concluded that the Tentative Method No. 1 is a 
convenient method of comparing the chemical durability of soda-lime- 
silica glasses of the types commonly used for bottles and for sheet glass, 


GRAMS Nq.0 PER 7000 SQ.CM. 



Figure IV. 2.—Coniparivson of the Action of Several Solutions on Six Different 
Glasses at 25° and 90° C. After Taylor and Smith. 

but that it may give misleading results when applied to other types of 
glass. 'The question may fairly arise, however, as to what is general 
durability. Some glasses are affected more by temperature of solution, 


Table IV. Compositions of the Glasses Studied by Taylor and Smith, with 
Results Shown in Fig. IV. 2 


GlaHs 

A . 
B . 
C . 
D . 
E . 
F . 


SiOa BaOa 

81 13 

73 

72 

63 

35 

60 29 


NaaO KaO 

4 

17 

13 

7 7 

7 

8 


MgO CaO 

3 5 

5 9 


PbO . RaOa 
2 
1 
1 

22 1 
58 

3 


some more by alkali,'others more by acid, etc. Any single method we 
use for comparison is therefore not completely fair to all glasses, and 
is a compromise . . . Durability tests on glass, as glass, must not be 
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confused with durability tests on glass products. Factors other than glass 
composition may have some influence on the durability of a product, 
because of the different uses to which glass is put.” 

Systematic Researches 

Experimental Glasses. With but few exceptions, all the systematic 
work on the relation between composition and the power of resisting 
corrosion has been done in recent years. The work of Mylius and 
Foerster^® was an exception, but they used only a limited series of 
glasses, from 2KoO • 6Si02 and 2Na20 • 6Si02 to K 2 O • CaO • 6Si02 and 
Na20 • CaO • 6Si02. Their results showed a better chemical durability 
for soda glasses than for potash glasses made up to the same molecular 


Table IV. 7 —Attack by Water in Glass in Sealed Tubes ♦ 

After Taylor and Smith 
95- 


Glass 

25® C. 

65® C. 

96® C. 

20 lb. 

401b. 

60 lb. 

80 lb. 

100 lb. 

205® C. 

260® C. 265® C. 

A 




0.0002 

0.0005 

0.0017 

0.0020 

0.0034 

0.0128 

0.0301 





.0000 

.0005 

.0012 

.0020 

.0039 

.0147 






.0005 

.0005 

.0015 

.0020 

.0027 








.0007 


.0015 

.0032 







.0002 

.0005 

.0015 

.0019 

.0033 

.0138 

.0301 

Av. 











Bi 

None 

0.0009 

0.0051 

.0096 

.0132 

.0155 

.0255 

.0346 




None 

.0009 

.0047 

.0089 

.0125 

.0189 

.0252 

.0337 



Av. 

None 

.0009 

.0049 

.0093 

.0129 

.0172 

.0254 

.0342 



D 


.0006 

,0013 

,0024 

.0106 

.0305 

.0535 

.0928 





.0005 

.0013 

.0026 

.0127 

.0225 

.0582 

.1013 



Av. 


.00055 

.0013 

.0025 

.0117 

.0265 

.0554 

.0971 



E 






.00050 


.0010 


.0138 







.00025 


.0012 



Av. 






.0004 


.0011 


.0138 


* Area exposed approximately 40 square centimeters; residue in Rrams calculated to 100 square 
centimeters as weighed in a platinum dish after 6 hours at temperature and pressure. 


formula, and hence containing a greater percentage by weight of alkali, 
and also showed that the difference between soda and potash glasses 
decreases with increasing lime content. They found that the ratio of 
alkali to silica in the solution increased to a maximum at about three 
parts of alkali to one of lime, and then decreased, the ratio being 
approximately unity for alkali to lime ratios of 7:1 and 1:1. 

The most extensive body of data on the resistance of glass to water 
with reference to chemical composition is that of Peddle, representing 
development work carried out during the World War. The samples of 
glass were powdered to pass a 160-mesh sieve and five grams of the 
powder were digested with distilled water for one hour at 80^. The 
amount of undissolved material was determined by filtration; the amount 
of acid required to neutralize the filtrate was obtained by titration; and 
the data were recalculated to a 100-gram sample. 

Measurements were made on all the types of glass studied by Peddle, 
of compositions given in Table XVI. 9. Table IV. 8 contains the soda- 
lime-silica glasses, and in addition it shows the effect of exposing pol- 
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ished specimens to moist air at 18° for 100 hours, and to ordinary atmos¬ 
pheric conditions for one year. Data are given for three series of 
glasses: 163, obtained by adding increasing amounts of CaO to the 
sodium silicate glass 100 Si02 + 40Na2O; 165, similarly obtained from 
100 Si02 + 20 Na20; and 171, obtained by altering the ratio of CaO 
to Na20, keeping Si02 constant. The results of the 171 series were not 
entirely consistent with those of the others. 


Table IV. 8 —Chemical Durability of Soda-Lime-Silica Glasses 



Action of water at 

80“ on 100 grams of 

___fvlaoo _ 

After Peddle 

_ 

No. 

r - 

Grams 

dissolved 

Grams alkali 
by filtration 

100 hours to moist nir 
at 18“ 

One year to ordinary 
atmospheric conditions 

163 A 

24.854 

/Senes 100SiOt‘40NaiO'xC(iO 
11.670 Greasy film: drops of 

Glass dull; covered with 

B 

6.724 

5.664 

liquid 

Slight greasy film 

white crystalline pow¬ 
der 

Glass dull; signs of crys¬ 

C 

2.504 

2.694 

Very slight grea.w 

tals 

Glass dull; signs of crys¬ 

D 

1.676 

2.361 

film 

Signs of being af¬ 

tals 

Glass dull; surface 

E 

1.296 

1.444 

fected 

Unaltered 

spotted 

Glass dull; surface 
spotted 

Surface dull in patches 

F 

0.474 

0.672 

Unaltered 

165 A 

2.662 

Series 100SiOt'20NatO'xCaO 
1.915 Unaltered 

Surface dull in patches 

B 

1.214 

0.845 

Unaltered 

Slight signs of filming 

C 

1.186 

0.419 

Unaltered 

Unaltered 

D 

0.670 

0.253 

Unaltered 

Unaltered 

E 

0.530 

0.217 

Unaltered 

Unaltered 

F 

0.272 

0.157 

Unaltered 

Unaltered 


Series with weight per cent SiO» constant 


171 A 

1.840 

3.364 

Covered with wet 
spots 

Very pronounced film all 
over surface 

B 

0.952 

1.036 

Very greasy 

Pronounced film all over 
glass 

Filmed all over 

C 

0.688 

0576 

Slightly greasy 

D 

0.420 

0.185 

No effect 

Extremely slight film 

K 

1.196 

0.710 

Slightly greasy 

Faint film 

M 

1.214 

0.360 

Slightly greasy 

Faint film 

N 

0.864 

1.255 

Slightly spotted 

Faint film 

L 

0.772 

0.530 

Slightly greasy 

Faint film 


A comparison of similar compositions containing CaO, BaO or PbO 
as the variant oxide, gave evidence of the superiority of the CaO glasses. 
Highly resistant glasses containing BaO and PbO can be obtained only 
by adding greater percentages of these oxides than would be possible 
without devitrification in the CaO glasses. With the exception of glasses 
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containing only a small amount of alkali, the glasses containing BaO 
gave better chemical durability than those containing PbO. 

Besides the above glasses in which Na20 was the only alkali, Peddle 
prepared glasses in which K 2 O was the only alkali, and glasses containing 
both alkalies in variable proportions; and each of these was studied by 
the separate addition of CaO, BaO and PbO to the alkali silicate. The 
potash glasses containing CaO were of greater chemical durability than 



Figure IV. 3.—Chemical Durability of Glasses of the Formulas 20% (Na20 -f K 2 O) 
4-20% PbO 4- 00% Si02 (Upper Curve) and 20% (Na20 4- KaO) 4- 30% PbO 
4-50% SiOa (Lower Curve). After Peddle. 

those containing BaO or PbO, and the glasses containing BaO were 
better than those containing PbO, except when the alkali content was 
small. These conclusions were true also for the soda glasses. The 
potash glasses were usually of greater chemical durability than the soda 
glasses, when comparison was made of glasses containing the same per¬ 
centage by weight of alkali oxide, although the differences were not 
large. Glasses containing both alkalies were better than those contain- 
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ing either Na 20 or K 2 O alone. This superiority was especially evident 
in the glasses containing PbO, the flint glasses, concerning which he 
concluded:®^ “A mixture of equal percentages of soda and potash has 
a remarkable effect upon solubility. Below a total alkali content of 
20 per cent, a glass containing equal percentages of both soda and potash 
has a much lower solubility than a glass containing the same amount of 
alkali in the form of soda or potash alone.^^ Hodkin and Turner came 
to the same conclusion. In a later publication Peddle gave the results 
obtained from a study of glasses in which the percentage of Si 02 and 
PbO was kept constant, and the ratio of NaoO to KoO varied. Four 
series of such glasses were studied, whose percentage compositions by 
weight were: 20% (NaoO + KoO) • 20% PbO • 60% Si 02 ; 20% (NagO 
+ K 2 O) • 30% PbO • 50% Si 02 ; 10% (NaoO + KoO) • 30% PbO • 60% 
Si 02 ; and 10% (NaoO + K 2 O) • 40% PbO • 50% Si 02 . The results were 
summarized by means of two curves, reproduced as Fig. IV. 3 ; the 
measure of the attack by water in these curves was the number of milli¬ 
grams of H 2 SO 4 required to neutralize the alkali dissolved from 100 
grams of glass when treated as previously described. Peddle concluded: 
‘‘To obtain maximum durability in an alkali-lead-silicate glass, the best 
proportion in which to mix the alkalies is in the ratio of 7 parts of potash 
to 3 parts of soda. This ratio holds good for all percentages of alkali 
below 20 , and is independent of the amount of Si ()2 or PbO in the glass. 

Turner and his collaborators***^ carried out systematic experiments 
with soda-lime glasses, in which CaO, MgO, AI 2 O 3 , B 2 O 3 , or Ti 02 
replaced part of the Na 20 in the glass Na 20 • 3 Si 02 . The compositions 
of the glasses are given in Table X. 3. Two types of testing methods 
were used, in one of which 10 grams of powdered glass, sieved between 
20- and 30-mesh, and contained in a bag of 90-mcsh platinum gauze, 
were boiled in water for one hour, and the loss in weight and the amount 
of alkali set free were determined. The results given in Table IV. 9 
show that the lime glasses are the poorest, with the titania and mag¬ 
nesia glasses in the order named, but differing little from each other. 

The soda-lime and soda-magnesia glasses of the preceding series 
were subjected to other tests, the results of which are reproduced for 
comparative purposes. Discs of the various glasses, approximately 6.5 
cm. in diameter, were suspended in a carrier of silver wire, completely 
immersed in the test solution, which was contained in a chemically 
resistant beaker of silica glass, resistant glass, or silver, and the solu¬ 
tions were kept approximately constant in composition by the condensing 

» Peddle, C. J., /. &oc. Olau Tech., 4, 120 (1920). 

"Hodkin, F. W.. and Turner, W. E. S., /. Soc. Glass Tech., 4, 120 (1920). 

"Peddle, C. J., /. Soc. Glass Tech., 5, 195 (1921). 

" Cftuwood, J. D., Clarke, J. R., Muirhead, C. M. M., and Tunier, W. E. S., /. Soc. Glass 
Tech., 3. 228 (1919). Dirableby. V., Muirhead, C. M. M., and Turner, W. E. S., ibid., 101 (1922). 
Dixnbleby, V., English, S., Hodkin, F. W., and Turner, W. E. S., ibid., 8, 173 (1924). Sheen, A. R., 
and Turner, W. E. S., ibid., 8| 187 (1924). Dimbleby, V., and Turner, W. E. S., ibvd., 10, 804 (1926). 



Table IV. 9--Action of Boiling Water and Boiling Solutions on Glasses of the Formula xRO (or R 2 O 3 or RO 2 ) (2 —x) NagOBSiOj 

Ajter Dimbleby and Turner 
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action of a basin of cold water covering the beaker. The reagents 
employed were water, 2ArNaOH, 2 iVNa 2 C 03 , and 20.24 per cent (con¬ 
stant boiling) HCl. The results are assembled in Table IV. 9. 



Figure IV. 4. —Percentage Loss in Weight of Powdered Glasses on Treatment with 
Boiling Water, After Dimbleby and Turner. 

Comparison of the soda-lime and soda-magnesia trisilicate glasses 
showed that the ^^magnesia glasses appear to possess a slight advantage 
over lime glasses in regard to corrosion by water; to show no advantage 
in the case of hydrochloric acid; and to be decidedly inferior when the 
corrosive agent is an alkaline solution.” 

A further series of experiments was made on the soda-lime glasses, 


“Hodkin, F. W., and Turner, W. E. S., /. Soc. Glass Tech,, 6, 291-808 (1922). 
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in which the discs were heated with water in an autoclave to various 
temperatures and corresponding pressures. The original article gave a 
number of photographs illustrating the appearance of the discs after 
treatment, as well as tables showing the loss in weight in water and in 
steam, and also the amount of alkali extracted by water. The results 
were irregular; in many cases the loss in weight was less than the Na 20 
extracted, which showed that the glass had taken up water, and in other 
cases the specimen exposed to steam showed as much, or even more loss 
in weight than that in water. Hodkin and Turner did not recommend 
the autoclave as a universal test for the durability of glassware. 



Figure IV. 5.— The Chemical Durability of Soda-Lime-Silica Glasses as Affected by 
the Addition of Alumina, showing the Line of Maximum Effect. After Lyle, 
Horak and Sharp. 

Fig. IV. 4 shows the effect on chemical durability of replacing sodium 
oxide by other oxides in trisilicate glasses, according to experiments by 
Turner and his associates. They found that zirconia, closely followed 
by alumina and titania, was most effective in increasing chemical dura¬ 
bility. Zinc oxide and magnesia were the most effective of the “basic^^ 
oxides in increasing durability, and calcium oxide, lead oxide and barium 
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Figure IV. 6. —Chemical Durability of Glasses of the Formula, in Percentage by 
Weight, 18Na20 + 82 (Si02 + RO or R 2 O 8 ). After Enss. 

oxide gave glasses of durability decreasing in the order mentioned. 
Chemical durability also was improved when silica was replaced by 
zirconia, for the zirconia glasses showed excellent resistance to water, 
hydrochloric acid, sodium carbonate and sodium hydroxide. 

The value of alumina in increasing chemical durability has long been 
known. Lyle, Horak, and Sharp®® made a study of the effect of alu¬ 
mina, using a powder method in which water was the attacking agent. 
The results obtained with glasses containing Na20, CaO, AI 2 O 3 , and Si02 
were represented by the formula: 

log D « 6.427 + 5.89 log (iV 4- A) - 0.654 log A, 

in which D represents the durability in terms of the number of cc. of 
0 . 02 iV'H 2 S 04 required to neutralize the alkali extracted from 10 grams 

»Lyle, A. K., Horak, W., and Sharp, D. E., /. Am. Ceram, 80 c., 19, 142 (1936). 
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of glass, and N and A represent the percentages of Na 20 and Al^Oa. The 
results are shown in Fig. IV. 5, in which the locus of maximum effect 
is indicated. 

Enss used a powder method, details of which are in Table IV. 4. 
In each of a series of glasses obtained from a parent glass having the 
percentage composition by weight: Si 02 , 82, Na 20 , 18, step-wise replace¬ 
ment of Si 02 by each of the oxides AI 2 O 3 , ZnO, CaO, B 2 O 3 , MgO, BaO, 
and PbO increased the chemical durability, as indicated in Fig. IV. 5. 
In this figure are given the total weights in milligrams of dissolved mate¬ 
rial; these were obtained by evaporation of the extracting liquid and 
analysis of the residue. In the more durable glasses the amount of 
Si 02 in solution was less than the amount of NaoO, but in the less 
durable glasses the Si 02 was in excess. The order in which the oxides 


Table IV. lOA—^Action of Several Reagents on Glasses of Composition Given 

in Table IV. lOB 

After Foerster 

Alkali extracted Four-hour treatment with 


by water -water at -\ Molec- 

expressedin Quantity ular 


No. 

thousandths of 
a milligram 

^-Na,0-^ 

in 3 

in 8 days hours 

at 20* at 80* 

Proportion 
of alkali 
extracted 
by hot and 
cold water 
respectively 

Weight in milligrams 
given up to 
2V-alkali 
solution in 3 
t —hours, at 100*—^ 
NaOH NagCOa 

Total 

Alkalie.s 

of Naa() ratio of 
corre- silica to 
spending alkali, 
to dis- taken up 
solved by water 
alkalies at 190* 

1 

2,5 

2.7 

1,1 

67.3 

23.5 

23.7 

3.5 

3.5 

6.0 

2 

2.1 

6,3 

3.0 

39.7 

17.6 




... 

3 

10.7 

28.4 

2.65 

35.4 



... 

« • » 

.., 

4 

8.9 

28.2 

3.17 

37.5 

59.5 

17.2 

5.6 

4.6 

2.65 

5 

13.1 

26.8 

2.05 





... 

• t • 

6 

14.0 

56.0 

4.0 

39.8 

76.9 





7 

14.5 

45.0 

3.10 

37.7 

792 

51.3 

15.4 

ii.i 

335 

8 

14.9 

50,0 

3.40 

38.5 

73.0 




• • • 

9 

17.8 

66.0 

3.72 

42.4 

79.4 

67.0 

16.4 

14.7 

3.57 

10 

16.6 

65.0 

3.91 

46.5 

23.0 

34.0 

6.4 

6.4 

4.42 

11 

27.0 

98.0 

3.63 

31.3 

40.7 

? 

7.3 

7.3 

• 

12 

... 

•«. 




63.0 

16.2 

10.7 

4.5 

13 



• « • 



37.0 

8.3 

8.3 

3.6 

15 

32.6 

217.6 

6.78 







16 

77.0 

654.0 

8.5 

46.6 

45.6 

126.6 

61.6 

52.6 

1.3 ’ 

17 

74.0 

356.0 

4.73 

58.0 

51.0 






are given above is that of the chemical durabilities when 10 per cent 
of the oxide had been added; for example, of a glass of percentage com¬ 
position Si 02 , 72, Na 20 , 18, (MO or M2O3), 10 , the alumina glasses of 
this composition are best, the PbO glasses worst. The pronounced mini¬ 
mum found with B 2 O 8 and MgO is noteworthy. The optimum ratio of 
Na 20 and K 2 O found by Peddle was confirmed, but Enss found a smaller 
effect. 

Commercial Glasses, A large number of studies have been made of 
the resistance of commercial glasses to attack by reagents; but because 


^Enaa, J., Olastech, Ber,, 5, 1 (1928). 
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they were made by different observers and by different methods, the con¬ 
clusions are rarely comparable. On the following pages are reproduced 
the results of some of the most extensive studies, especially those in 
which the glasses were analyzed and commercial types were identified 
by name. 

The first selections are from the work of Foerster,®® who studied the 
action of water and of aqueous solutions on a variety of glass types. 
Table IV. lOA summarizes the tests, and the compositions of the glasses 
are given in Table IV. lOB; Nos. 1, 2 , and 10 are Jena 59^^^ (borosilicate 
thermometer glass), 165^^^, and 16^^^ (normal thermometer glass). 


Table IV. lOB—Compositions of the Glasses of Table IV. 10A 

Al,0:; 

and 


No. 

SiOa 

BoO:! 

KoO 

NaoO 

CaO 

ZnO 

MnO 

FeaOij 

1 

71.95 

12.0 


11.0 



0.05 

5.0 

2 

74.4 



9.8 

7.0 

5.6 

0.3 

3.5 

3 

75.9 


5.8 

7.6 

10.4 



0.3 

4 

76.6 


6.6 

6.7 

9.5 



0.6 

5 

76.8 


6.2 

6.4 

10.0 


6.2* 

0.4 

6 

76.3 


7.0 

8.3 

8.1 



0.3 

7 

75.1 


11.8 

4.9 

7.6 


o.i* 

0.5 

8 

77.6 


4.3 

10.0 

7.8 



0.3 

9 

77.2 


4.6 

10.1 

7.7 



0.4 

10 

67.5 

2.0 

• • * 

14.0 

7.0 

7.6 


2.5 

11 

70.6 


0.6 

14.3 

11.2 


6.4* 

2.9 

12 

78.9 


14.0 

1.0 

5.8 


0.1 

02 

13 

73.0 


1.8 

12.9 

11.0 



U 

15 

74.1 


9.7 

9.0 

6.8 


trace 

0.4 

16 

68.9 


6.7 

13.7 

72 


0.3 

32 

17 

57.3 


12.7 



fPbOl 

130.01 




Foerster concluded, on the basis of these and of subsequent tests, that 
the resistance of glass to water was primarily dependent on the alkali, 
and that there was no indication of maximum resistance at the so-called 
'^normar^ composition, R 2 O * RO • 6 Si 02 . Although increase in tempera¬ 
ture decreased the resistance to attack, the effect w^as less marked in 
glasses of high CaO content than in glasses of equal initial resistance 
of higher Si 02 content. The tests with water at 190° arranged the 
glasses in a different order from that at 20°, or even at 80°. With good 
glasses, it was immaterial whether K 2 O or Na 20 was present in greater 
proportion. There was a rough parallelism between the action of water 
and of caustic alkali, but the glasses containing B 2 O 3 were attacked 
more than would be expected from the results with water. Very dilute 
alkali, about 0.001 N solutions, attacked glass no more rapidly than did 
water, but with increase in alkali the attack increased until about 
2N strength was reached, after which the effect remained approximately 

** Foerster, F., Z. anal. Chem., 33, 299 and 381 (1894). The tables are reproduced from Cauwood, 
.T. D., English, S., and Turner, W, E. S., /. 8 oc. Olata Tech., 1, 138 (1917). 
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constant until the solutions became very strong, when the attack 
diminished. Glasses as a rule did not differ nearly so much in sus¬ 
ceptibility to attack by alkaline solutions as by water; and the order 
of alkalies with respect to decreasing amount of attack on glass was 
NaOH, KOH, NH4OH and Ba(OH) 2 . A small amount of alumina, 
however, had a decidedly beneficial effect. With alkali carbonate 
solutions the results showed still more divergence from those with 
water; and salt solutions as a whole showed no regularity. 

Study of the effect of acids led Foerster to the conclusion that they 
had no direct effect, but merely diminished the proportion of water, 


Table IV. 11A—Rate of Attack by Different Methods on Some Commercial Glasses 
After Cauwood, English, and Turner 


f -Evaporation of water-^ -Autoclave 183®-^ 2-.V O.l-.V 2'V 20-24% 



Exposed 

iiiRiu. Na-jO 

Total loss in 

mgm. Na>0 

NaOH 

NaOH 

NaaCOn 

HCl 

Glass 

area (cm^) 

extracted 

weight (mgm.) 

extracted 

Loss in weight (mgm. per sq. 

dcm.)-> 

A 

133 

OJ25 

0.8 

39.8 

0.11 

387.6 

64.4 

92.2 

31.8 

B 

136 

0.35 

1.2 

34.8 

2.29 

276.5 

60.0 

90.3 

15.1 

C 

139 

0.31 

0.8 

38.6 

4.65 

292.4 

62.1 

83.2 

9.7 

D 

133 

0.20 

1.4 

41,0 

2.8 

239.5 

53.9 

74.1 

7.2 

E 

133 

0.26 

0.6 

32.4 

2.98 

283.8 

61.8 

78.0 

8.3 

F 

136 

0.28 

0.9 

29.2 

nil 

312.5 

52.4 

83.4 

33.4 

G 

126 

0,35 

0.7 

35.0 

nil 

235.8 

46.0 

108.1 

5.1 

H 

135 

4.23 

14.4 

3470.0 

125.2 

470.3 

136.8 

600.7 

8.0 

I 

138 

0.70 

2.8 

1435.0 

26.5 

343.4 

90.6 

203.3 

5.8 

J 

160 

1.28 

6.2 

1924.4 

62.0 

364.0 

111.3 

364.3 

5.4 

K 

103 

1.85 

5.5 



290.0 




L 

112.5 

0.43 

0.9 

60,6 

7.6 

287.1 

53.6 

87.7 

’3.i 

M 

112 

0.49 

1.2 

204,8 

20.4 

294.0 

64.2 

145.4 

3.0 

N 

115 

0.46 

1.1 

75.5 

9.9 

280.9 

56.3 

108.1 

3.2 

0 

117 

0.31 

0.8 

15.4 

1.3 

355.2 

92.2 

153.3 

1.5 

P 

115 

0.62 

1.2 

85.9 

12.7 

237.3 

65.4 

78.0 

2.8 

Q 

141 

0.37 

1.4 

78.6 

7.9 

242.9 

41.0 

75.9 

4.3 

R 

139 

0.95 

3.7 

994.6 

68.7 

289.1 

84.4 

422.5 

2.0 

S 

139 

0.04 

0,5 

4917.3 

158.7 

273.6 

98.3 

397.0 

0.7 

T 

132 

0.56 

1.4 

124.8 

1.9 

239.3 

46.5 

96.8 

3.4 

V 

135 

0.16 

1.3 

69.0 

8,7 

249.0 

57.0 

89.2 

1.6 


and hence diminished the amount of attack. The first action of water 
was to extract alkali, which accelerated the corrosion; acid neutralized 
the alkali set free, and hence diminished the attack. However, glasses 
having low silica-content were decomposed much more rapidly by acid 
than by water, and the ordinary behavior of glass toward acid solutions 
was due to its large content of silica. 

Turner and his co-workers made tests on a large number of analyzed 
commercial glasses intended for use in chemical ware. In the first®® 
of these papers the previous work on the subject was reviewed, and 
the results of tests on a number of British glasses were compared with 
similar tests on new Jena glassware. These were the most elaborate 


"Cauwood, J. D., English, S., and Turner, W. E. S., Soc. Qlaw Tech., 1, 153 (1S17). 
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tests; foreign glasses examined subsequently were tested by the six 
methods which experience showed to be the most useful. (Table IV. IIA). 
In one method a sample was subjected to the action of water boiling on 
a hot plate at such a rate that 200 cc. were evaporated in two hours. 
The results are expressed as the loss in weight and as the amount of 
alkali extracted; the area exposed to the mean volume is recorded (Cols. 
3, 4, 5, Table IV. 11 A). In a second method a sample was subjected to 
the action of water and steam in an autoclave at 183°. The results are 
expressed as the loss in weight and as the amount (in mg.) of Na 20 
extracted; the area exposed to the water was the same (155 sq. cm.) in 
all cases (Cols. 6, 7, Table IV. 11 A). In each of the other four methods 
a sample was treated with a boiling solution for three equal periods of 


Table IV. IIB—Compositions of the Glasses of Table IV. llA* 



Glass 

SiOo 


NaaO 

KaO 

CaO 

ZnO 

MgO 

Al>0., 

FegOrt 

AsoOr, MnO 

A 

Jena Geriite 

64.58 

10.03 

7.38 

tr. 

0.08 

11.78 

0.12 

6.28 

0.10 


tr. 

B 


64.39 

1.93 

13.42 

4.02 

7.38 

nil 

0.10 

9.07 



C 


65.45 

7.13 

11.81 

0.34 

0.40 

9.06 

tr. 

6.18 

0.09 


nil 

D 


60.51 

4.57 

11.52 

2.58 

4.35 

3.62 

0.33 

6.74 

0.08 


0.10 

E 


66.38 

6.92 

10.02 

1.09 

0.49 

8.66 

0.12 

6.60 

0.12 


tr. 

F 


64.35 

7.60 

9.90 

1.59 

6.58 

nil 

0.22 

9.84 

0.10 


tr. 

G 


69.40 

4.01 

6.46 

5.92 

5.78 

7.35 

tr. 

1.00 

0.12 


0.08 

H 


72.03 

nil 

17.62 

0.73 

7.93 

nil 

0.52 

0.90 

0.10 


tr. 

I 


71.82 

2.08 

15.08 

1.47 

5.20 

3.07 

0.16 

1.12 

0.16 


tr. 

J 


73.67 

1.73 

13.06 

3.50 

7.50 

nil 

tr. 

0.36 

0.14 


0.10 

L 

Nonsol 

68.03 

5.81 

11.18 

0.30 

0.80 

7.39 

3.41 

2.62 

0.20 

1 

tr. 

M 

Insolo 

69.84 

4.02 

11.25 

0.70 

1.69 

3.80 

6.25 

0.96 

0.34 

2 

tr. 

N 

Fry 

68.58 

8.0 

10.01 

1.29 

2.65 

3.60 

2.53 

2.90 

0.20 

0.18 

tr. 

S 

German-unmarked 

76.10 

nil 

11.16 

5.60 

6.30 

nil 

0.29 

0.20 

0.14 

nil 

0.10 

T 

Insol 

67.42 

2.35 

9.92 

3.06 

3.14 

8.12 

4.50 

0.65 

0.21 

S 

tr. 

v 

Macbeth-Evans 

71.03 

7.44 

10.74 

0.30 

0.64 

5.30 

2.61 

1.57 

0.35 

0.05 4 

tr. 


(/) Sb2O;r~0.25. (5) Sb2O3-0.65. 

(«) SbaOa—1.00. ( 4 ) Sb2O;r-0.45. 


* See Table III. 3 for composition of Glasses K, O, P, Q, R, U. 


time; in the case of the three alkaline solutions (0.1 N NaOH, 2 N NaOH, 
and 2 N Na 2 C 03 ) each period was one hour, and in the case of the acid 
solution (constant boiling HCl) each was one-half hour. The results 
are given as the total loss of weight in milligrams per sq. dec. for the 
total period; in the original the results for each period were given, but 
little can be learned from the separate values. Table IV. IIA summarizes 
the result for these six tests on all glasses studied, and Table IV. IIB 
gives their compositions and trade names. 

The conclusions reached from those tests were substantially in accord 
with the conclusions of Foerster, and with those of Walkeralthough 
the testing methods used in the three sets of observations were not 
strictly comparable. In resistance to attack by boiling water, glasses 
having a high content of Si 02 , especially those containing some B 2 O 8 , 
were superior, whereas high alkali content produced an inferior glass. 

"Walker, P. H., /. Am. Chem. 8oc., 27, 865 (1905). Walker, P. H., and Smither, F. W., 
/. Ind. Eng. Chem., 9, 1090 (1917). 
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In the autoclave tests certain glasses containing Bi>Oa proved decidedly 
inferior. Thus although the new Jena glass and Pyrex chemical resistant 
glass were best at 100° (with the exception of glass S, which gave 
inexplicably low losses at 100°), in the autoclave tests the Jena glass 
was inferior to many others, and Pyrex chemical resistant glass remained 
the best. Continued treatment with water tended to improve the 
surface of glass, rendering it less readily attacked by water. The action 
of acid closely paralleled that of water; the high silica glasses were 
superior, with Pyrex again at the top, and the zinc-containing boro- 
silicates slightly inferior. The action of alkalies did not parallel that 
of water; here the borosilicates tended to rank below the high-lime 
glasses. Continued treatment with alkali failed to improve the surface 
of glass, although continued treatment with acid usually resulted in a 
more resistant surface, as was the case with water. 


^^Cauwood, J. D., and Turner, W. E. S.. J. Soc. Glaus Tech., 2» 235 (1918). 



Chapter V 

The Viscosity of Glass 

The viscosity of glass is of practical importance in all stages of the 
manufacturing process. The rate of melting glass is chiefly determined 
by the rate of removal of bubbles, which, in turn, is largely dependent 
on the viscosity; and for the proper working of glass the viscosity must 
be within narrow limits. This factor has become of increasing importance 
with the development of automatic machinery, which requires a supply 
of glass having not only constant viscosity but also a definite viscosity- 
temperature relationship determined by the type of ware and the rate 
of working. Besides the melting and working temperatures, the various 
empirical points which are used or have been proposed for characterizing 
glasses at lower temperatures, such as the cohesion temperature,^ and 
the softening temperature, and the various definitions of the annealing 
temperature, are all attempts to prescribe a definite viscosity in terms 
capable of convenient experimental determination. Accurate knowledge 
of the relation between composition and viscosity and between tempera¬ 
ture and viscosity is a matter of importance to glass manufacturers. 
Much has been learned in the past few years. 

Definitions and Units 

When a shearing force is applied to a liquid, a displacement results, 
and with continued application of the force a flow takes place. The 
ratio between the force and the displacement is a measure of the vis¬ 
cosity. For true viscosity the relation between flow and shear is a 
constant, and can be represented by a straight line passing through the 
origin. If the application of a small limiting shear is necessary before 
deformation begins, it is considered that the flow is not truly viscous, 
but plastic. 

When the viscosity is very high, as, for example, below the annealing 
temperature, the viscous movements are complicated functions of the 
past mechanical and thermal history of the glass. The application of 
too great a rate of shear at low viscosities results in turbulent flow 
and the breakdown of the linear relation. Maxwell's definition of the 
coefficient of viscosity of a fluid is: ‘‘The viscosity of a substance is 
measured by the tangential force on unit area of either of two horizontal 
planes of indefinite extent at imit distance apart, one of which is fixed 


^ These empirical points are discussed on p. 169. 
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while the other moves with unit velocity, the space between being filled 
with a viscous substance/^ The coefficient of viscosity is usually denoted 
by the symbol y and MaxwelPs definition may be represented by the 
Fs 

formula y =- in which F is the force, s the distance apart of the 

V 

parallel planes, and v the relative velocity of the two planes. Viscosity 
has the dimensions {ML'^ , and it is measured in dynes per centimeter 

per second, the unit of viscosity being termed a poise. The kinematic 
viscosity is the viscosity in poises divided by the density. Fluidity is 
the reciprocal of viscosity. 

Methods of Measurement of Viscosity 

The methods of viscosity measurement applicable to glass are limited 
by the experimental difficulties resulting from the high temperature and 
the corrosive character of the glass, and so great is the range of viscosities 
that different methods must be used in the various portions of the vis¬ 
cosity-temperature curve. 

The Stokes method, in which is measured the rate of fall of a heavy 
body, usually a platinum ball, through the molten glass, is applicable 
over only a small range of low viscosity. It is subject to numerous 
experimental difficulties, and the corrections for deviation from the 
theoretical conditions arc uncertain. Some of the early measurements ^ 
of the viscosity of glass, now of only historical interest, were made by 
this method. 

Trouton and Andrews,*^ in studying the viscosity of pitch, determined 
the position of the metal ball by x-ray photographs taken at definite 
intervals of time. Masson, Gilbert, and Buckley ^ suggested the use 
of the method with glass, and Wood ® devised an apparatus with 
which he measured some viscosities. Hunter ® described a modification 
of the falling ball method, also described by Cohn,’’^ in which the time 
of passage between two radio coils wound on the tube enclosing the 
crucible was determined by picking up the signal with a short wave 
receiver, and recording it on an oscillograph. The apparatus was used 
with four complex glasses in the approximate viscosity range from 
400 to 4 X 10^ poises. Cohn ® described a simplified method, in which 
successive balls are dropped into the glass at appropriate intervals, the 
melt is cooled, and the position of the balls measured. Bacon ® made a 

*Amdt, K., Z. Chem. Apparat., 3, 549 (1908); Greiner, E., Diss., Jena (1907); Doelter, C., 
Chem, Ztg., 36, 569 (1912); Staley, H. F., Orig. Com. 8th Intern. Congr. Appl. Chem., 5, 127 (1912). 

•Trouton, F. T., and Andrews, E. S., PhU. Mag., 7, 347 (1904); Proc. Phys. 8oc. (London), 
19, 47 (1904). 

* Masson, I., Gilbert, L. F., and Buckley, H,, /, Soc. Glass Tech., 5, 837 (1921). 

•Wood, A, R., /. Soc. Glass Tech., 16, 43 (1932). 

« Hunter, R. G., /. Am. Ceram. Soc., 17, 121 (1934). 

7 Cohn, W. M., Ann. Physik, 21, 761 (1934). 

«Cohn, W. M., Glass Ind.» 17, 375 (1936). 

•Bacon, L. R., /. Franklin Inst., 221, 251 (1936). 
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study of the boundary corrections in water-glass solutions, and indi¬ 
cated the best experimental conditions. 

Stott, Irvine, and Turner measured the rate of fall of a partly 
counterpoised ball, and Heidtkamp and Endell measured the rate 
of rise of a ball under a constant force. The apparatus had previously 
been described by Hanlein and used by Tielsch and Endell.^^ 
Heidtkamp and Endell also used an apparatus depending on the damp¬ 
ing of the oscillations of a suspended platinum ball. 

Stott, Turner, and Sloman devised a new method which appeared 
promising, but which has not been further developed. It is based on 
the thickness of the film of glass which adheres to a rod of platinum 
withdrawn from the molten glass at constant rate. The theoretical 
treatment of the method is uncertain, and hence a calibration factor 
is necessary, and a knowledge of the surface tension is required. The 
method is rapid and sensitive, and does not require so large a quantity 
of glass as to prohibit the use of a platinum containing vessel. This 
viscosimeter could be adapted to the measurement of surface tension. 

The method applicable over the largest temperature range is that of 
Margules, in w^hich two concentric cylinders are separated by the glass, 
and the rate of rotation of one of them, usually the inner, is measured 
under a given torque, the other cylinder remaining stationary. The 
method has commonly been used as a comparative one, after calibration 
at low temperatures with a substance of known viscosity. Washburn, 
Shelton, and Libman found the calibration factor of their apparatus 
to change with viscosity. The possibility of change of viscosity with 
rate of shear is discussed subsequently. Other observers have not found 
a similar effect, but have found that their own results and those of 
Washburn were in better agreement if it be assumed that the change 
in calibration factor was an error. English considered the rotating 
cylinder method the best for viscosities from 10"^ to 10® poises, but that 
the inherent frictional errors rendered it unsuitable for smaller viscosities. 

Lillie rotated the outer cylinder and measured the torque on the 
inner stationary cylinder or spindle, suspended by a torsion member 
in the center of the fluid, when the cylindrical container was given a 
uniform angular motion. He at first used a calibration factor, but later 

10 Stott, V. H., Irvine, E., and Turner, D., Proc. Roy. Soc. (London), A, 108, 154 (1025). 

11 Heidtkamp, G., and Endell, K., dastech. Ber., 14, 89 (1936). 

1® Hanlein, W., Glastech. Ber., 11, 161 (1933). 

1® Tielsch, A., and Endell, K., Glastech. Ber., 12, 84 (1934). 

1* Stott, V, H., Turner, D,, and Slornan, H. A., Proc. Roy. Soc. (London), A, 112, 499 (1926). 

10 Washburn, E. W., Shelton, G. R., and Libman, E. E., Univ. III. Eng. Expt. Sta. Bull., 
140, (1924). 

“English, 8 ., J. Soc. Glass Tech., 12, 107 (1928). 

“Lillie, H. R., /. Am. Ceram. Soc., 12, 505 (1929). 

«Lillie, H. R., Phys. Rev., 36, 347 (1930). 
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modified the method to render it absolute and independent of calibration 
factor, by determining the correction to be applied for the finite length 
of the rotating spindle. The apparatus was used for viscosities of from 
10 to 10^ poises by rotating the outer cylinder; from 10^ to 10® poises by 
turning the outer cylinder through a small angle and timing the aperiodic 
return of the inner cylinder or spindle. 

An additional difficulty in the viscosity range within which the con¬ 
centric cylinder method is particularly applicable is devitrification. 
Many common glasses, especially the pure soda-lime glasses of special 
interest, have their liquidus temperatures within this viscosity range; 
and the presence of an undetermined amount of solid phase in the liquid 
not only vitiates the measurements, but also changes the composition 
of the remaining glass. This difficulty of course will be met with in any 
method, and can be minimized only by keeping the glass in the tempera¬ 
ture range immediately below its liquidus for as short a time as 
possible. 

Viscosities greater than 10® poises are measured by observing the 
rate of deformation of a glass rod under a given force. Some observers 
have measured the rate of twisting under a known torsion others, the 
rate of extension under a known load.^® At viscosities of about 10® 
poises, Lillie allowed the glass fibers, 0.50 to 0.70 mm. in diameter, 
to stretch under their own weight; at larger viscosities the fiber was 
loaded first with 0.14 g., then with 0.94 g., 15 g., 100 g., 500 g. or 1000 g. 
The results obtained on three glasses, whose compositions are given 
later (p. 162), are shown in Fig. V. 20. 

In addition to the above methods, all of which give measurements 
of viscosity in c. g. s. units, several methods have been used in which 
viscosities have been compared with that of a standard glass of 
unknown viscosity. The experiments of Veseley,^^ of Williams and 
Cox,^® and of Lecrenier and Gilard were of this character. 

Theoretical Considerations 

The theory of liquid viscosity has been developed both from the 
most general considerations and empirically. It is intimately associated 
with the constitution of liquids, a problem which is receiving a great 
deal of attention at present from investigators who have many differ¬ 
ent points of view. Rapid developments are to be expected in the near 
future. 

Stott, V. H., Irvinft, E., and Turner, D., Proc. Roi/. Sf>r. (London), A, 108, 154 (1925). 

English, S., /. Soc. aims Tech,, 7, 25 (1023). 

Lillie, H. R., /. Am. Ceram. Soc., 14, 502 (1931). 

“avescley, V., Sprechsaal, 44, 441 (1911). 

*«WiUiAm8, A. E,, and Cox, S. F., Trans. Am. Ceram. Soc., 18, 315, 836 (1916). 

Lecreaiier, A., and Gilard, P., Bull. Soc. Chim. Belg., 34, 27 (1925). 
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Eyring discussed viscosity in terms of the general equation for a 
process by which matter re-arranges by surmounting a potential barrier, 
and applied the results obtained to glass, especially in the annealing 
range. Gemant^® made use of the concept of a complex viscosity to 
discuss the dielectric losses due to dipole rotation. 

The experimental work on viscosity has been discussed by several 
writers. Le Chatelicr^^ proposed a formula log log rj == Mt — P for the 
viscosity-temperature relation, which of course tends to rectify the curves. 
But even using a log log curve the experimental data could not be 
represented by a straight line, and Le Chatelier chose to represent them 
by two intersecting straight lines, whose intersection was interpreted as 
representing an allotropic transformation in glass. In a later publica¬ 
tion he abandoned this view, but his original paper has been cited as 
authority for the existence of allotropic forms of glass. Preston,-^ 
discussing the equation, stated that it ^^gives imaginary results at most 
temperatures, and that in its present form it is mathematically inad¬ 
missible and physically impossible. 

Fulcher gave a critical discussion of the results of English, com¬ 
paring the difference between the viscosity of each glass with that of 
the Na20 • SSiOo glass from which it was derived. On plotting these 
differences, families of curves were obtained which showed well-marked 
minima, from which Fulcher obtained what he termed “aggregation 
temperatures'^ of the glasses. When the term is so defined no objection 
can be raised, but it is not to be taken as a temperature of equilibrium 
between, or formation of, different states of aggregation, with which it 
has no connection. Indeed, it is doubtful if any physical meaning is 
to be connected with the minima of these different curves. 

An interesting discussion of the viscosity of glass has been given by 
Stott who pointed out that no adequate mechanical theory of the 
viscosity of liquids exists at present, although the viscosity of a gas 
can be explained quantitatively on the basis of the kinetic theory. 
For this reason, it has not been found possible to correlate with any 
accuracy the viscosity of a liquid with its other physical properties. 
“No general theory of the internal friction of solids which is not at 
variance with experiment has yet been proposed in quantitative form. 
Moreover, great confusion of nomenclature exists which may easily 
lead to misconception. We have seen that whereas the word viscosity 
has a very definite meaning when applied to the ordinary mobile 

“Eyring, H., /. Chem. Phym,, 4, 283 (193«). 

Gemant, A., Trans, Faraday Soc., 31, 1582 (1935). 

^he Chatelier, H., Compt. rend,, 179, 617 (1924); /. Soc. Glass Tech., 9, 12 (1925). 

«Le (Chatelier, H., J. Soc. Glass Tech., 10, 99 (1926). 

"Preston, F. W., /. Soc. Glass Tech., 13, 19 (1929). 

"Fulcher, Q. S., J. Am. Ceram Soc,, 8, 339 and 789 (1925). 

"Stott, V. H., J. Soc. Glass Tech., 10, 424 (1926). 
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liquids, its meaning becomes increasingly arbitrary as the viscosity of 
the liquid becomes greater. When the ^solid^ state is reached, the 
differences between the meanings attached to this word are so great 
that the grossest misconceptions may arise. Reference to a well-known 
compilation of physical tables tells us, for example, that the viscosity 
of steel at ordinary temperatures is approximately 10^ poises. If the 
definition of viscosity in this case were similar to that used in the 
present paper, we should be led to suppose that steel at room temperature 
has a consistency something like that of glass at a temperature of 
more than 100° above its annealing point. This example has been 
brought forward because the outstanding feature of the deformation of 
solids is their extraordinary complexity.^^ 

Several authors have derived an equation of the form 

l = ^ = 

V 

expressing the relation between viscosity or fluidity and temperature. 
Sheppard derived the formula from a consideration of a distribution 
following the Maxwell-Boltzman law of ^Tegionally oriented molecules’^ 
and free and unordered molecules. The conception of the constitution of 
liquids assumed by them is expressed by the following quotation from 
Stewart “The point of view of this laboratory is that every liquid con¬ 
tains a myriad of small groupings of molecules produced by forces 
acting between them, the groups being neither perfect in form nor 
permanent. The word ^cybotaxis’ means literally space arrangement, 
and is adopted to designate this condition in a liquid. We have learned 
to recognize a crystal as being approximately perfect only in fragments. 
The liquid goes to a much greater extreme. Its semi-perfect small 
groups do not even retain their identity. Viscosity is that of groups and 
of unorganized molecular arrays between them, and this does not 
depend upon the structure of a single molecule.” 

Andrade proceeded from considerations not greatly different. “There 
is for a liquid molecule a vibration about a slowly displaced equilibrium 
position, with a frequency which is the same as in the solid state. . . . 
It is further assumed that when, at every extreme vibration, the 
molecules of one layer come into contact with those of an adjacent layer 
at this contact they will, in general, enter into a temporary union, the 
duration of which does not exceed the very brief time necessary for the 
molecules to acquire a common velocity of translation. The duration of 
this union must be very small compared to the period of vibration, and 

“de Guzm&n, J., Anales «oc. espan. fis. quim., 11, 353 (1913). Dunn, J. S., Trans. Faraday 
8oC; 22, 401 (1926). Druoker, C., Z, physik Chem., 92, 287 (1917). Andrade, £. N. da 0., Nature, 
125, 809, 582 (1980); PM, Mag., 17, 497 and 098 (1984). Sheppard, S. E., Nature, 125, 489, 709 
(1930); Sheppard, S. E., and Houck, R. C., J. RheoL, 1, 349 (1930). 

"Stewart, G. W., Phys. Rev., 32, 558 (1928). 
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does not involve anything of the kind that is ordinarily called 
association/^ 

From the preceding considerations Andrade derived the same expres¬ 
sion for the relation between viscosity and temperature. He used the 
term “crystalline” to express his conception of the transitory groupings 
which give rise to viscosity, in preference to “cybotactic,” and contrasts 
such groupings with “association.” It is doubtful if such differentiation 
is justified, and it is not necessary. It is probable that the condition is 
characteristic of all liquids, especially so of non-polar liquids, and that 
it represents transitory or statistical arrangements the probability of 
which is the determining factor not only in viscosity but in “association” 
and “solvation.” The use of the term “crystalline” is unfortunate. 



Figure V. 1.—Viscosity-Time Curves for Two Samples of a Glass at 486.7° C. The 
upper curve is for a sample i)reviously heated at 477.8° C. for 64 hours; the 
lower curve is for a sample in the freshly-drawn condition. After Lillie. 


Effect of Time^ 

Stott, Irvine, and Turner found that several hours were required 
to reach a constant condition when the viscosity was as high as 16.5 
poises. Lillie made a careful study of the change of viscosity with 

♦ Cf. the discussion on p. 181, 

W miie, H. R., /. Am, Ceram. Soc., 16, 619 (1933). 
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time in the annealing range, and found that the time required to reach 
the constant viscosity characteristic of a given temperature increased 
as the temperature was lowered. The change in viscosity with time of 
glass Nd. 1 is shown by Figs. V. 1 and V. 2. The upper curve in Fig. V. 1 
is for a sample previously held at 477.8^ for 64 hours, a period sufficient 
for its viscosity to approach close to the equilibrium value, and the 



Figure V. 2. —The Viscosity Curves of Fig. V. 1 re-plotted with Viscosity against 
the Reciprocal of Time, to show the Convergence to a Common Value. After 
Lillie. 

lower curve is for a newly drawn fiber. The initial viscosity for the two 
samples is different by a factor of more than ten, but that tliey approach 
the same final viscosity is evident from Fig. V. 2, in which the reciprocals 
of the time in minutes are plotted against viscosity. At higher tem¬ 
peratures less time is required; at lower temperatures longer times, until 
it becomes practically impossible to reach the equilibrium viscosity. 
The Pyrex resistant glass annealed by Morey for two years probably 
had not yet reached the equilibrium viscosity, although the strain in 
the glass was still decreasing. 

In a later study, Lillie followed the change in viscosity with time 
of chilled fibers at a temperature of 453*^. He found that the viscosity 
was still increasing after 10,000 minutes, although it had already increased 
25-fold, from 0.12 X 10^® to 3 X 10^® poises. 

Morey, G. W., and Warren, B. E., 2nd. Eng. Chem., 27, 966 (1025). 

» Lillie, H. R., /. Am. Ceram. Soc., 19, 46 (1936). 
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Change of Viscosity with Rate of Shear 

The possible change of viscosity with the rate of shear has been 
considered by several investigators, but that there is such a change has 
not been shown. The change in calibration factor found by Washburn, 
Shelton, and Libman has been taken as indicating such a change. 
They calibrated their apparatus against liquids which had been measured 
by the capillary and falling-ball methods. For a given apparatus 
employing a given height of liquid the fundamental equation may be 
written rj = k{W/S) in which W is the mass of the falling weight which 
rotated the inner cylinder at S revolutions per minute. The ratio 
should be independent of viscosity, but they found the following values, 
taken from the points on their curves for the six calibrating liquids: 
log 7 ;- 0.577, rj/k== 0.76] 1.554, LOO; 2.870, 1.26; 3.73, 3.77; 4.12, 
1.90; 5.20, 2.95. No explanation of these puzzling results has been 
offered by them. 

Neither English nor Lillie found any similar effect. Lillie, who 
used large changes in the rates of shear, concluded, “The calibration 
factor of the concentric cylinders remains constant over the range of 
viscosities between 5 and 3,500 poises. In any case the deviation from 
constancy is small.Stott, Irvine, and Turner found the calibration 
of a falling ball viscosimeter to change 9.2 per cent of its value at 100 
poises when the viscosity was increased to 1000 poises; and 10.7 per cent 
for experiments made by determining the logarithmic decrement of an 
oscillating cylinder. “It will be seen, then, that in spite of failure to 
observe a variation of the logarithmic decrement with amplitude, it is 
probable that the viscosity of syrup does depend on the rate of shear.’^ 
The ten per cent change in calibration factor observed is of a different 
order of magnitude from that found by Washburn, Shelton, and Libman. 
Over the same interval from 100 to 1000 poises their calibration factor, 
as read from their smooth curves, changed from 1.05 to 2.64, a change 
of 250 per cent of the value at 100 poises. 

The conclusion appears justified that no change of viscosity with rate 
of shear has been proved, and if it does exist it is less than the error of 
measurement of any work which has been done on the viscosity of 
glass. 

Plasticity in Glass 

All the available evidence indicates that the curves giving the 
relation between applied force and the resulting deformation pass 
through the origin, and hence there is no region of plasticity in glass. 

•’^Washburn, E. W., Shelton, G. R., and Libman, E. E., Univ. III. Eng. Expt. Sta. BtUL, 

140 (1024). 

“English, S., /. 8 oc. Olasa Tech., 8, 205 (1924), 

“ Lillie, H. R., /. Am. Ceram. 8oc., 12, 505 (1929); Phys. Rev., 36, 347 (1930), 
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The careful studies by Lillie appear to demonstrate that, '^No indica¬ 
tion of a plastic or true solid state was found although viscosities of 
more than 10^® were measured/^ The apparent decrease which took 
place in the viscosity whenever a larger weight replaced a smaller one, 
is probably to be explained by an elastic reaction. Similar but larger 
effects were observed at higher viscosities. With a glass at a temperature 
at which its equilibrium viscosity was poises, a change in the load 
caused an immediate elastico-viscous elongation, but after some time 
the elongation curve again became that characteristic of the original 



Fioube V, 3. —^Log Isokoms (Lines of Constant Viscosity) in the system NaaO-CaO- 
SiOa at 9(X)° C. Viscosity in Log Poises, Composition in Percentage by Weight. 
After Washburn, Shelton and Libman, with sequence of components altered. 
The Broken Line is the Liquidus Curve at 900°, after Morey and Bowen. 

loading. “Further, it may be said with fair certainty that at any given 
time, at least at this temperature, the glass is truly viscous, but might 
not seem so in actual test unless time is given for the elastic reactions 
to work themselves out.^' 

Taylor, McNamara, and Sherman^® studied the elastico-viscous 
properties of a glass of the batch composition: Si 02 , 70%; Na 20 , 21%; 
CaO, 9%; at temperatures in the annealing range. The “transition 

^Taylor, N. W., McNamara, E. P., and Sherman, J., /, Soc, Glass Tech,, 21, 61 (1937). 
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temperature/^ determined by the thermal expansion method, was 
515 =*= 5°. The fibers, loaded with a weight of 54.5 g., were annealed 
by holding them in the furnace at each temperature for about three times 
as long as the durations of the runs at that temperature. Upon the 
application of a further load there was an immediate elongation, followed 
by an elongation the rate of which decreased until it reached a constant 
value. Upon removal of the load there was an immediate, followed 
by a slow, contraction. The curves of elongation versus time were 
separated into three parts; an immediate (five seconds) elastic effect. 



Figure V. 4.—Log Isokoms in the System Na20-Ca0-Si02 at 1000° C. After Wash- 
bum, Shelton and Librnan. The Broken Line is the Liquidus Curve at 1000°, 
after Morey and Bowen. 

a delayed elastic effect, and truly viscous flow. The rate of truly 
viscous flow remained constant, and no change of viscosity with time 
could be observed. Following are the viscosities so obtained: 

Temp. (°C.). 475.0 480.6 491.5 500.0 505.0 510.0 512.5 515.0 525.0 

YjXlO^ .... 113 45.5 8.72 4.36 1.78 0.805 0.770 0.525 0.182 

Experimental Results 

Washburn, Shelton, and Librnan worked with 17 glasses in the 
ternary system Na 20 -Ca 0 -Si 02 , made by mixing three stock glasses, 
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the compositions of which were determined by analysis. They used 
the rotating cylinder method, and found the calibration factor to vary 
with the viscosity, a variation which has not been confirmed by other 
investigators. Each of the glasses contained from one to two per cent 
of impurities; the synthetic compositions, not corrected for impurities, 
are in Table VII. 9. The experimental data are given for only one glass. 



Fiqube V. 6 .—Log Isokoms in the System Na*0-CaO-SiOa at 1100® C. After 
Washburn, Shelton and Libman. The Broken Line is the Liquidus Curve at 
1100°, after Morey and Bowen. 


The interpolated results are given in log 7 ;-temperature curves for the 
various mixtures; in tables of viscosity at rounded temperature intervals 
interpolated from the log 97 -temperature curves; and in a series of 
triangular diagrams which give the curves passing through compositions 
having the same log viscosity, called log isokoms, at 100 ° C. intervals 
from 900° to 1500° C. These triangular diagrams are reproduced in 
Figs. V. 3 to V. 9* From these curves the log 9 ;-temperature curve of 
any glass included within the composition range can be obtained. 

♦The diagrams as reproduced are traced from the original, with sequence of 
components altered. The broken curves represent the liquidus boundaries for the 
given temperature, after Morey and Bowen. 



Figure V. 6.—Log Isokoms in the System NasO-'CaO-SiOa at 1200® C. After Wash- 

bum, Shelton and Libman. 
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Figure V. Q .—Log Isokoms in the System NftsO-CaO-SiOa at 1500® C. After 
Washburn, Shelton and Libman. 
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Washburn’s results cover a large range of compositions in the soda- 
lime-silica glasses and are of great value in showing the effect of 
composition on viscosity. The uncertainty in calibration factor greatly 
decreases their usefulness. The isokoms at higher temperatures are 
almost parallel to the Na 20 -Ca 0 side of the composition triangle, 
indicating that the viscosity is largely determined by the Si 02 content 
and that replacement of Na20 by CaO has no effect on the viscosity. 
At lower temperatures the isokoms become strongly curved; with low 
CaO content the viscosity is still determined by the Si02, but with 
more CaO they become parallel to the Na20-Si02 side of the com¬ 
ponent triangle, indicating that the viscosity is determined by the CaO 
content. It is probable that some of the minor curvatures in the shape 
of the isokoms are due to experimental error, but it is evident that in a 
three-component system the effect of change in composition can be 
understood only after systematic variation in all the components, over 
the composition range under consideration. Linear variation, say along 
a line of constant Si ()2 content, or any other arbitrary line, may give a 
wholly erroneous i)icture of the viscosity-composition relations. 


Table V. 1—Viscosities of Two Sodium-Silicate Glasses 


Ajtcr English 


-- 

-G1u.s8 No. 1- 

-Si( 

Do 74.05% 

bog 

Temp. (® 

C.) Viscosity 

Viscosity 

485 

5.56 

X 

10^" 

12.745 

500 

7.81 

X 

10" 

11.893 

524 

1.34 

X 

10" 

11.127 

550 

1.74 

X 

lO^^’ 

10.240 

575 

3.85 

X 

10“ 

9.595 

600 

7.31 

X 

10" 

8.864 

624 

2.37 

X 

10" 

8.375 

650 

6.25 

X 

10^ 

7.796 

701 

5.04 

X 

10“ 

6.702 

745 

1.01 

X 

10“ 

6.004 

790 

2.71 

X 

10" 

5.433 

820 

1.06 

X 

10" 

5.025 

920 

1.08 

X 

10^ 

4,033 

1028 

1.78 

X 

w 

3.250 

1136 

3.77 

X 

w 

2.576 

1240 

9.6 

X 

10 

1.982 

1310 

7.7 

X 

10 

1.886 


-Gla.ss ] 

So. 600—SiO,> --- 

79.84% 

Log 

Temp. (® C.) 

V’’iscosity 

Viscosity 

505 

6.16 X 10'“ 

12.790 

555 

9.54 X 10"“ 

10.980 

598 

7.35 X 10“ 

9.866 

650 

3.22 X 10" 

8.508 

992 

8.90 X 10“ 

3.949 

1100 

1.87 X 10“ 

3.272 

1194 

5.47 X 10“ 

2,738 

1315 

1.61 X 10“ 

2.208 

1410 

7.04 X 10 

1.846 


Washburn and Shelton also determined the viscosity-temperature 
curves of a number of optical glasses. No details are given in the brief 
note published, and the results are in curve form only. The experi¬ 
ments were criticized by English. 

English has determined the relations between composition, tempera¬ 
ture and viscosity from the annealing temperatures to the melting tem- 


" Washburn, E. W., and Shelton. G. R., Phyif. Rev,, 15, 149 (1920). 

"English, S., J. 8oc, Glass Tech., 7, 25 (1923); 8, 205 (1924); 9, 83 (1925); 10, 52 (1926). 
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peraturee in an extensive series of glasses. The results at higher 
temperatures were determined by the rotating cylinder method, at lower 
temperatures by the rate of elongation of rods. Unfortunately the two 
series did not overlap, and there was in this region of intermediate 



Figitbb V. 10. —Change in Log Viscosity, in Poises, of Some Glasses of the Formula 
(2 — x) NagO + xCaO -f OSiOg. After English. 

temperatures a marked tendency toward devitrification in many cases. 
Stott has pointed out that Englishes results at lower temperature are 
three times too great, because of a confusion of the coefficient of 
viscosity with the coefficient of viscous traction.^® 

English worked with several series of glasses each of which was 

^• Troutoii, F. T., Proc. Roy, Soc. (j4<mdon), 77 1 426 (1906). 







VISCOSITY 


161 


derived from a Na 20 -Si 02 glass by substituting another oxide for Na 20 , 
maintaining the molecular ratio of Si02 to other oxides constant. The 
compositions of the two parent glasses are given in Table X. 3 under 
Nos. 1 and 600; No. 1 was approximately Na20 *3Si02; No. 600, Na20 
* 4Si02. The viscosities and log viscosities of these two are shown 



WEIGHT JPER CENT 
OF ADDED OXIDE 

Figure V. 11.—Effect on the Viscosity, in Poises, at 1000° C. of Molecular Replace¬ 
ment of NasO by CaO, MgO, or AlaOs in the Glass 2Na80-6Si02. After English. 

in Table V. 1, and in Figs. V. 10 and V. 14, respectively. In glass No. 
600, devitrification took place below 992"^, making impossible the study 
by the rotating cylinder method to a low enough temperature to connect 
with the determinations by the rate of stretch; but the gap with No. 1 
is small and the continuity between the two curves is excellent. 

The first series of glasses was derived from No. 1 by replacement of 
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Table V. 2-— Relative Rates of Setting ♦ of Some Experimental Glasses 


After English 




Relative 



Relative 

Glass 

Per cent 

Rate of 

Glass 

Per cent 

Rate of 

No. 

CaO 

Setting 

No. 

AlaO;, 

Setting 

1 

0.21 

1. 

443D 

6.85 

1.4 

3 

2.61 

1.4 

446C 

12.09 

1.8 

4 

3.81 

1.7 


B,Oa 

4.46 

8.28, 

11.34 

14.45 

18.84 


5 

6 

7 

8 

9 

4.50 

6.26 

7.45 

8.16 

9.36 

2.0 

2.5 

3.9 

6.5 

11.7 

601 

602 

603 

604 

605 

1.17 

1.31 

1.55 

1.78 

1.93 


MgO 


606 

28.83 

2.27 

26 

2.49 

1.5 

607 

39.99 

2.62 

29 

5.09 

3.0 




32 

7.46 

3.9 




390 

9.30 

5.6 





* The rates of setting are the ratios of the difference in viscosity hetween 750° urul 1050° to the 
same differences in the parent Na^jO-SiOa glasses. 


NasO by CaO; the compositions of these glasses are given in Table 
X. 3, and the log viscosity-temperature curves are shown in Fig. V. 10. 



Figure V. 12. —Change in Log Viscosity, in Poises, with Temperature of Some 
Glasses of the Formula {2 — x) Na20 + a;MgO + 6SiOa. After English. 
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Replacement of Na20 by CaO resulted in a continuous increase in 
viscosity at every temperature. Curve ^^CaC’ of Fig. V. 11 shows 
this continuous increase in viscosity with CaO content at 1000°. Since 
the curves of Fig. V. 10 are not parallel but are somewhat constricted 
from 1000° to 1100° it follows that the increase in viscosity caused by 
any particular substitution is not constant throughout the temperature 
range. The shapes of various viscosity curves may be roughly com¬ 
pared by means of the “relative rate of setting,” defined as the ratio 



Figure V. 13.— Change in Log Viscosity, in Poises, with Temperature of Some 
Glasses of the Formula (2 — x) NasO + arALOa + CSiOa. After English. 

of the difference in viscosity of the glass in question between 750° and 
1050° to the same difference in the parent Na20-Si02 glass. Table V. 2 
shows the relative rates of setting for several series of glasses studied 
by English; No. 1 is the parent glass in the series containing CaO, MgO, 
or AI2O3; No. 600 in the series containing B2O3. 

Fig. V. 12 shows the log viscosity-temperature curves of a number of 
glasses derived from the same Na20-Si02 glass (No. 1, Table X. 3) by 
substitution of MgO for Na20. The composition of the glasses is given 
in Table X. 4, and the relative rates of setting are shown in Table V. 2. 
These curves are separated farther at the high temperature end than 
was the case with the curves of the CaO series, and the constriction 
noted in the CaO glasses from 1000° to 1100° is not present. The change 
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in viscosity on addition of MgO at constant temperature is shown in 
Fig. V. 11, and it is evident that the addition of MgO results in a 
more rapid rise in viscosity than does the addition of either CaO or 
Al208« 



500 600 700 800 900 1000 1100 1200 1300 1400 


Temperature 

Figure V. 14. — Change in Log Viscosity, in Poises, with Temperature of Some 
Glasses of the Formula Na«0 + xBaO# + (4 —x ) SiOa, After English. 

Fig. V. 13 shows the log viscosity-temperature curves of the glasses 
resulting from the replacement of Na 20 by AI 2 O 3 in the same original 
Na 20 -Si 02 glass. The compositions of the glasses are given in Table X. 
3 , the change in viscosity at constant temperature, in Fig. V. 11, and the 
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relative rates of setting are shown in Table V. 2. At high temperature, 
equimolecular substitution of AI2O3 increased the viscosity more than 
either CaO or MgO, but at IGOO"^, as shown in Fig. V. 11, it was inter¬ 
mediate in its effect. In other words, the effect of alumina is to flatten 
the viscosity-temperature curve. 



16 80 26 30 36 40 


Figure V. 15.-—Change in Viscosity, in Poises, and Annealing Temperature, with 
BaOa-Content, of 8ome Glasses of the Formula NajO + xBaOs-f (4 — a:)SiOj. 
Curve A is at 800° C.; Curve B, at 700° C.; Curve C, at 600° C. After English. 

Fig. V. 14 shows the effect of molecular replacement of Si 02 by 
B 2 O 3 , the original glass in this case being No. 600 in Table X. 3, more 
silicious than the glass used in the preceding cases. The compositions 
of the glasses are given in Table X. 3, and the relative rates of setting 
in Table V. 2 . There is a pronounced difference in shape between the 
log viscosity-temperature curves obtained with B 2 O 8 and those obtained 
with CaO, MgO and AI2O3. At high temperatures the B2O3 greatly 
reduced the viscosity, and the greater the amount of B 2 O 8 added the 
greater the reduction in viscosity. At lower temperatures, however, 
this parallelism between the amount of B 2 O 3 added and the reduction in 
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viscosity no longer held; substituting B 2 O 3 for SiOa caused first a rise 
in viscosity at constant temperature, followed by a diminution in vis¬ 
cosity. The effect of temperature in altering the shape of the viscosity- 
composition curve is well shown by Fig. V. 15, which shows the change 
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MOLECULESi!(^6? 


Figure V. 16.—Effect on Log Viscosity, in 
Poises, of Replacing CaO by MgO in a 
Glass of the Composition 1 jJNasO + 0.8CaO 
+ 6Si02. After English. 



MOLECULESil^d? 

Figure V. 17.—Effect on Log 
Viscosity, in Poises, of Re¬ 
placing CaO by AlaOa in a 
Glass of the Composition 
l.lNa(zO + 0.9CaO ■+■ GSiOa. 
After English. 


at 800°, 700° and 600°. Curve D in this figure shows the change in 
annealing temperatiu'e with B 2 O 8 content. It was suggested by English 
that such curves may indicate the formation of a compound, unstable at 
high temperatures, but present to a large degree at lower temperatures. 
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A group of four-component glasses was obtained by replacing 
CaO by MgO or AI2O3 in one of the N 20 -Ca 0 -Si 02 glasses. The mag¬ 
nesia glasses were obtained from the glass 1.2 Na 20 , 0.8 CaO^ 6 Si 02 by 
stepwise molecular substitution of MgO for CaO. The compositions of 


Table V. 3 —Modifications of Viscosity Caused by Substitution 
Ajtcr Eti(;lish 

Replacement of 1400® 1300® 1200® 1100® 1000® 900® 

l%Na20by l^oSiOa +0.040 + 0.052 + 0.072 + 0.083 + 0.101 +0.120 

1% NaoO by 1% CaO +0.080 + 0.070 + 0.062 + 0.056 + 0.052 + 0.048 9% CaO 

l%M>^Obvl%CaO +0.097 +0.052 +0.000 +0.022 +0.007 -0.052 1.5% MgO 

1% AbOr, by 1%- CaO -0.034 -0.024 + 0.010 + 0.025 + 0.090 + 0.20 2% AbOa 

the resulting glasses are shown in Table X. 3 . The two three-component 
end members of the series had nearly the same viscosity at each end 
of the temperature range, but at intermediate temperatures the MgO 
glass was the more viscous, whereas the mixed glasses were all less 
viscous. The effect of MgO in reducing viscosity is shown by Fig. V. 16, 
giving, at constant temperature, the log viscosity-composition of the 
mixed glasses. There is a well-marked minimum. 



Figure V. 18. —Change in Log Viscosity, in Poises, with Temperature in Some 
Glasses of Compositions Given in Table V. 4. After Stott, Irvine and Turner. 

The four-component glasses containing alumina were prejiared from 
the glass: 1.1 Na^O, 0.9 CaO, 6 Si 02 , by the replacement of 0 . 1 , 0.2, and 
0.3 molecule of CaO by AI 2 O 3 . The viscosity-temperature curves of 
glasses containing alumina were practically parallel and the glasses set 
less rapidly than the parent soda-lime glass. The effect of substitution 
of alumina for lime is shown in Fig. V. 17, in which it is brought out 

** English, S., /. Soc. Glass Tech,, 9 , 88 (1925). 
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that at 1400^ and at 1200° there was an immediate and continuous 
increase in viscosity on substitution of alumina, but at 1000°, and still 
more at 800°, the viscosity first fell to a minimum, then rapidly 
increased. At the annealing temperature it is probable that the type 
of curve obtained will differ from the preceding ones, because the anneal¬ 
ing temperatures of the glasses containing alumina are practically the 
same, and lower than that of the parent soda-lime glass. 

English deduced from his measurements a series of factors for 
correcting viscosities for slight deviations in composition, and for the 
presence of small amounts of impurities. These factors and their limits 
of applicability are given in Table V. 3. 

The work of Stott, Irvine, and Turner and of Stott, Turner, and 
Sloman covered much the same temperature range as that of English, 
but did not include so extensive a composition range as that of either 
English or Washburn and Shelton. Fig. V. 18 shows the temperature- 
log viscosity curves of a series of glasses, of composition given in 
Table V. 4, and Fig. V. 19 shows the log isokoms at 575° in a portion 


Table V. 4—Compositions of Glasses Used by Stott 


No. 

SiO. 


NaaO 

KaO 

MgO 

CaO 

ZnO 

MnO 

AlaOs 

FeaOa 

9 

52.54 


0.18 

12.10 

0.15 

0.30 


0.16 

0.34 

0.38 (/) 

10 

65.96 


15.74 

5.72 

0.93 

6.04 


0.10 

4.98 

0.78 

11 

67.60 

2.28 

14.24 

0.18 

0.34 

6.24 

5.59 

0.10 

3.40 

0.26 

15 

66.22 


15.46 

3.46 

0.28 

6.40 


0.38 

7.10 

0.48 

16 

66.78 

8.54 

13.38 

0.30 


0.40 


0.36 

9.70 

0.50 

17 

69.82 

4.48 

3.69 

2.06 

0.48 

8.30 



5.34 

0.54 (£) 

18 

66.26 

7.91 

11.66 

0.30 


0.42 

7.30 


5.48 

0.64 

19 

63.26 

20.78* 

9.10 

0.98 

0.27 

0.74 


0.24 

3.44 

0.20 (S) 

20 

70.72 


12.40 

0.30 

0.41 

13.78 


0.16 

1.86 

0.26 

St. 59 

66.66 

0.32* 

15.50 

5.58 

1.08 

6.30 



4.33 

0.23 

St. 7 

66.50 


14.00 

6.72 

0.19 

7.18 


0.05 

5.22 

0.16 

St. 3 

66.78 


11.76 

8.18 

0.38 

7.16 


0.10 

5.22 

0.24 

St. 68 

66.50 

1.09 

15.64 

2.90 

0.40 

6.00 


0.30 

6.85 

0.29 


* By difference. (1) Also contains PbO, 33.82; (;S) Also contains BaO, 548; (5) Also con¬ 
tains Sb 203 , 0.99. 


of the ternary system Na20-Ca0-Si02. These curves differ in shape 
from Washburn’s isokoms at 900°, and it will be of interest to learn 
if the difference is entirely due to the difference in temperature. 

In a later paperusing a method of great sensitivity, results were 
obtained at about 1200°, with glasses which had been held some time 
near to, but below that temperature. '^At temperatures below 1200°, it 
appears that the glass is capable of existing in at least two states, 
resulting in considerable variations in viscosity. The mean viscosity 
in this case is that which would be anticipated from an extrapolation 
of the curve from temperatures above 1200°. In certain circumstances 
it is possible to obtain the glass at temperatures below 1200° in an 


"English, S., /. Soc. Gla»9 Tech,, 10, 82 (1926), 

"Stott, V. H., Turner, D., and Sloman, H. A., /. Soc. OlasB Tech., 9, 207 (1925). 

" Stott, V. H., Turner, D., and Sloman, H. A., Proc. Roy. Soc. {London) A, 112, 499 (1926). 
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unstable state similar to its state at high temperatures. In this case, 
the viscosity-temperature curve is continuous, and of the same precision 
throughout,^' This phenomenon needs further study. 

Gehlhoff and Thomas studied the effect of change in composition 
on viscosity from the annealing range to melting temperatures. The 
glasses used were not analyzed, but compositions were calculated from 
the batch melted. The results were given in curves of too small a 



scale to make possible precise interpolation. In the annealing range 
several methods were employed: (1) determination of the temperature 
at which a glass rod under a load of fixed weight and at a definite rate 
of heating sagged a certain amount; (2) determination of the annealing 
temperature by observing the temperature at which strain disappeared 
in a small rod of glass heated at a uniform rate; (3) determination of 
the temperature of maximum heat absorption by means of a heating 
curve; (4) determination of the temperature at which the temperature 

“Gehlhoff. G., and Thoma.s. M., Z. tech. Physik, 7, 260 (1926). 
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coefficient of electrical conductivity at a given rate of heating under 
went a sudden change. None of these arbitrary points is necessarily a 
measure of viscosity; but merely shows the effect of change o composi 
tion. In the 'Viscous range/' beginning about 100^ above the annealing 
temperature, two methods were employed; (1) determination 
temperature at which a vertically hanging rod of a given size stretched 
under the action of a definite load when heated at a definite rate, (2) 
determination from a heating curve ot the temperature of a second 
absorption of heat, corresponding to a sintering of the powdered glass. 



Figure V. 20. —Viscosity in Poises of Three Glasses at Low Temperatures. After 

Lillie. 


Neither of these methods corresponds to an absolute measurement. At 
higher temperatures the viscosity was determined by a modification 
of the rotating cylinder method. Most of the glasses used were derived 
from 0.18 Na20, 0.82 Si02 by replacement of Si02 by CaO, PbO, MgO, 
ZnO or AI2O3. The conclusions which were drawn are: (1) alkalies 
decrease viscosity more than any other oxide, especially at high tem¬ 
peratures, and Na 20 more than K 2 O; (2) Na 20 -K 20 glasses have a 
minimum viscosity in certain proportions, which minimum is particularly 
noticeable at lower temperatures; (3) MgO and ZnO increase the 
viscosity, especially at lower temperatures; (4) CaO raises viscosity 
more than any other oxide at low temperatures, but at higher tempera¬ 
tures it first decreases, then increases, viscosity; (6) BaO and PbO 
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decrease the viscosity at all temperatures; ( 6 ) addition of B 2 O 3 up to 
15 per cent increases viscosity but further addition diminishes it, the 
effect being much greater at low temperatures; ( 7 ) AI2O3 increases and 
Fe 208 decreases viscosity. In considering these results, it must be 
remembered that they represent variation in composition along arbitrary 
straight lines in three- and four-component systems, and conclusions 
drawn therefrom as to specific effects of any component may be in 
error when extended to variation along some other line. The results 
are probably of less accuracy than tliose of Washburn, English, Stott 
or Lillie. 



Figure V. 21. —^Viscosity in Poises of Three Glasses at High Temperatures. After 

Lillie, 

Lillie has made a thorough study of the change in viscosity with tem¬ 
perature and with time, and his results probably are the most accurate 
in the literature. In his first papers he calibrated his apparatus, of 
the concentric cylinder type, with low-melting liquids whose viscosities 
had been measured by other methods. The results were in good agree¬ 
ment with those obtained by Stott, Irvine and Turner by the falling 
ball method on a glass of similar composition; in fair agreement with 
the results of English, although the curves had slightly different slopes; 
and not in good agreement with the results of Washburn, Shelton and 
Libman. 

"Laiie, H. R., J. Am, Ceram. Sac., 12, 505 and 516 (1929). 
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In a later paper Lillie modified the Margules method to give abso¬ 
lute values (cf. p. 137). Measurements were made on three glasses/'* 
of the following compositions: 



1 

2 

3 


% 

% 

% 

SiOz 

69.73 

71.38 

71.95 

NazO 

20.96 

19.34 

20.77 

KsO 

Trace 

Trace 

0.10 

CaO 

9.05 

8.89 

6.78 

RzOa 

0.18 

0.24 

0.10 


The results obtained by the Margules method for the three glasses 
are shown in Fig. V. 20. At lower viscosities fiber deformation methods 
were used (cf. pp. 138, 161) with the results shown in Fig. V. 21. The 
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Figure V. 22.—Change in Log Viscosity, in Poises, Over a Large Range of Tem¬ 
perature. After Lillie. 

ranges of the measurements by the two methods overlap sufficiently to 
show that the curves obtained are continuous. The complete viscosity 
curve for Glass 1 is in Fig. V. 22. 

Proctor and Douglas®^ also used the rotating cylinder method, and 
found the calibration factor to remain constant over the range from 
10^ to 10® poises. The results for the one glass are reproduced in 
Fig. V. 23; on the same figure are given the composition of the glass, 

“ Lillie, H. R., Phv», Rev,, 3d, 347 (1930). 

LUlie, H. R., J. Am. Ceram. 8oc., 14, 502 (1931). 

Proctor, R, F., and Douglas, R, W., J. 8oc. Glass Tech., 13, 194 (1929). 
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and also the compositions of similar glasses measured by English, by 
Stott and by Washburn. The curve designated “Washburn corrected” 
refers to the results of Washburn discussed above, corrected by assuming 
a constant calibration factor. Proctor and Douglas considered it prob¬ 
able that the change in factor with viscosity found by Washburn, Shel¬ 
ton and Libman was caused by a skin formed over the surface of the 



6 00 700 800 900 1000 1100 1200 1300 1400 1500 

Temperoture, ®C 


Figure V. 23.—Comparison of Curves of Log Viscosity, in Poise.s, Obtained by 
Different Observers. After Proctor and Douglas. 

syrup used in the calibration, which soon was dragged down when the 
cylinder was introduced. 

Babcock used a modified Margules apparatus,* adapted to the 
simultaneous measurement of electrical conductivity. The apparatus 
was calibrated by means of two soda-lime-silica glasses previously 
measured by Lillie; the viscosities of glasses 2BS, 4BS, ILB, and 

Babcock, C. L., /. Am. Ceram. 8oc., 17, 329 (1934). 

*See page 137. 
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Table V. 5 —Viscosities of Glasses Measured by Babcock 



logTl 

“C. 

logTi 

®c. 

logt) 

®C. 

logTI 


log 11 

Glass No. 1 

Glass No. 3 

Glass No. 6 

Glass IBS 

Glass 2BS* 

967 

1.843 

758 

5.098 

731 

6.725 

732 

6.835 

1075 

1.480 

1052 

1.387 

829 

4.417 

747 

6.594 

734 

6.776 

1177 

1.304 

1108 

1240 

880 

3.940 

790 

5.950 

738 

6.738 

1237 

1.207 

1129 

1.086 

1013 

3.144 

880 

4.953 

780 

6.026 

1298 

1.128 

1169 

1.004 

1040 

3.019 

902 

4.794 

813 

5.503 

1346 

1.058 

1176 

0.949 

1160 

2.532 

918 

4.659 

815 

5.524 

1410 

0.985 

1253 

0.785 

1209 

2240 

1013 

3.883 

816 

5.524 



1273 

0.703 

1252 

2.195 

1101 

3.378 

820 

5.348 

Glass 

1360 

0.541 

1288 

2.019 

1196 

2.936 

840 

5.190 

935 

1.742 



1318 

1.940 

1217 

2.807 

895 

4.531 

1041 

1.388 

Glass No. 2 



1337 

2.345 

913 

4.406 

1145 

1.191 

817 

4.190 

Glass No. 4 



980 

3.743 

1225 

1.043 

842 

3.946 

814 

5.163 

Glass No. 7 

1042 

3.345 

1305 

0.894 

915 

3.337 

871 

4.685 

737 

2.282 

1086 

3.043 

1387 

0.851 

946 

3.208 

928 

4.277 

742 

6.917 

1109 

2.988 



973 

2949 

939 

4.143 

747 

6.125 

1112 

3.044 

Glass ll.Ll’" 

997 

2.843 

1050 

3.402 

824 

5.084 

1163 

2.600 

925 

1.449 

loss 

2.387 

1071 

3,3a5 

839 

4.921 

1180 

2.561 

1015 

1.214 

1142 

2.259 

1166 

2.907 

848 

4.800 

1182 

2.521 

1124 

0.956 

1149 

2.115 

1242 

2.481 

950 

3.879 

1197 

2.424 

1220 

0.795 

1257 

1.718 

1280 

2.451 

971 

3.703 

1203 

2.575 

1315 

0.681 

1338 

1.471 

1316 

2.347 

1058 

3.135 

1250 

2.248 

1390 

0.585 

514 

1.347 



1075 

3.065 

1301 

2.008 



524 

1.286 

Glass No, 5 

1162 

2.606 

1337 

1.882 

Glass 2LB* 

540 

1.225 

1168 

3.310 

1263 

2.180 



920 

2.087 

548 

1.163 

1215 

3.099 

1325 

1.959 



1013 

1.778 

558 

1.145 

1220 

3.029 





1115 

1.515 

571 

1.088 

1221 

3.065 





1224 

1.275 

589 

1.020 

1255 

2.912 





1322 

1.131 

611 

0.865 

1262 

2.895 





1394 

0.956 

622 

0.829 

1272 

2.819 







634 

0.804 

1280 

2.819 







651 

0.795 

1317 

2.727 









1376 

2.538 










Compositions of the above glasses 




No. 

SiOa 

BgOa Na^O 

K 2 O 

MgO 

CaO 

ZnO 

PbO 

AlaOa 

1 

47.3 


52.1 






0.3 

2 

60.0 


392 






0.7 

3 

65.4 


34.0 






0.3 

4 

72.9 


26.5 






0.7 

5 

81.0 


18.4 






0.7 

6 

72.6 

1.43 16.0 

0.68 1.7 

6.40 



1.0^* 

7 

70.12 


21.1 

tr. 


8.77 



0.02 

IBS 

67.3 

2.00 14.0 



7.0 

7.0 


2.50 

2BS 

81 

13.00 4.0 






2.0 

4BS 

75 

15.00 5.0 





5.0 


ILB 

65 


7.5 

7.5 




20.0 


2LB 

60 


5.0 

5.0 




30.0 



* Measarements by H. R. Lillie. 
^RaO,. 
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2LB were determined by Lillie. The compositions and the viscosities 
are given in Table V. 5. 

Heidtkamp and Endell measured the viscosities of Na20-Si02 
mixtures by two methods. For viscosities greater than 6 poises, the time 
required for a constant force to pull a platinum ball 1 cm. through the 
liquid was determined, and smaller viscosities were measured by an 
apparatus depending on the damping of the oscillations of a suspended 
platinum ball. Both methods required calibration, for which purpose 
castor oil was used. The results in Table V. 6, which include measure- 

Tabi;e V. 6—Viscosity of Glasses in the System NaaO-SiOa from 1000 to 1500° C. 

After Heidtkamp and Endell 

Weight 
Per Cent 


Si02 

1000<^ 

1050“ 

1100“ 

1150“ 

1200“ 

1250“ 

1300“ 

1350“ 

1400“ 

1450“ 

1500“ 

88« 









1080 

700 

480 

83.8 






1730 

1060 

680 

450 

310 

210 

79.9 


5800 

3100 

1770 

1030 

640 

410 

270 

182 

128 

92 

75.5 




940 

580 

370 

238 

160 

110 

82 

62 

75" 

4600 

2500 

1360 

810 

500 

310 

200 

137 

96 

69 

52 

69.9 

2500 

1330 

730 

440 

270 

170 

112 

77 

55 

39 

29 

65.8 

1490 

820 

470 

285 

179 

113 

77 

52 

38 

28 

21 

65" 

1420 

760 

440 

260 

166 

105 

68 

46 

33 

24 

18 

60.6 

570 

310 

178 

no 

70 

45 

30 

21 

14.6 

10.2 

7.5 

54.4 

190 

106 

63 

40 

25 

16 

10.5 

7.2 

5.0 

3.7 

2.9 

51* 

43 

24 

15.5 

10.2 

7.0 

4.7 






49.8 


19.4 

11.9 

8.0 

5.5 

3.8 






49.2- 


15.1 

9.8 

6.6 

4.7 

3.40 

2.50 

1.90 

1.46 

1.17 

0.96 

48" 

15.1 

9.4 

6.0 

4.2 

3.00 

2.30 






44.6 

6.3 

4.4 

3.20 

2.23 

1.64 

1.25 

1.00 

0.82 

0.67 

0.56 

0.48 

39.1 



0.95 

0.71 

0.55 

0.44 

0.36 

0.30 

0.26 

0.23 

0.20 


indicates composition by synthesis; all others are by analysis. 


ments on technical ^^water glasses,were interpolated at even tempera¬ 
tures from the temperature-viscosity curves; the values for 1500° were 
extrapolated. The compositions given in parenthesis were calculated 
from the batch; the others were determined by analysis and calculated 
to 100 per cent Na20 + Si02. The results were about 40 per cent lower 
than those of Washburn; but the contamination of Washburn^s glasses, 
especially by AI2O3, probably would account largely for the difference. 
There was no evidence of compound fonnation to be obtained from the 
viscosity results. 

The viscosity of Ca0-Si02 melts containing 54.7, 51.0, and 46.0 
per cent Si02 was measured in the temperature range from 1450° to 
1640°, and there was no indication of a minimum of viscosity at the 
composition of wollastonite (CaO*Si02), m. p. 1542°, as found by 
Herty.®® 

Wadleigh measured the viscosity of some optical glasses from 900° 
to 1400° by the rotating cylinder method, Table V. 7. In his apparatus 

** Heidtkamp, Q., and Endell, K., Olastech, Ber., 14, 89 (1036). 

Herty, C. H., Jr., Hartgen, F. A., Heidiah, J. A., Metcalfe, K., NoiTis, F. G., and Royer, 
M. B., Carnegie Jnst. Tech., Coop. Bull., Mining Met. Invest., 47, (1930). 

“Wadleigh, W. H., Bur. Standards /. Research, 11, 65 (1933). 
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the outer cylinder was stationary, and the torque required to rotate the 
inner cylinder was measured. The measurements were made in porce¬ 
lain crucibles, which were slightly attacked. The effect of the resulting 
contamination was studied with a borosilicate glass, using the same 
porcelain (6A) as was used with the other glasses, and a different porce¬ 
lain (6B). The effect of volatilization was studied by making melts in 
platinum (6P). The viscosity results and analyses of the glasses indi¬ 
cated that both sources of error were present. 


Table V. 7—Viscosity of Some Optical Glasses 
After Wadleigh 


Vivscosity in Poinos- 


Ni). 

900” 

1 . 000 “ 

1 , 100 “ 

1 , 200 “ 

1,300“ 

1,400” 

1 

90,000 2,500 

6,600 ± 200 

870 ± 35 

225 7 

87=±= 3 

57 ± 1 

2 

148,000 ± 3,000 

20,200 ± 800 

3,730 =t= 200 

1,030 =±=50 

360 =±=20 

151 =±=4 

.3 

6.600 ± 200 

1,525 ± 35 

460 25 

186 ± 6 

88=±= 3 

47 =±= 1 

4 


2,040 ± 90 

580 ± 20 

216 ± 6 

105 ± 3 

65 ±4 

5 


8,000 275 

1,500 50 

385 ± 15 

140=±= 5 

76 =±=2 

6 A* 


2.720 ± 175 

565=*= 47 

199 =±= 10 

119 =±= 3 

no =±=3 

6 P* 


2,000 ± 10 

560 ± 11 

200 ± 6 

90=±= 2 

60 =±=1 

6 B* 


2,170 ± 175 

560=t 25 

190 =±= 5 

86=±= 2 

51 =±= 1 














SiOa B 0 O 3 

NaoO 

KaO CaO 

ZiiO 

BaO 

PbO 

1 

47.5 4.0 


8.5 

9.5 

30.5 


2 

74 

12.5 

0.2 13.5 




3 

41 

0.5 

6.5 



52.0 

4 

45.5 

3.0 

5.0 



46.5 

5 

45.5 8.0 


8.0 


15.0 

23.5 


* 6A was melted in n porcelain crucible of the same composition as was used for the other melts; 
6B in porcelain of a different composition; 6P in platinum. 


Frank and Spiridonova studied the effect of temperature and of 
salt additions on the viscosity of a borosilicate glass, and Frank made 
similar studies on soda-lime glasses. 

Volarovitch described an apparatus of the Margules type, later 
applied to the measurement of several glasses. Volarovitch and Tol¬ 
stoi worked on the systems NaB 02 -NaP 03 and Na 2 B 407 -B 203 , 
and also measured K 2 Si 03 . In the system NaB 02 -NaP 03 , anomalous 
results were obtained, which were attributed to plasticity. In the sys¬ 
tem Na 2 B 407 -B 203 , the curves showing the change in viscosity with 
composition at constant temperature showed maxima at the compositions 
Na 20 • 3 B 2 O 8 and Na 20 * 4 B 2 O 3 , with a minimum between, corresponding 
to the melting-point curve of Ponomareff,®^ which has been shown to 

w Frank, P. E., and Spiridonova, O. N., /. Opt. and Mech. Ind. (U. 8. 8. R.), 9, « (1034); 
/. Soc. 01088 Tech., 19, Abs. 219 (1035). 

“Frank, P. E., /. Applied Chem. (U. 8. 8. R.), 9, 234 (1936); C. A., 30, 5007 (1936). 

“Volarovitch, M. P., /. Applied Physics (U. 8. &. R.), 1, 185 (1928); /. Soc. Ohm Tech., 
16, Ahs. 367 (1932). 

“Volarovitch, M. P., and Tolatoi, D. M., J. Soc. Glass Tech., 16, 209 (1934). 

«Ponomareff, J. F., Z. anory. Chem., 89, 883 (1914); /. Soc. Glass Tech,, 11, 89 (1927). 
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be incorrect by Morey and Merwin Volarovitch and Tolstoi®® also 
made measurements of the viscosity and the electrical conductivity of 
a soda-lime glass, two slags and a lava. Volarovitch and Leontieva®^ 
measured silica glass by the elongation method. The results, which were 
not concordant, showed a viscosity of 10^® at about 1200°, 10^^ at about 
1300°, 1011 at about 1370°, and lOi® at about 1450°. 

The possible change of viscosity with long heating, suggested as an 
explanation of differences observed by practical glass workers, and of 
supposed differences between batch and cullet melts, was studied by 
English and Turner.®® After a series of determinations had been made 
at temperatures ranging from 1390° to 730°, the temperature was raised 
to 1200° for 20 hours; a further series of measurements was made down 
to 900°; the temperature again was raised to 1200°; and the following 
day another series of determinations was made. No difference was found 
in the viscosity as the result of this treatment. Furthermore, in a large 
number of determinations the glass used was remelted in the apparatus, 
but no difference was noted according as the source of the glass ’was rod, 
tubing, or thick slab. Further experiments at lower temperatures, with 
both soda-lime and lead glasses, showed no variation according to the 
coarseness of the limestone used in the batch, or in the moisture content 
of the batch, although in both cases the glass worker found definite 
differences. 

A study with a similar object was made by Gehlhoff and Thomas.®® 
They found a correlation between changes in viscosity and in composi¬ 
tion sufficient to account for the differences observed between glasses 
held for a long time in the furnace, and other glasses repeatedly heated 
and cooled. There is apparently a hiatus between the experimental 
observations of practical glass workers and the prediction of the glass 
behavior from viscosity measurements, and more work needs to be done, 
under the most carefully controlled conditions. 

The Viscosity of Slags 

Studies have been made on the viscosity of silicate melts of com¬ 
positions resembling some metallurgical slags by Feild,®'^ by Feild and 
Royster,®® by Herty and collaborators,®® and by McCaffery and co-work- 
ers.®® In all these investigations the Margules method of concentric 
cylinders was used, with the container and the inner cylinder both of 

Morey, Q. W., and Merwin, H. E., /. Am. Ckem. 8oc., 58, 2248 (1936). 

Volarovitch, M. P., and Tolstoi, D. M., J. 8oc. Glndu Tech., 20, 54 (1936). 

^ Volarovitch, M. P., and Leontieva, A. A., J. Soc. Olas* Tech., 20, 139 (1936). 

«English, S., and Turner, W. E. S., 7. Soc. Oltus Tech., 13, 70 (1929). 

••Oahlhoff, G., and Thomas, M., Glaetech. Bet., 8, 77 (1030). 

•"Feild, A. L., Bull. Am. Inst. Mining Bngrs., 122, 307-82 (1917). 

••Feild, A. L., and Royster, P. H., U. 8. Bur. Mines Tech. Paper, 187, (1918). 

••McCaffery, R. S., Lorig, C. H., Goff, I. N., Oesterle, J. F., Fritsche, O. O., Am. Inst. Mm- 
ing Met, Engrs., Tech. Pub., 383 (1931). 
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graphite. Uncertainty was thereby introduced, both from the effect of 
reduction of silica by carbon at high temperatures, and from the fact 
that the melts did not wet the cylinders. This introduced a factor not 
considered in the theory of the method, and an uncertainty in calibra¬ 
tion when the calibrating liquid wet the graphite. McCaffery allowed 
for the melt not wetting the graphite by using a rotating spindle of 
square cross-section, but failed to prove that the method was theoreti¬ 
cally or practically sound. 

Feild and Royster studied mixtures in the system Ca 0 -Al 203 -Si 02 , 
and found definite maxima and minima directly coordinated with the 
phase equilibrium diagram. Maxima were found at quintuple points, 
minima at binary eutectics, an effect which has not been confirmed by 
other observers in this or in other systems. They also measured the 
viscosity below their liquidus of melts which crystallize readily, and it 
is possible that reduction of silica by graphite took place. 

Herty and his collaborators did not confirm the results of Feild, 
especially in the correlation between the viscosity and the melting point. 
They stated: ^The presence of eutectics has no effect on viscosity.^’ They, 
however, did find a minimum at the composition CaSiO^ in the binary 
system Ca0-Si02. Heidtkamp and Endell (cf. p. 165) from a care¬ 
ful study of viscosity of melts containing from 46 to 54.7 per cent Si02, 
in the temperature range from 1450° to 1640°, found the curves to be 
smooth, with no indication of the sharp breaks found by Herty. It is 
probable that the whole subject of slag viscosity needs critical revision. 

There is, however, a very large body of data accumulated on the 
quaternary system Ca 0 -Mg 0 -Al 203 -Si 02 , which is presented in 
the report by McCaffery and co-workers, in the form of numerous dia¬ 
grams showing the change of viscosity with composition at constant 
temperatures. The results have little resemblance to those of Feild, and 
there is no correlation between the viscosity and the phase equilibrium 
diagram. The effect of magnesia in reducing the viscosity of slags is 
especially noteworthy. 

The Viscosity of Melted Minerals 

Several observers have made measurements of the viscosity of silicate 
mixtures having the composition of minerals. Doelter and Sirk found 
the viscosity of an impure artificial diopside at 1300° was 33 poises; at 
1280°, 106 poises. Bowen from the rate of sinking of olivene crys¬ 
tals, estimated the viscosity of a mixture 30 per cent CaSiOs, 70 per cent 
MgSiOs at 1450° to be four poises. McCaffery and his co-workers gave 
for the viscosity of wollastonite (CaSiOa) at 1650°, 2.38 poises; at 1600°, 
2.40 poises; at 1550°, 2.73 poises; of anorthite (CaO • AI 2 O 3 . 2 Si 02 ) at 

w Doelter, C., and Sirk, H., Sitgher. Akad. Wi$8. Wien, 120, 1 (1911); MonaUh., 32, 643 (1911). 

« Bowen, N. L., Am. J. 8ci., 39, 175 (1915). 
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1600°, 25 poises; at 1550°, 38 poises; at 1500°, 60.4 poises; at 1450°, 
111 poises; of diopside (CaMg(Si 03 ) 2 ) at 1600°, 12 poises; at 1550°, 
1.4 poises; at 1500°, 1.85 poises; at 1450°, 3.8 poises; at 1400°, 26 poises. 

Kani measured the viscosity by the Margules method of basalt 
and nepheline basalt. He observed that crystallization took place 
promptly when the temperature was lowered below a certain value for 
each rock. The failure to observe this crystallization is a puzzling 
feature of many studies of silicate melts which arc known to crystallize 
readily. Kozu and Kani made measurements of melts in the system 
diopside-albite-anorthite. They found the viscosity of diopside at 1400° 
to be 80 poises; of anorthite at 1555°, 106.9 poises. 

The alkali feldspars have a viscosity of a different order of magni¬ 
tude. Bowen estimated the viscosity of melted albite (Na^O • AI 2 O 3 
• 6 Si 02 ) at 1150° to be 10 ® poises; at 1400°, 4 X 10 ^ poises; and of melted 
orthoclase (K 2 O • AI 2 O 3 * 6 Si 02 ) to be 10® at 1250°. Kani found the 
log viscosity of orthoclase to be 7.0094 at 1400°, 6.6025 at 1450°; of 
albite, 6.0400 at 1300°, 5.6381 at 1350°, 5.2493 at 1400°, 5.0752 at 
1425°. At 1400° mixtures of orthoclase and albite had the following 
log viscosities: 20 per cent Ab, 6.2264; 40 per cent Ab, 5.8826; 60 per cent 
Ab, 5.8046; 80 per cent Ab, 5.6576. 

Deformation and Transformation Temperatures 

In discussing the thermal behavior of glass, the melting point, a 
characteristic temperature of crystalline substance, is not available, and 
various empirically defined temperatures, particular points on the vis¬ 
cosity-temperature curves, have been proposed to replace this important 
constant. To this class belong the deformation temperature, the cohesion 
point, the softening point and fiow temperatures, as defined by various 
authors. The ^^annealing temperature,^^ to be discussed in the next chap¬ 
ter, as well as the “transition point,” the “lower critical point,” the 
“upper critical point,” etc., defined from the shape of the curve of ther¬ 
mal expansion, are temperatures at which the glass, sometimes with a 
given thermal history, has a characteristic viscosity. 

The “deformation temperature” was defined by Weidert and Berndt 
as the temperature at which the first deformation can be detected in a 
polished face of a 25-mm. cube, with one diagonal vertical, embedded in 
kieselguhr. A number of deformation temperatures so obtained are 
in Table V. 8 . 

The “cohesion temperature” was defined by Zschimmer as the tem- 

WKani, K., Proc. Imp. Acad. (Tokyo), 10, 20 and 79 (1934). 

■^Kazu, S.. and Kani, K., Proc. Imp. Acad. (Tokyo), 11, 383 (1935). 

Bowen, N. L., Trans. Am. Geophys. Union, IBth Ann. Meeting, Pt. I, 249>255 (1934). 

“^Kani, K., Proc. Imp. Acad. (Tokyo), 11, 334 (1935). 

Weidert, F., and Bcmdt, G., Z. tech. Physik, 1, 121 (1020). 

ZBohimmer, E., 8Uikat~Z., 2, 129 (1914). 
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graphite. Uncertainty was thereby introduced, both from the effect of 
reduction of silica by carbon at high temperatures, and from the fact 
that the melts did not wet the cylinders. This introduced a factor not 
considered in the theory of the method, and an uncertainty in calibra¬ 
tion when the calibrating liquid wet the graphite. McCaffery allowed 
for the melt not wetting the graphite by using a rotating spindle of 
square cross-section, but failed to prove that the method was theoreti¬ 
cally or practically sound. 

Feild and Royster studied mixtures in the system Ca 0 -Al 203 -Si 02 , 
and found definite maxima and minima directly coordinated with the 
phase equilibrium diagram. Maxima were found at quintuple points, 
minima at binary eutectics, an effect which has not been confirmed by 
other observers in this or in other systems. They also measured the 
viscosity below their liquidus of melts which crystallize readily, and it 
is possible that reduction of silica by graphite took place. 

Herty and his collaborators did not confirm the results of Feild, 
especially in the correlation between the viscosity and the melting point. 
They stated: “The presence of eutectics has no effect on viscosity.” They, 
however, did find a minimum at the composition CaSiO^ in the binary 
system Ca0-Si02. Heidtkamp and Endell (cf. p. 165) from a care¬ 
ful study of viscosity of melts containing from 46 to 54.7 per cent Si02, 
in the temperature range from 1450° to 1640°, found the curves to be 
smooth, with no indication of the sharp breaks found by Herty. It is 
probable that the whole subject of slag viscosity needs critical revision. 

There is, however, a very large body of data accumulated on the 
quaternary system Ca 0 -Mg 0 -Al 20 a-Si 02 , which is presented in 
the report by McCaffery and co-workers, in the form of numerous dia¬ 
grams showing the change of viscosity with composition at constant 
temperatures. The results have little resemblance to those of Feild, and 
there is no correlation between the viscosity and the phase equilibrium 
diagram. The effect of magnesia in reducing the viscosity of slags is 
especially noteworthy. 

The Viscosity of Melted Minerals 

Several observers have made measurements of the viscosity of silicate 
mixtures having the composition of minerals. Doelter and Sirk found 
the viscosity of an impure artificial diopside at 1300° was 33 poises; at 
1280°, 106 poises. Bowen from the rate of sinking of olivene crys¬ 
tals, estimated the viscosity of a mixture 30 per cent CaSiOa, 70 per cent 
MgSiOs at 1450° to be four poises. McCaffery and his co-workers gave 
for the viscosity of wollastonite (CaSiOa) at 1650°, 2.38 poises; at 1600°, 
2.40 poises; at 1550°, 2.73 poises; of anorthite (CaO ■ AI 2 O 3 . 2 Si 02 ) at 

»Doelter, C., and Sirk, H., Sittber. Akad, Wise. Wien, 120, 1 (1911); MonaUh., 32, 648 (1911). 

« Bowen, N. L., Am, J. 8ci„ 39, 175 (1916). 
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1600°, 25 poises; at 1550°, 38 poises; at 1500°, 60.4 poises; at 1450°, 
111 poises; of diopside (CaMg( 8103 ) 2 ) at 1600°, 12 poises; at 1550°, 
1.4 poises; at 1500°, 1.85 poises; at 1450°, 3.8 poises; at 1400°, 26 poises. 

Kani measured the viscosity by the Margules method of basalt 
and nepheline basalt. He observed that crystallization took place 
promptly when the temperature was lowered below a certain value for 
each rock. The failure to observe this crystallization is a puzzling 
feature of many studies of silicate melts which arc known to crystallize 
readily. Kozu and Kani made measurements of melts in the system 
diopside-albite-anorthite. They found the viscosity of diopside at 1400° 
to be 80 poises; of anorthite at 1555°, 106.9 poises. 

The alkali feldspars have a viscosity of a different order of magni¬ 
tude. Bowen estimated the viscosity of melted albite (NaoO • AI 2 O 3 
• 68102 ) at 1150° to be 10 ® poises; at 1400°, 4 X 10 ^ poises; and of melted 
orthoclase (K 2 O • AI 2 O 3 • 6 Si 02 ) to be 10® at 1250°. Kani found the 
log viscosity of orthoclase to be 7.0094 at 1400°, 6.6025 at 1450°; of 
albite, 6.0400 at 1300°, 5.6381 at 1350°, 5.2493 at 1400°, 5.0752 at 
1425°. At 1400° mixtures of orthoclase and albite had the following 
log viscosities: 20 per cent Ab, 6.2264; 40 per cent Ab, 5.8826; 60 per cent 
Ab, 5,8046; 80 per cent Ab, 5.6576. 

Deformation and Transformation Temperatures 

In discussing the thermal behavior of glass, the melting point, a 
characteristic temperature of crystalline substance, is not available, and 
various empirically defined temperatures, particular points on the vis¬ 
cosity-temperature curves, have been proposed to replace this important 
constant. To this class belong the deformation temperature, the cohesion 
point, the softening point and flow temperatures, as defined by various 
authors. The “annealing temperature,’' to be discussed in the next chap¬ 
ter, as well as the “transition point,” the “lower critical point,” the 
“upper critical point,” etc., defined from the shape of the curve of ther¬ 
mal expansion, are temperatures at which the glass, sometimes with a 
given thermal history, has a characteristic viscosity. 

The “deformation temperature” was defined by Weidert and Berndt 
as the temperature at which the first deformation can be detected in a 
polished face of a 25-mm. cube, with one diagonal vertical, embedded in 
kieselguhr. A number of deformation temperatures so obtained are 
in Table V. 8 . 

The “cohesion temperature” was defined by Zschimmer as the tern- 

™ Kani, K., Proc. Imp. Acad. (Tokyo), 10, 29 and 79 (1934). 

tsKoku, S., and Kani, K., Proc. Imp. Acad. (Tokyo), 11, 383 (1935). 

Bowen, N. L., Trans. Am. Geophys. Union, 15th Ann. Meeting, Pt. I, 249-255 (1934). 

75Kani, K., Proc. Imp. Acad. (Tokyo), 11, 334 (1935). 

TO Weidert, F., and Bcmdt, G., Z. tech. Physik, 1, 121 (1920). 

77 Zschimmer, E., Silikat-Z., 2, 129 (1914). 
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perature at which two polished flat discs of the same kind of glass, placed 
in optical contact, will coalesce in a given time. The influence of time 
on the cohesion temperature is shown in Table V. 9; and the cohesion 


Table V. 8 —Annealing, Deformation, Cohesion, Softening and Flow Temperatures 
of Some Glasses of Table III. 4 



Annealing 

Defonnation 

Cohesion 

Softening 

,-Flow 

temperatures (e)- 

fl hr. 

No. 

(o) 

(6) 

(c) 

(d) 

30 min. 

2 hr. 

1 


570 

603 

648 


815 


4 





8M 

815 

755 

8 

495 

^5 

5^ 

565 

810 

795 

780 

20 



505 

498 

740 

725 

685 

22 



632 

640 


... 

... 

27 



632 

639 

910 

885 

860 

28 



484 

499 




29 


590 

632 

642 

845 

m 

785 

32 

585 

645 

694 

681 

845 

830 

795 

35 


650 

674 

735 

870 

835 

820 

34 

565 

645 

686 

681 

840 

815 

800 

36 

410 

460 

486 

490 

730 

695 

680 

38 


585 

547 

595 

780 

730 

685 

40 

390 

430 

493 

491 

660 

645 

630 

42 



465 

473 




44 

... 


457 

469 

... 




(a) After Weideit and BerntH. 
(h) After Weidert and Berndt. 

(c) After Zschimnier. 

(d) After Zschimmer. 

(c) After Weidert and Berndt. 


temperatures determined by Zschimmer are in Table V. 8. He adopted 
a time of 30 minutes as standard, and gave the following as limits for 
the different glass types: 


Cohesion Temperatures of Several Glass Tyi-tes 


Flints .. 450" - 600" 

Silicate crowns . 300® - 550® 

Borosilicate crowns . 350®-600° 

Barium flints . 600®-650® 

Barium crowns . 600® - 700® 


The “flow temperature’’ of Weidert and Berndt was an attempt to 
determine the temperature at which “the surface forces counterbalance 
the viscous forces.” It was obtained by holding at various temperatures 


Table V. 9—Change in Cohesion Temperature on Continued Heating 
After Zschimmer 

^ -Minutes-,-Hours-^ 

Time 1 20 60 100 3 14 24 

Cohesion Temperature (° C.) 61U 684.7 574D 666.8 663.7 663.0 640.0 


for a given time a 25-mm. cube of glass embedded in kieselguhr with 
one diagonal vertical, and by noting when the cube had deformed to 
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such an extent that the upper corner could not be detected. The results 
for a number of glasses with three durations of heating are in Table V. 8. 

The softening temperature has been defined in different ways. 
Zschimmer and Schulz measured the birefringence resulting from sud¬ 
den cooling of blocks of glass, usually about 4 X 4 X 24 mm., and 
expressed the relation between the stress S and the temperature t from 
which the glass was cooled by the equation 

ito-t) us-5o) = 

where C, So, and are constants determined experimentally. The con¬ 
stant to is called the “softening temperature.^' Softening temperatures 
so determined are given in Table V. 8. 

Littleton defined the softening temperature as that at which a 
thread of glass, 9 inches (22.9 mm.) long and 0.6 mm. in diameter 
lengthens under its own weight at the rate of one mm. per minute when 
heated in an electric furnace throughout its upper 9.5 cm. of length. 
Lillie (cf. p. 162) found that the viscosity at the softening point so 
defined was 4.5 X poises. 

Parmelee and Badger®® measured the softening temperatures of a 
series of glasses containing 17.4 per cent Na20, 10.1 per cent CaO, and 
from 72.5 to 62.5 per cent Si02, 0 to 10 per cent AI2O3. The measure¬ 
ments were made with an interferometer apparatus, and the softening 
temperatures obtained represented the temperatures at which the inter¬ 
ferometer plate (weight about 7 grams) began to deform the three sup¬ 
porting glass pyramids (altitude about 3 mm.). The temperature could 
be determined within ±2°. The results were represented within the 
experimental error by the equation 

^ = 582 + 3.2 p, 

in which t is the softening temperature, and p is the weight per cent 
alumina. 

Another definition of softening point was included in the following 
joint recommendation of the Technical Committees of the Deutsche 
Glastechnische Gesellschaft and of the Society of Glass Technology: 
“It is agreed that the symbol Tg shall replace all other conventions to 
denote the transformation temperature of a glass. The maximum point 
reached on the complete thermal expansion curve for the glass, namely, 
the point normally corresponding with its softening temperature, shall 
be denoted by the symbol Mg, and that this symbol shall replace any 
other convention hitherto in use." 

This definition of softening temperature corresponds to a viscosity 

Zschimmer, E., and Schulz, H., Ann. Physik, 42, 845 (1913). 

™ Littleton, J. T., /. Am. Ceram. Soe., 10, 259 (1927). 

»Parmelee, C. W., and Badger, A. B., Ola$9 Ind., 17, 85 (1936). 

«/. Soc. Olasa Tech., Proc., 14, 159 (1980). 
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of 10^^ to 10^^ poises, and does not correspond to the usual conception 
of softening as well as does that of Littleton. It does correspond to the 
viscosity of the extreme upper limit of the annealing range, and has also 
been called the ^^incipicnt softening point,” the “upper annealing tem¬ 
perature,” denoted by A, and the “upper critical point,” designated by C#. 
The temperature obtained depends on the thermal history of the glass, 
and the arbitrary procedure must be followed carefully to obtain con¬ 
cordant results. Littleton^s definition leads to more concordant values 
of the measured softening temperature. 

The “transformation temperature,” Tg^ is discussed under the coeffi¬ 
cient of expansion (p. 267), It corresponds to a viscosity of from 10^'^ 
to 10^^ poises, depending on the definition and on the method of measure¬ 
ment. It has been called the “lower critical point C.” 



Chapter VI 

The Annealing of Glass 

The annealing of glass is a problem of great practical importance, 
concerning which there is an extensive literature. When glass is cooled 
without special heat treatment, it is usually in an unequally strained 
condition which may be harmful because of an increased tendency to 
breakage, although the effect becomes important only when the strain 
is great. For most ware wdiat is known as “fine annealing^^ is neither 
necessary nor desirable; and for some uses strain is deliberately intro¬ 
duced, in controlled amount and distribution, to decrease the danger 
of breakage. Optical glass, however, requires the highest type of anneal¬ 
ing, and it is in connection with the manufacture of optical glass that 
the study of annealing has received most attention. 

Detection and Measurement of Strain 

Strain in glass is detected by its effect on polarized light, an effect 
which is similar to that of a birefracting crystal. This was discovered in 
1813 by Brewster, who found that a glass plate under load behaved as a 
uniaxial negative crystal, in which the direction of application of the 
load was the optic axis; and that the birefringence as measured by the 
path difference between the two plane-polarized light waves formed on 
traversing the strained block, was proportional to the strain. The 
birefringence thus serves as a direct measure of the strain, but the rela¬ 
tion between stress and strain, the “stress-optical * coefficient,^^ depends 
on the composition of the glass. 

Numerous polariscopes for the detection and measurement of strain 
have been described. For accurate measurement of strain, either a 
Babinet compensator or the more sensitive bi-quartz wedge described 
by Wright,^ should be used. As a rule the glass samples tested are 
sufficiently transparent to permit the passage of enough visible light for 
one to detect the presence of excessive strain, but direct examination is 
not possible with translucent or semi-opaque glasses. They can be 
examined by the method devised by Littleton,^ and used by Mendenhall, 
Ingersoll, and Johnson,^ in which either infrared or ultraviolet radiation 

* Cf. the discussion on p. 429. 

1 Wright, F. E., /. Wmh. Acad. Sci, 4, 694 (1914). 

a Littleton, J. T., U. S. Patent 1,681,991 (1928). 

* Mendenhall, C. E., Ingersoll, L. R., and Johnson, N. H., /. Optical Soc. Am., 15, 285 (1927). 
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is used. The method, which is not affected by roughness or irregulari¬ 
ties in the surface, may be applied by means of a photo-cell. 

The quantity measured is a difference in refractive index, 8, for the 
light waves vibrating parallel with and normal to the axis, for the total 
length of path, 1. For unit length of path the birefringence tie — 

= An/h This difference is usually expressed in millimicrons, m/x; 

1 mfi = 10 ® rnm. For optical glass a birefringence of 5 m^a per cm. path 
is regarded as satisfactory annealing.'* Adams and Williamson proposed 
50 m/u per cm. as a desirable upper limit for plate glass. Twyman ® pro¬ 
posed that the limit of allowable stress in commercial glass be 1/20 the 
breaking stress, which would correspond to about 100 m/< per cm. When 
it is desired to express the strain in terms of stress units, a knowledge 
of the stress-optical coefficient is necessary. For most glasses a load of 
1 kg. per cm.^ produces a birefringence of about 3 X lO'*^. A “strain’^ 

of 30 m/ii per cm. corresponds to 30 X 10"V3 X 10or 100 kg. cm.^, 

or about 1400 pounds per square inch. 

The Development of Strain in Glass 

Experience has shown that to prevent strain, exact control of tem¬ 
perature is important only during a short interval, the “annealing range.” 
Above the upper part of the annealing range, the glass is so fluid that 
it yields practically instantaneously to stress, and a strain cannot per¬ 
sist. This upper limit is capable of precise practical definition and deter¬ 
mination. The lower limit of the annealing range is more indefinite, as 
the factors of time and dimensions are of such importance that definition 
is not possible without consideration of their influence. Nevertheless, 
the lower limit of the annealing range, called the “strain point” by 
Littleton, is that temperature from which a piece of glass can be quickly 
cooled without introducing permanent strain. A discussion of the man¬ 
ner in which strain is developed in glass will be instructive. 

Suppose that a flat plate or slab of glass, long enough so that end- 
effects may be neglected, originally free from strain, and at a uniform 
and comparatively low temperature, is heated on both faces, that is, 
on the two surfaces normal to the shortest dimensions of the piece. 
The outside layers become hotter and tend to expand more than the 
inner layers; that is, the surfaces of the slab are not free to expand the 
normal amount and will therefore be under longitudinal compression 
in all directions parallel to the surface of the slab. At the same time 
the innermost layers will be stretched by the outer layers and will be 
under tension. The longitudinal stress changes continuously from a com¬ 
pression at the surface to a tension at the middle, necessarily passing 
through an intermediate zone of zero stress. If the heating be con- 

< Wright, F. E., “The Manufacture of Optical Glaiw and of Optical Systems/' U. S. Ord¬ 
nance Dept., Document No. 2037, Govt Printing Office, Washington, 1921. 

»Twyman, F., /. 8oe. Glass Tech., 1, 61 (1917). 
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tinued until the temperature of the slab again becomes uniform at some 
temperature well below the annealing range, the stresses caused by the 
temperature gradient will have disappeared with that gradient. Such 
stresses may be called temporary, since they continue only so long as 
the temperature gradient is maintained. 

If the sample of glass, of uniform temperature and free from stress, 
is cooled from the same original condition, temporary stresses will be 
developed of sign opposite to those resulting from heating; that is, ten¬ 
sion in the surface and compression in the middle zone. In general, a 
temperature gradient established by heating will produce longitudinal 
compression in the outer layers, and a temperature gradient established 
by cooling will produce longitudinal tension in the outer layers. 

Conversely, if a temperature gradient exists in a slab of glass which 
is free from stress, the removal of tlie temperature gradient will cause 
stresses equal and opposite in sign to those which would be produced by 
the establishment of the same temperature gradient in a slab free from 
stress. If the gradient is from a cooler surface to a warmer interior, 
that is, a gradient established by cooling, the removal of the gradient 
will produce longitudinal compression in the surface layers, tension in 
the interior. Such stresses can be permanently removed only by an 
annealing process, and are called permanent stresses, 
low temperatures, at which the relation of stress to strain is that of an 

The preceding discussion has been limited to glass at comparatively 
elastic body. At higher temperatures, the stresses may be gradually 
relieved, by flow or internal displacement, at a rate which is dependent 
on the viscosity. At still higher temperatures the stresses may be so 
evanescent as to escape detection. Suppose that a block of glass is 
cooled from a temperature at which it yields practically instantaneously 
to stress, and hence at which temporary stresses are evanescent, and 
that the rate of cooling of the surface is held constant. Then the tem¬ 
perature distribution within the glass will quickly adjust itself to a para¬ 
bolic curve, but the establishment of the temperature gradient will not 
produce any temporary stress because the glass is too fluid to support 
stress. Let the glass, free from stress but containing a temperature 
gradient, continue to cool at a rate such that the temperature gradient 
remains practically constant, until at some low temperature the cooling 
is stopped and the temperature throughout the block becomes uniform. 
The removal of the temperature gradient will then produce permanent 
stress, consisting of compression at the surface, tension in the middle. 
This experiment, performed by Adams and Williamson, demonstrated 
that the strain was produced at low temperatures. 

If the cooling had been started at some intermediate temperature, 
such that the establishment of the temperature gradient produced a tem¬ 
porary stress which was only in part released, and the cooling had been 
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continued as before, the slab of glass would contain both a temperature 
gradient and a part of the stress resulting from the establishment of the 
gradient. Since the gradient was produced by cooling, the stresses would 
consist of a tension at the surface, and a compression at the middle. 
Then when the temperature gradient was removed, part of the resulting 
compression at the surface would be neutralized by the tension already 
present, and the permanent stress in the glass would be less than in the 
preceding case. It has already been shown that if the temperature 
gradient were established at a temperature at which none of the tem¬ 
porary stress was lost, no permanent strain would result. 

From the above reasoning it follows that the stresses in poorly 
annealed glasses are due to the removal of the temperature gradient at 
low temperatures, and that the amount of permanent strain is the dif¬ 
ference between that caused by the removal of the temperature gradient, 
which produces a compression on the surface, and the temporary strain 
carried down from high temperature, which is a tension in the surface 
layers. In other words, the permanent stress is equal and opposite in 
sign to the stress lost in cooling. 

Adams and Williamson gave a mathematical discussion of the tem¬ 
perature distribution and stresses, and the resulting birefringence, as the 
result of thermal gradients developed by sudden heating or cooling of 
glass. This discussion is reproduced in Chapter XIV in connection with 
the thermal endurance of glass. 

The Removal of Strain from Glass 

Strain is removed from glass by an annealing process which is 
designed to remove most or all of the strain at some constant tempera¬ 
ture and to cool the glass under such conditions that the product retains 
no more than a predetermined amount. The rate at which strain is 
removed from glass has been the subject of several studies, which 
appeared to lead to puzzling conclusions ® until the recent work of Lillie 
reconciled the apparent anomalies. 

The rate of removal of strain was discussed by Maxwell,® who wrote: 

. .The phenomena of viscosity in all bodies may be described, inde¬ 
pendently of hypothesis, as follows: 

‘'A distortion or strain of some kind, which we may call S, is pro¬ 
duced in the body by displacement. A state of stress or elastic force 
which we may call F is thus excited. The relation between the stress 
and the strain may be written F = J5S, where E is the coefficient of 

•Preston, F. W., Glass Ind., 15, 57 (1»34). Littleton, J. T.. Ind, Eng. Chem., 25, 748 (1933). 
Bailey, J., and Sharp, D. E., /. Am. Ceram. Soc., 16, 867 (1938). 

T Lillie, H. R., /. Am. Ceram. Soc., 19, 46 (1936). 

•“The Scientific Papers of J. C. Maxwell,” edited by W. D. Niven, 2, 30, Cambridge Univ. 
Firest, 1890. 
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elasticity for that particular kind of strain. In a solid body free from 
viscosity^ F will remain = ESj and 

dt dt 

If, however, the body is viscous, F will not remain constant, but will 
tend to disappear at a rate depending on the value of F and on the 
nature of the body. If we suppose this rate proportional to F, the 
equation may be written 

dt’^^ dt T 

which will indicate the actual phenomena in an empirical manner. 
For if >S be constant, 


F^^ESe ^ 

shewing that F gradually disappears, so that if the body is left to 
itself it gradually loses any internal stress, and the pressures are 
finally distributed as in a fluid at rest. 

If dS/dt is constant, that is, if there is a steady motion of the 
body which continually increases the displacement, 

t 

F^ET{dSldt)-^Ci'^ 

shewing that F tends to a constant value depending on the rate of 
displacement. The quantity ETy by which the rate of displacement 
must be multiplied to get the force, may be called the coefficient of 
viscosity. It is the product of a coefficient of elasticity, E, and a 
time r, which may be called the Time of relaxation’ of the elastic 
force. In mobile fluids T is a very small fraction of a second, and E 
is not easily determined experimentally. In viscous solids T may be 
several hours or days, and then E is easily measured. It is possible 
that in some bodies T may be a function of F. . . . ” 

Twyman ® stated that experiments showed that the rate at which the 
stress tends to disappear depends on the stress, as assumed by Maxwell; 
but he gave no evidence. Adams and Williamson,® in a study which laid 
the basis for the modern methods of annealing, found that the equations 
deduced by Maxwell did not fit the experimental facts. If the rate of 
release of strain were proportional to the amount of strain present, 
then the stress should decrease exponentially with time, and the experi¬ 
mental results should yield a straight line when log F is plotted against 
time. Such was not the case. Several other methods of plotting were 

•Adams, L. H., and Williamson, E. D., J. Franklin ln»t., 190, 597 and 835 (1920). 
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tried, and it was found that the experimental results were fitted by the 
empirical formula 


in which 8 is the quantity actually measured, the birefringence of the 
path of length, L The birefringence is related to the stress which pro¬ 
duces it, F, by the equation 8 = BFl^ in which the constant of propor¬ 
tionality, Bf is the stress-optical coefficient, discussed on page 428. 

Introducing stress units, (1) becomes 

j-J-AB., ( 2 ) 

in whicli Fq is the stress at the time t ~ 0, and A = A'l. Equation (2) 
is an integral of the differential equation 

~dF 

-^-AHF (3) 

indicating that the rate of release of stress is proportional to the square 
of the stress, not to the first power, as assumed by Maxwell. The quan¬ 
tity A is the annealing constant, as defined by Adams and Williamson. 

That equation (1) expresses the observed change of birefringence 
with time has been confirmed by several observers, including Hampton,^® 
Morey,and Lillie.'^ Lillie annealed a sample of glass at 453° for seven 
days. His measurements are well represented by the straight line in 
Fig. VI. 2. 

Equation (1) was obtained empirically by Adams and Williamson 
as the best method of representing their experimental results, and as 
such it contains no assumptions. Preston^^ subsequently derived it by 
dimensional analysis on the assumption that the rate of release of stress 
is a function of the stress, F, and the viscosity, rj. The differential equa¬ 
tion obtained was 




di 


in which C is a dimensionless constant. If the rate of release of strain 
is a function also of one of the elastic constants, say, the modulus of 
rigidity, J?, it follows that 


-dF F^ /F\ 
dt " ij ^ U/ 


It is diflScult to give a physical interpretation of the unusual result 
that the rate of release of strain is dependent on the square of the stress. 

Hampton, W. M., Trans. Optiad 8oc. (London) t 26, 14 (1924-5); /. 8oe. Chem. Ind., 44B, 
207 (1925). 

^ Morey, G. W., and Warren, B. E,, Ind. Eng. Chom., 27, 966 (1985). 

^Preston, F. W., Trans. Optical Soc. (London), 26, 270 (1924-5); Chemistry dt Industry, 45B, 
89 (1926). 
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Equation (1) gives an excellent representation of the experimental results 
at temperatures at which the stress is relieved in a few hours or days, 
but it does not necessarily follow that it can represent experiments made 
under other conditions. This was recognized by Adams and William¬ 
son, who wrote: . The fact was not disregarded that this is only 

an empirical equation, and like any other empirical equation is not to 
be relied upon for expressing the behavior of glass at temperatures far 
removed from those at which measurements were made. In order to 
determine the character of the agreement at much lower temperatures, 
a set of readings was taken with the light flint glass at about 300°, which 
is 85° below the lowest temperature at which the previous measure- 



Figure VI. 1. —Annealing Curve, Reciprocal of Strain Birefringence against Time, 
of Pyrex Chemical Resistant Glass. After Morey and Warren. 

ments were made. The glass anneals very slowly at this temperature, 
and after three weeks nearly half the original strain remained. Unfor¬ 
tunately, the curve representing the points where 1/B is plotted against t 
does not, in this case, prove to be a straight line, but is much curved 
at the beginning. We must conclude, therefore, that at the very low 
temperatures and for the initial part of the release of internal stress, 
formula* (1) fails to represent the relation between stress and time. 
Nevertheless, we believe that within the temperature range which is of 

♦Formula (7), in the notation of Adams and Williamson. 
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the greatest practical importance, and except for the first part of the 
stress to be relieved, the above-mentioned formula gives a useful and 
suflSciently accurate representation of the facts.’’ 

Morey confirmed the above remarks in a study of the annealing 
of a sample of Pyrex chemical resistant glass at 430°, extending over 
a period of more than two years. The results obtained are shown in 
Fig, VI. 1. The initial curved part extended over a period of about 
six weeks, after which the change in birefringence with time is repre¬ 
sented by the straight line, within experimental error. 



Figure VI. 2. —Annealing Curve, Reciprocal of Strain Birefringence against Time, 
of a Glass at 453° C. After Lillie. 

Bailey and Sharp studied the rate of release of stress under 
mechanical loading, as opposed to the release of the balanced system 
of internal stresses resulting from too rapid cooling, and found the Adams 
and Williamson formula to be in conflict with certain experiments. The 
release of mechanical stress became progressively slower with repeated 
loading, the bending stress always had a linear distribution, and no 
residual stress was observed on removing the load completely, all of 
which effects are in conflict with the conclusion that the rate of stress 
release is proportional to the square of the stress. They also found that 
the stress-optical coefficient did not change. 

The difficulties enumerated above in the theory and application of 
the equation of Adams and Williamson, together with the fact that it 
gives the only satisfactory representation of the rate of release of strain 
under the experimental conditions for which it was derived, led Little¬ 
ton to suggest that there were two processes taking place’^ simul- 

Morey, G. W., and Warren, B. E., Ind. Eng, Chem., 27, %6, 968 (1985). 

Bailey, J., and Sharp, D. E., /. Xw. Ceram. 8oc., 16, 367 (1933). 

«Littleton, J. T., J. Am. Ceram. Soc., 17, 43 (1934). 
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taneously; a release of strain and a change in viscosity, with a rela¬ 
tionship between the two processes which would give an expression 
dimensionally correct, and in harmony with the square law. Lillie 
had previously shown that in the annealing range the viscosity changes 
with time, at a rate decreasing with increasing viscosity; and that the 
same, and presumably equilibrium, viscosity would be reached irre¬ 
spective of the thermal history of the sample. Littleton showed that 
when the ratio of the logarithm of the stress to the coeval viscosity is 
plotted against the rate of decrease of stress a straight line of unit slope 
is obtained. The equation of the curve obtained was: ~ df/dt = 6.7 
X 10^® (/A)j and the constant necessarily has the dimensions of a 
modulus of elasticity. 

Much of the difficulty of testing the validity of the various suggested 
relations between rate of release of stress and other properties has arisen 
from the measurements usually having been made by different people 
on different glasses of different thermal history. Lillie ^ made an ade- 
(juate study which has removed these objections, and clarified the sub¬ 
ject of the release of strain. He used an ordinary lime bulb-glass, and 
the samples were all taken from large slabs poured consecutively, and 
accordingly were as nearly identical in composition as possible. ^Tour 



0 Time (min,) JOOO iOOOO 


Figure VI. 3. —Annealing Curve, Logarithm of Strain Birefringence against Time, 
using the Same Data as in Fig. VI. 2. After Lillie. 

types of measurements were made: (a) ordinary annealing runs on large 
slabs of glass previously chilled under known conditions; (b) viscosity¬ 
time determinations on fibers actually chilled under conditions similar 
to those of the slabs in (a); (c) stress-release runs on beams of annealed 
glass held in a constant configuration in a screw press; and (d) viscosity¬ 
time determinations on fibers annealed along with the beams in (c). 

Lillie, H. R., /. Am. Ceram. Soc., 16, 619 (1933) cf. pp. 162, 196. 
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All four individual experiments were carried out at two temperatures, 
455"^ and 475°. The greatest care was taken to have all heat treat¬ 
ments exactly parallel in the (a), (b), (c), and (d) heat combinations, 
while temperatures throughout the extended runs were constant within a 
degree.'^ The runs at the two temperatures led to the same conclusions, 
and only those at the lower temperature are reproduced. 



Figure VI. 4.—Viscosity-Time and Fluidity-Time Curves for a Chilled Fiber at 
453® C. (This Figure is platted incorrectly; the values should be respectively 
multiplied by, and divided by, 1,18 to give correct values.) After Lillie. 


Fig. VI. 2 represents the release of strain plotted according to equa¬ 
tion (1), and it affords an excellent verification of the method of plotting 
proposed by Adams and Williamson. The annealing constant, A, is 
1.28 X 10 ^ 

A relation between the rate of release of stress and viscosity which 
is dimensionally correct is 

-dF MF /.x 

(4) 


in which M is a constant having the dimensions of a modulus of elas¬ 
ticity. If the fluidity, <p, is assumed constant, the integral is 


log Fo — log F = M qp f, 

a plot of which, using the same data as in Fig. VI. 2, is shown in Fig. 
VI. 3. From these two figures, “One would naturally assume that equa¬ 
tion (1) expresses the true annealing law. But the viscosity varies 
widely during the time of the experiment; in fact [Fig. VI. 4] the varia- 
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tion is a 25-fold one, being from about 0.12 X 10^® to more than 3 X 10^® 
poises/’ 

Equation (4) may be written 


- d log F 
dt 


Mip 


(5) 


a plot of which is shown in Fig. VI. 5. The values of — {d\ogF)/dt 
are taken from Fig. VI. 4, and the fluidity is that directly observed at 
the corresponding time. The curve is a straight line. 

Experiments on the release of mechanical strain confirmed the obser¬ 
vation of Bailey and Sharp that the annealing constant, decreases 
with repeated loading. Fig. VI. 6 shows the ^'Adams and Williamson” 
plot, in which A decreases from 7.75 X at the beginning of the first 
loading to 1.2 X 10'® in the last loading, which values are to be com¬ 
pared with 1.28 X 10"®, obtained from Fig. VI. 2. If at a given treat¬ 
ment, the fluidity, 9, in equation (4) is a function of time only, then 



Figure VI. 5. —The Linear Relationship between Time Rate of Change of Stress 
and Fluidity, at 4t53® C. After Lillie. 

— d{\ogF)/dt is also a function of time, independent of F, Therefore, 
it should be possible to plot log F against total time and make a smooth 
curve, provided the proper amount is subtracted from the logarithms 
during the individual loadings, which has been done in Fig. VI. 7. ‘Tn 
order to be sure that the composite curve made up in this way is the 
same as one for a single loading, a check test was run extending to about 
4200 minutes. The result agreed so well with Fig. VI. 7 that at no time 
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did the slopes differ by so much as 5 per cent (which would correspond 
to about 0.6° difference). This check test also served to show that the 
anomalous high rate of stress release immediately following the applica- 



Figuke VI. 6. —The Reciprocal of Strain Birefringence, plotted against Time, of 
Streas resulting from Repeated Mechanical Loading at 457*’ C. After Lillie. 

tion of each new load is an elastic reaction independent of any real 
viscous flow.” 

In Fig. VI. 7 are plotted corresponding values for a glass ‘‘about 
200° harder” than the one under discussion and for fused silica, and the 
curves indicate that the anomalous high rate of stress release is not 



Figure VI. 7.—Logarithmic Plot of the Release of Stress resulting from Repeated 
Mechanical Loading at 457° C. After Lillie. 

caused by elasticity or creep in the apparatus. A plot of the results 
obtained under mechanical stress according to equation (5) is shown 
in Fig. VI. 8, and it also is a straight line. 
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The constant Af, which has the dimensions of a modulus of elas¬ 
ticity, is generally of the same order of magnitude in all the experiments. 
The results for release of thermal strain gave Af = 5.4 X 10^^ dynes per 
cm. at 453°, 5.7 X 10^® at 471°; and the results for release of mechanical 
strain gave 6.8 X 10^® and 5.6 X 10^^. The relation, if any, between 
M and the moduli of elasticity is not known. Young^s modulus for this 
glass is 6.8 X 10^^ dyncs/cm.', Poisson’s ratio, 0.24, which gives 2.74 
X 10^ for the shear modulus, R, M accordingly is about one-fourth the 
shear modulus at room temperature, as was found by Littleton. 



Figure VI. 8.—The Linear Relationship between dF/dt and /q), for Release of 
Mechanical Stress at 457” C. After Lillie. 


It may, accordingly, be taken as established that the release of strain 
in glass is determined by the viscosity; and that in the usual experi¬ 
ments the viscosity is changing at such a rate during the annealing as 
to cause the total effect to follow the time law discovered by Adams 
and Williamson and expressed in equation (1). An absolute corre¬ 
spondence to that law would require a predetermined rate of change of 
viscosity with time, which would not be true at more than one tempera¬ 
ture; but the law is true for only a small temperature range. Within 
that range, which is the range of practical importance, the Adams and 
Williamson law for the rate of decrease of strain with time, equation (1), 
affords the most convenient and accurate method of treating the anneal¬ 
ing of glass of the usual commercial shapes and sizes. 
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The Annealing of Glass 

Adams and Williamson based their treatment of the annealing of 
glass on their equation 


in which 8 is the observed birefringence of the path of length, I, It is 
sometimes more convenient to make use of the birefringence per cm. 
path, in which case the equation becomes 


(An) (An)o ’ 

in which An is the difference in refractive index in m/x of the fast and 
slow rays in the strained glass, B — lAn, and A = A'l. If it is preferred 
to discuss the strain in terms of the stress, it will be remembered 
that An = BFy in which B is the stress-optical coefficient. 

The annealing constant, A, determines the time necessary to anneal 
the glass at constant temperature. Adams and Williamson determined 
A for a number of glasses at a series of temperatures, and found, in agree¬ 
ment with the observations of Twyman,^ that A is a simple exponential 
function of the temperature. Their results are represented by the 
formula 

log A = itfjd — Ms (6) 

in which 0 is temperature in °C., and Mi and M 2 are experimental con¬ 
stants. The values of Afi and M 2 for several glasses are in Table VI. 1, 
which also includes unpublished results of G. AV. Morey on some addi¬ 
tional glasses. The compositions of the glasses studied by Adams and 
Williamson are in Table VI. 1; the glasses studied by Morey were of 
conventional compositions which can be inferred from those of glasses 
in Table III. 4 having similar optical properties. 

Both Adams and Williamson and Littleton and Roberts made it clear 
that the ‘‘annealing temperature” is not a uniquely determined tem¬ 
perature, but one which depends also on the annealing time, and neither 
variable can be specified without the other. Most definitions of the 
annealing temperature refer to a temperature at which the strain dis¬ 
appears quickly. Wright and Morey used this temperature, which is 
readily recognizable in practice, in their study of the annealing of opti¬ 
cal glass, and Turner and his co-workers used essentially the same defini¬ 
tion. Adams and Williamson defined the “annealing temperature” as 
that at which the strain falls from 50 mfi to 2.6 m/n per cm. path in two 
minutes. In a later publication, Adams pointed out that the time 
necessary for annealing is not greatly influenced by the initial stress, 
provided the initial stress is several times the final stress, and modified 

Wright, F. E., "The Manufacture of Optical Glass and Optical Systems," 185, U. S. Ordnance 
Dept., Doc. No. 2037, Govt. Printing Office, Washington, 1921. 

Adams, L. H., /. Franklin Inti,, 216, 39-71 (1983). 
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the definition of the annealing temperature by assuming the initial strain 
to be infinite. Then the annealing time, ta, becomes the product of the 
annealing constant, Aj and the prescribed final strain. Thus 


“ A{An)a 

The precise formulation of the factors in the removal of strain 
enabled Adams and Williamson to discuss the practical problem in an 
exhaustive manner. Their detailed analysis of the temperature distri¬ 
bution in glass of various shapes cooled under different conditions, and 
of optical path differences caused by thermal gradients, is reproduced 
in Chapter XIV. Adams condensed the earlier treatment of the calcu¬ 
lation of annealing schedules as follows: 

“. . . The annealing of glass consists of two principal steps, first, 
the removal of the internal stress, and second, the prevention of its 
return upon subsequent cooling. The problem of annealing thus 
resolves itself into a quantitative delineation of these two factors. 
For the first, it is necessary to have available the data from which A, 
the annealing constant, can be determined at any temperature, and 
for the second it is necessary to formulate the relation between the 
permanent stress received and the conditions of cooling, by utiliza¬ 
tion of the principle stated above, viz., that the permanent stress is 
numerically equal to that part of the temporary stress which is lost 
at the beginning of cooling. In terms of birefringence. An, the tem¬ 
porary stress in a material that is being heated or cooled at a constant 
rate, h, may be obtained from the equation, 

AN = lO^An = ch. (7) 

Here, AN is the relative path difference in m/i per cm., and c is a con¬ 
stant for a given specimen but varies with the material and in gen¬ 
eral is proportional to the square of the size. For a slab or disk of 
optical crown glass or of plate glass, of thickness 2a, viewed longi¬ 
tudinally along the middle, c = Ida- if a is expressed in centimeters, 
h in deg. C. per min., and aN in m^ per cm.* For Pyrex glass c is 

^The complete definition is as follows: 

c-W —-, 

6^{iR+iK) 

in which a is the coefficient of linear expansion, B is the birefringence-stress ratio, 
K is the thermal diffusity, R is the rigidity, and K is the bulk modulus. 

“The values of c as given are intended to be only approximate but are calculated 
from the best data available in the literature. A calculation by Dr. G. V. McCauley 
(personal communication to the author), utilizing some unpublished data on the 
physical constants of Pyrex resistant glass, indicates that c for this material is 
about 25 per cent higher than the value given above.” 
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equal to about under the same conditions; and for silica glass c 
is equal to about O.Ga^ ...” 

Adopting a suggestion of G. V. McCauley that the temperature inter¬ 
val in which A doubles, denoted by p, be used in the calculations, instead 
of a rough average value of 10°, Adams revised the earlier procedure: 

“. . . The glass is held at a temperature such that A has 
the value, 

2pc 

for a time, in minutes, 

_ 4pc 

and then cooled at a rate which initially is (An„)/c and which 
increases, as the temperature is lowered, according to the equation. 




^An)„ / 


1 + 2 


{6-»)np 


) 


In actual practice little time is saved by continuing to increase the 
rate after it has become very high, and in any case the maximum cool¬ 
ing rate is limited to about 200/c (corresponding to a stress of about 
J of the breaking strength), if danger of breakage, on account of 
high temporary stresses, is to be avoided. In practice more attention 
should be paid to the actual cooling-rate at various temperatures than 
to the time-temperature curve, but this curve may be evaluated 
directly from the integrated form of the preceding equation. 


4pc Ydo-e log (1 + , 1 

Since c varies as a? it is evident that the time required for annealing 
a piece of glass increases rapidly with the size of the article; increas¬ 
ing the thickness of a disk by a factor of 10 would increase the anneal¬ 
ing time by a factor of 100 (and would require a lowering of the 
annealing temperature by about 65°). 

^^Circumstances may arise that make it inexpedient to carry out 
the annealing at exactly the optimum temperature, i. c., at the tem¬ 
perature for which A = i pc. In that case, the annealing temperature 
<9' (or the corresponding A') is selected, and a value is chosen for 
(An) a (that part of (An)^ which it is desired to leave in the glass just 
before the cooling begins, the remainder, (An)^, being acquired during 
the cooling), whereupon the glass is held at ff for the time. 


A'(An) 
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and then cooled at the rate, 

2pc^A 

In this more general case the cooling time is 


(An)c* 

If we retain the condition that (An)^ = (An)^. (but not necessarily 
that ta = tc) we find that a small change in 0, above or below makes 
a considerable change in the total time required; a change of 10°, 
20°, or 30° in either direction increases the time by the factor 1.25, 
2.1, or 4.1, respectively. 

“On the other hand, the most favorable value for (An) a for a 
given 0 may be found by writing an expression for the sum of ta 
and tc, and setting dt/d{An)a equal to zero. In this way we find that 
for a predetermined temperature, the glass should be held at this 
temperature for a time such that (An)o will have the value, 


(An)a = 


(Anb 
1 + 2pA c 


Annealing of Pyrex Chemical Resistant Glass 

Morey studied the annealing of Pyrex chemical resistant glass over 
an extended range of temperatures, and found equation (6) to be 


log ^ = 0.034 0-21.686 

from which can be calculated the annealing time for any temperature. 
“But the practical problem includes not only the removal of strain at 
some annealing temperature but also the cooling of the ware without 
the introduction of further strain. This may be done by any one of a 
number of schedules in which the length of time the glass is held at 
constant temperature and the rate at which it is cooled are changed. 
For large pieces the most advantageous method of cooling is one at 
which half of the final allowable strain is allowed to enter during the 
cooling process, which is then carried out at a rate increasing with 
decreasing temperature, according to conditions determined by the 
dimensions of the piece.” 

“For most blown glassware in which the maximum thickness does 
not exceed 1 cm. and for laboratories in which equipment is not available 
to control the rate of cooling according to a prescribed schedule, the most 
satisfactory procedure is to anneal at a constant low temperature such 
that no strain will be introduced if the furnace is turned off and allowed 
to cool freely, or with a minimum of attention. If the glass is annealed 
for two hours at 550° C., the strain will be reduced to less than 10 m/i 
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per cm. Then if it is cooled at an initial rate of 50*^ C. per minute, the 
amount of strain introduced during the cooling will not exceed 10 m^, 
and the glass will be satisfactorily annealed. Few furnaces can cool more 
rapidly, and in general the initial rate of cooling will be less. The 
resulting maximum stress of 20 mjti per cm. is excellent annealing, cor¬ 
responding to a stress in Pyrex chemical resistant glass of about 6 kg. 
per sq. cm., while its tensile strength is at least 700 kg. per sq. cm.^’ 

Other Studies of Annealing 

An early study of annealing was that made by Schott,^^ who heated 
cylinders of glass 10 to 15 mm. in diameter and 20 to 40 mm. in length 
for 20 to 24 hours at various temperatures, and determined the number 
of rings visible between crossed nicols before and after the experiment. 
For the lowest temperature at which the number of rings could be 
observed to diminish he found the following values: Crown of the per¬ 
centage composition: Si 02 , 66.90; 6203 , 2.50; Na^O, 6 . 00 ; K 2 O, 16.00; 
CaO, 5.10; PbO, 3.00; AS 2 O 5 , 0.40; Mn 203 , 0 . 10 , 400^ to 410°; flint, 
near to (III. 4. 37), 350° to 360°; normal thermometer glass (III. 4. 61), 
400° to 410°; and borosilicate thermometer glass 59^^^ (III. 4. 56), 
430° to 440°. 

A similar method was used by Grenet^® and by Weidert and Berndt.^^ 
The latter authors slowly heated cubes of 25 mm. side, strained to a 
known degree, to a given temperature, and cooled them more slowly. 
The ratio between the final and the initial strain was found to be a mini¬ 
mum for a temperature dependent on the glass composition. Their 
results are given in Table V. 8 . 

The preceding methods for the determination of the annealing tem¬ 
perature have all been optical methods, based on the observation of the 
birefringence produced by strain. In addition, several other, more indi¬ 
rect, methods have been used. 

Littleton and Roberts determined the “annealing point’^ and the 
“strain point” by a method based on the rate of deformation under tor¬ 
sion at various temperatures and by comparison with a standard glass 
whose annealing time-temperature curve as measured by the optical 
method was known. The “annealing point” was defined as that tempera¬ 
ture at which the glass annealed in 15 minutes; the “strain point” as the 
temperature of intersection of the temperature axis by the temperature- 
log fluidity (i. e,, rate of deformation) curve. Below this temperature 
there is practically no viscous yield; at it the glass anneals in about 

Schott, O., Z. Inatrumentenk., 11, 330 (1891). 

Grenet, L., in Le Chatelier, H., “Kieselsiiure und Silicate’*; p. 201, Leipzig, 1920. 

«Weidert, F., and Berndt, G., Z. tech. Phyaik, 1, 51 (1920). 

*# Littleton, J. T., and Roberta, E. H., /. Optical Soc. Am., 4, 224 (1920). 
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16 hours. Lillie^® has determined the viscosity at the annealing point 
to be 2.5 X 10^^ poises; at the strain point, 4X 10^^. These results 
referred to fairly rapid heating, and in a later paper,^^ he gave the 
equilibrium viscosity at the annealing point as 4.7 X 10^^ poises. The 
method was applied to various glasses made by the Corning Glass 

/OO 200 300 400 £00 600 700 600 900 



Figure VI. 9.— The Absorption and Evolution of Heat in Glass. After Tool and 

Valasek. 

Works; the compositions were not given. For borosilicates, the anneal- 
ing point ranged from 518"^ to 550° C., the strain point, from 470° to 
503° C.; for lime glasses, 472° to 523° C., and 412° to 472° C.; for lead 
glasses, 419° to 451° C., and 353° to 382° C. 

Tool and Valasek compared the annealing temperatures obtained 

“Lillie, H. R.. /. Am, Ceram. Soc., 14, 502 (1931). 

“Lillie, H. R., /. Am. Ceram. 8oc.. 16, 619, 625 (1933). 

“ Tool, A. Q., and Valaaek, J., Bur. Standards Sci. Papers, 358 (1920). 
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Constants of Some Glasses of Compositions Indicated 
in Table VI. 2 B 

After Tool and Valasek 

f -Critical Ranges— 


On cooling 


-Critical range- 


On heating 

B 


Annealing range, 
optical method 
Annealing Upper 


temp. 


limit 


Table VI. 2 A — Annealing 


No. Name 

1 Dense flint . 

2 Medium flint . 

3 Light flint . 

4 Barium flint . 

5 Light crown . 

6 Borosilicate crown .. 

7 Borosilicate crown .. 

8 Light barium crown.. 

9 Heavy barium crown 

10 Pyrex chem. resist_ 

11 Approx. BaOs . 

12 0.13 NaaO : 1 B 2 O 3 ... 

13 0.28 NaaO : 1 BaOa ... 

14 0.44 NaaO : 1 B 2 O 3 ... 


^± 15 “ 


<± 10 ® 

435 

495 

460 

405 

480 

455 

445 

525 

485 

470 

550 

520 

450 

525 

495 

475 

560 

515 

500 

585 

545 

520 

590 

575 

530 

610 

575 



520 



240 



340 



415 



450 


490 



485 

460 

510 

525 

485 

510 

560 

515 

550 

525 

480 

530 

565 

525 

550 

585 

525 

550 

605 

570 

610 

630 

670 

285 

375 

445 

480 

605 

625 


by an optical method with those obtained from heating curves. In the 
optical method, cylinders of glass, placed between crossed nicols, were 
heated at a uniform rate, and the temperature at which the birefringence 


Table VI. 2 B—Compositions and Refractive Indices of Glasses Made at the 
National Bureau of Standards 

After Williams and Rand 


No. 

SiOa 

B,Oa 

NaaO K,0 CaO 

BaO 

ZnO 

Pb0Sb,.0,As20a 




1-BS76 

39.0 


3.0 

4.0 

4.0 



49.0 

1.0 0.2 

1.85555 

1.65019 

1.66922 

1.68091 

2-BSllO 

44.4 


3.5 

6.0 

3.0 



44.0 

0.2 

1.62495 

1.62013 

1.63701 

1.64707 

3-BS188 

63.9 


1.0 

7.64 

1.96 



35.2 

0.3 

1.5805 

1.5765 

1.5903 


4-BS145 

68.69 

1.68 

1.69 

8.31 


14,27 

2.53 

12.71 

0.4 

1.5521 

1.5489 

1.5597 

1.56630 

5-BS20 

68.5 

3.5 

12.0 

6.0 


9.7 

1.0 


0.2 

1.5179 

1.5153 

1.5328 

1.5286 

6- BS94 

7- K266 

68.0 

8.0 

10.0 

6.0 


8.0 

2.85 


0.2 

1.51977 

1.51742 

1.52584 

1.53058 

8-BS87 

48.0 

4.0 

2.0 

6.1 


29.5 

10.0 


1.4 

1.57.340 

1.57043 

1.58057 

1.58625 

9-BS124 

37.0 

5.0 


2.6 


44.0 

7.7 

3.0 

0.7 

1.6199 

1.61779 

1.62939 

1.63605 


began to diminish was called the ^^annealing temperature,^^ that at which 
it disappeared rapidly, the ^^upper limit.^' The thermal method consisted 
of heating the glass and a neutral body at a uniform rate, and of deter¬ 
mining the temperature difference by a differential PtRh-Pt-PtRh ther- 


Table VI. 3 —Annealing Temperatures of Some Glasses’*' Studied at the Department 
of Glass Technology, University of Sheffield, Sheffield, England 


No. 

Annealing 

Temp.(®C.) 

No. 

Annealing 

Temp.(®C.) 

No. 

Annealing 

Temp.(®C.) 

1 

490 

443D 

501 

458 

561 

10 

581 

444B 

510 

459 

560 

441A 

491 

445D 

522 

460 

562 

442 

492 

446C 

526 




* Compositions arc in Table X. 3. 
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ANNEAUNG TEMPERATURE,C* 



Figure VI. 10.—Annealing Temperatures of Glasses in the System NasO-SiOs. After 
English, Hodkin, Muirhead and Turner. 

mocouple. An absorption of heat was observed on heating, and an 
evolution of heat on cooling; the temperatures of the beginning {A) and 
the maximum (B) of the heat absorption, and the maximum {B') and 
the end (A') of the heat evolution, shown in Fig. VI. 9, were determined 
from the thermocouple reading. The various results for both methods 



Figure VI. 11.—^Annealing Temperatures of Glasses of the Formula (2 — a;)NajiO 
+a;CMgO, CaO, AlaOa, or TiO*] + 6SiOa. After Turner and Associates. 


are summarized in Table VI. 2. Glasses 1 to 9 were optical glasses made 
at the National Bureau of Standards, of the composition and optical 
properties given in Table VI. 2b, taken from Williams and Rand.*® 

“Williamg, W. S., and Rand, C. C., /. Am, Ceram, Soc., 2, 422 (IW9). 
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Glass 10 was Pyrex chemical resistant glass (composition III. 3. 20); 
and glasses 11 to 14 were of the composition given. 

The preceding experimental work has been concerned mainly with 
the determination of the annealing temperature of commercial multicom¬ 
ponent glasses. An extensive series of experiments on the effect of change 
in annealing temperature with composition has been made by Turner 
and his co-workers at the Department of Glass Technology at the Uni¬ 
versity of Sheffield. Tlie annealing temperature adopted by them was 



Figure VI. 12.—Annealing Temperatures and Thermal Expansions of Glasses of 
Compositions Derived from 1.2Na20 + 0.8CaO SSiOa by Substitution of MgO 
for CaO; and from l.lNasO 4- 0.9CaO + GSiOa by Substitution of AUOz for CaO. 
After Turner and Associates. 

that at which the birefringence due to strain disappeared ''rapidly^’ when 
the glass was held at constant temperature; values so determined are 
included in Table VI. 3. The results of these experiments are shown 
by Figs. VI. 10, VI. 11, VI. 12, and V. 15. 

Gehlhoff and Thomas also determined the change in annealing 
temperature with composition in several series of glasses. The anneal¬ 
ing temperature was that at which the strain disappeared '"quickly” at 
a heating rate of 5® per minute. The effect of Na20 or K 2 O in the 

Gehlhoff, O., and Thomas, M., Z, tech, Phyeik, fi, 333 (1035). 
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binary M20-Si02 glasses is shown in Fig. VI. 13a. In the glass 
0.18 NaoO, 0.82 Si02 the effect of displacement of Si02 by CaO, BaO, 
or PbO is shown in Fig. VI. 13b; by B2O3, AI2O3, and Fe203 in Fig. 
VI. 13c; and by ZnO in Fig. VI. 13d. The results are in harmony with 
those of previous observers. 

Sharp, Bailey, and Hyman devised an apparatus which was similar 
to that used by Adams and Williamson for studying the rate of release 



Figure VI. 13.—Change in Annealing Temperatures with Composition. After 

Gehlhoff and Thomas. 

of strain, but which was provided with a means of straining the glass 
by an applied load. In general the curves of stress release followed the 
Adams and Williamson rule, but some discrepancies led to a more inten¬ 
sive study by Bailey and Sharp.^** In this study it was shown that the 
initial release of mechanical stress was more rapid than that required 
by the Adams and Williamson equation, but the final release was slower. 
Repeated loadings at the same temperature gave different values for 
the annealing constant, which is dependent on the thermal history of the 
glass. These experiments, and similar ones by Lillie, have already been 
discussed. 

“Sharp, D. E., BaUey, J., and Hyman, I., /. Am, Ceram, 8oc., 14, 820 (1931). 

» BaUey, J., and Sharp, D. E., J. Am. Ceram. Soc., 14, 367 (1933). Cf. p. 183. 



Chapter VII 

The Surface Tension of Glass 

The surface of separation between any two phases possesses proper¬ 
ties differing from those of matter in bulk, the difference manifesting 
itself in energy content in systems of one component, and in both energy 
content and composition in systems of more than one component. The 
general relation between energy of the surface c®, temperature T, entropy 
and the chemical potentials . . . . of the masses mi , mn 
of which a phase is composed, is given by the equation ^ 

dc" = tdr\ + y(h + -f ... -f /Jindnin 

in which s is the surface and y a quantity called surface tension, 
defined by 

and tlie value of which is dependent on the nature and the state of the 
contiguous masses. Thus the surface tension refers to an interface 
between two phases. When the term is used without qualification, the 
adjoining phase is usually air, saturated with the vapor of the substance. 
The effect of surface tension in a one-component system is to decrease 
the area of the interface to a minimum consistent with other require¬ 
ments; in a system of more than one component there is also a concen¬ 
tration at the interface of those components which reduce the surface 
tension. This concentration at the interface necessitates the diffusion 
of material both to and away from the interface, a process which is not 
instantaneous. Hence, in a multicomponent system there may be found 
two different limiting values for the surface tension, namely, a dynamic 
and a static. The dynamic surface tension refers to the instantaneous 
value given by a freshly formed surface, and is always higher than the 
static surface tension, which refers to the value attained wlien the inter¬ 
face has reached its equilibrium composition. The difference between the 
dynamic and static surface tensions in glasses is unknown, as is also the 
time required for the equilibrium value to be attained. Hiss^ found 
that for a 0.284 molar solution of amyl alcohol in water, the dynamic 
value is 54.9, the static value is 34.8, and in 0.0189 second the value of 
36.6 was obtained. In such cases the equilibrium is evidently attained 

1 “The Scientific Papers of J. Willard Gibbs,” eq. 601, Longmans, Green, New York, 1906. 
•Freundlich, H., “Colloid and Capillary Chemistry,” 52, translated from the 3rd German edi¬ 
tion by H. S. Hatfield, Dutton, New York. 


10*7 



198 


THE PROPERTIES OF GLASS 


with great rapidity; but that such can be the case with glass is not 
probable. 

It is probable that the attaining of the equilibrium surface tension 
requires not only a migration to the surface of some of the components, 
but also their orientation in the surface. The work of several investi¬ 
gators, notably Langmuir and Harkins, has shown that orientation of 
the surface molecules is probably the general rule, and the tendency 
may be pronounced in glass. Even at high temperature, however, the 
time required may be longer than afforded by the usual method of 
measurement. 

The “surface tension” of glass refers to the interface between liquid 
and vapor or air. When glass meets a solid surface (for example, that of 
a refractory or a metal), three independent surface tensions, correspond¬ 
ing to the three interfaces liquid-air, solid-air, and solid-liquid, deter¬ 
mine whether or not the liquid “wets” the solid, and whether or not it is 
able to penetrate the pores of the refractory. In the general case, the 
liquid meets the solid with formation of the angle of contact a, and 
equilibrium requires that 

O’,i = +01^ COSO 

in which the subscripts s, and g refer to solid, liquid and gas. The 
difference between the interfacial tensions of the solid is called the 
adhesion tension given by 

j — o$i ~~~ Ogg Oig cos o. 

In general the numerical values of the surface tensions at the solid 
interfaces cannot be measured, but important qualitative relations exist. 

If wetting does not take place, the adhesion tension may be any frac¬ 
tion (positive or negative) of the surface tension of the liquid. If the 
liquid spreads out over the surface of the solid, that is, if the liquid 
completely wets the solid, the adhesion tension is equal to or greater 
than the surface tension of the liquid: 

Ogff ^ cT«I Oig or o$ff Oil 7 ^ Oig, 

The possibility also exists that the surface is unwettable: 


Oil ^ Osg *4* Olg or (.Otg Oil') ^ ^ Olg, 

In this case the interface solid-liquid is not formed. 

Washburn ® discussed the rate of penetration of a liquid into a cylin¬ 
drical capillary tube, and derived the equation 


for the distance x penetrated in time t, by a liquid of viscosity yj in 

•Washburn, E. W., Phys. Rev,, 17, 273 (1921). 
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a capillary of radius r. The function-is called ‘^the coefficient of 

2rf 

penetrance^^ or ^^the penetrability'^ of the liquid. 

Units and Conversion Factors 

The surface tension, a force per unit of length, and the surface 
energy, energy per unit of surface, have the same dimensions, MT~^, and 
the numerical value of each is the same. When measured in mg. per 
mm., the conversion factor to dynes per centimeter is 9.80665; when in 
pounds per in., 1.7513 X “The molar free surface energy is the 
product of the surface tension and that surface which is developed by a 
molar amount (determined say from the vapor density) of the liquid 
considered as a sphere." ^ If M is the molecular weight, v the specific 
volume, the molar free surface energy is o(Mr^)*. This quantity, and 
especially its temperature coefficient, has been widely applied to the 
determination of the molecular weight of liquids. The method, how¬ 
ever, has been discredited,^ and the value to be used for the molecular 
weight of a glass is so uncertain, that an attempt to apply the rule of 
Eotvos, Ramsay, and Young to glasses is not worth while. 

Experimental Results 

The equilibrium shape assumed by a liquid at rest, as well as the 
forms assumed by a liquid in motion, are determined chiefly by the 
surface tension;® and each of these processes affords a possible method 
of measurement of surface tension. Few of the possible methods have 
been applied to glass, chiefly because of the experimental difficulties 
caused by the necessary high temperatures and high viscosity, and none 
of those applied has been wholly free from objection. The most com¬ 
mon method for the measurement of the surface tension of aqueous solu¬ 
tions is that based on the rise of liquid in tubes of small bore, a method 
which obviously cannot be applied to glass. 

In all the usual methods there is a balance between surface tension 
and opposing forces affecting the surface, and of these forces gravity 
most frequently is dominant. The density of the liquid at the tempera¬ 
ture of the experiment becomes an important factor,* concerning which 
too little is known. 

The simple technique of the drop weight method has led to its use 
by several investigators, but the results obtained are not satisfactory, 

* Freundlich, H., “Colloid and Capillary Chemistry/’ 31. 

® Jaegor, F. M., Proc, Acad. Sci. Amsterdam, 17, 416 (1914); tbrd., 19, 396 (1916). Adam, N. K., 
Phil. Map., [7], 8, 639 (1929). 

® Dorsey, N. E.j Sci. Papers Bur. Standards, 21, 663 (1926) (Sci, Paper 640). This paper con¬ 
tains an excellent discussion of the methods of measuring surface tension. 

♦Cf. the discussion of the determination of density at high temperatures, on 
p. 269. 
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The conditions attending the breaking away of a drop of liquid are com¬ 
plex even as applied at ordinary temperatures, when selected tips are 
used for the flow of liquid; and the relation between drop weight and 
surface tension is still less simple when the drops are formed by heating 
in a flame the end of a glass rod. This was the method originally used 
by Quincke,'^ who gave 176.5 dynes per cm. at 1100° for a glass of 
unknown composition. 

Tillotson ^ determined by a modified drop weight method at unknown 
temperatures the surface tensions of a number of experimental glasses. 
Within the limit of error of the method, his results agreed with Quincke^s 
empirical relation: 

W = ad^dr 

in which W is the drop weight, d the diameter of the fiber, a a factor 
dependent on surface tension, and p a factor which is dependent on the 
cohesion of the molten glass and which has the approximately constant 
value of 15. The surface tension ranged from 133 to 172 dynes per cm. 
for silicate glasses, to as low as 59 for Na 20 -B 203 glass. It was found 
to be roughly a linear function of the composition; and the experimental 
results could be calculated from the formula 


7 = ai?>i + a 2 jh 4- asps 4- etc., 

in which pi, po, Pa are the percentages of the various oxides, and ai, 
ao, as the following empirical factors for the respective oxides: BaO, 195; 
B2O3, 45; CaO, 323; Na20, 160; Si02, 129. As was stated by Tillotson, 
the method is of value chiefly in obtaining rapidly and easily corapara- 
able values of surface tensions rather than absolute values. 

Lecrenier ^ and Lecrenier and Gilard used the drop weight method, 
in which the drops were formed by issuing from a circular orifice 
(radius r = 1.928 mm.) in the bottom of the tubular platinum crucible 
in which the glass was heated. The surface tension was calculated by 
the formula of Guglielmo,^^ 



in which p = the weight of the globule in mg., and R the radius of 
curvature at the widest point of the globule. Measurements were made 
on two commercial glasses of unknown composition, a soda-lime glass 
and a crystal glass, with results shown in Table VII. 1. A. 

The surface tensions of a number of experimental glasses determined 
in the same manner are given in Table VII. 1. B. Generalizations as to 

7 Quincke, G., Ann. Physik, 134, 356 (1868); 135, 621 (1868). 

«Tmot8on, E. W., Ind. Eng. Chem., 3, 631 (1911); 4, 651 (1912). 

® Lecrenier, A., Bull. 8oc. Chim. Belg., 33, 119 (1924). 

Lecrenier, A., and Gilard, P., ibid., 34, 27 (1925). 

Guglielmo, G., Rend. Accad. Lincei 12, 617 (1903). 
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Table VII. 1 —^The Surface Tension Results of Lecrenier 
A. Commercial Glasses 


Temperature Soda-lime glass Crystal glass 

(® C.) (dynes/cm.) (dynes/cm.) 

1025 407.8 388.9 

1125 406.2 384.0 

1225 404.3 382.2 


B. Experimental Glasses 

, -Temp. (° C.)-^ 

Composition 1050° 1150° 

NaoO-CaO-GSiO, . 473.7 471.0 

KoO-CaO-eSiO.. . 436.1 419.5 

^KoO-iNa.O-CaO-eSiO, . 464.6 448.7 

Na80-0.5Ca0'0.5Mg0*6Si0o 476.7 472.3 

Ki.O-0.5Ca()-0.5M‘i:O-6Si(), 463.3 448.1 

0.5Na2O • 5K.0 • 0.5CaO • 0.5MgO • 6SiOo . 473.0 471.6 

Na20-0.5Ca0-0.5Alo0,-6Si02 508.0 497.2 

Na2O-0.5CaO-0.5BaO-6SiO2 . 477.2 474.3 

K2O-O.5CaO-O.5BaO-68102 . 437.4 425.3 

Na2O-0.8MgO *68102 . .... 453.6 

NaaO-MgO* 68102 . 475.2 472.1 

Na20 *1.2^480 *68102 . 484.6 480.4 

1.2Na2O-0.8CaO *68102 . 466.4 

1.4Na2O*0.6CaO-68102 458.8 

1.6Na2O*0.4CaO-6SlO2 . 449.5 

1.8Na2O-0.2CaO-681O2 . 442.9 

NasO-CaO-58102 . 449.2 446.5 

NaoO-CaO-BaO.^ 58102 . 441.6 437.2 

Na2O-0.8CaO*68102 . .... 452.9 

Na20*1.2Ca0-6SiQ2 . 480.1 476.2 

1.2Na20-Ca0*6S102 . 469.1 460.4 

0.8Na2O*CaO*68102 . .... 478.9 

2Na20* 68102 . 433.5 .... 

Na20-Ca0-6S102 + 2%Na2S04 . 468.0 462.6 


the relation between surface tension and composition based on these 
results are to be accepted with caution. 

Tammann proposed a method for the determination of surface 
tension in the viscosity range from 10^-10^^ poises, based on the shrinkage 
of a glass fiber of given proportions. When such a fiber is heated, its 
length at first increases, then decreases until the gravitational pull 
of the fiber becomes equal to the surface tension, after which the fiber 
again lengthens. The enlargement in diameter caused by shrinkage in 
length is a maximum just before the second elongation begins. The sur¬ 
face tension is calculated from the relation 

2 weight 
circumference^ 

^Tammann, G., and Raho, H., Z. anorg. allgem, Chem., 162, 17 (1927); Tammann, G., and 
Tampke, R., ibid., 162, 1 (1927). 
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in which the weight taken is from the heated portion to the end of the 
thread. The first measurements, made on Thuringian glass and salicin, 
gave a positive temperature coefficient, said to be caused by the influence 
of moisture. The next measurements were made in dry air on salicin, 
piperine, and Jena Gerate II glass, and showed the normal temperature 
coefficient. The results for the Gerate glass are given in Table VII. 2; 

Table VII. 2— The Surface Tension of Jena Gerate Glass 


Ajter Tammann 


Diameter 

(mrn.) 

h 

<2 

Surface 

tension 

(dynos/cm.) 

0.101 

444 

547 

168.3 

0.065 

455 

552 

167.4 

0.243 

457 

560 

166.7 

0.160 

482 

592 

165.0 


d is the diameter of the unheated portion of the thread, the tempera¬ 
ture at which the thread began to shrink, and t 2 that at which it began 
to lengthen. 

Keppeler used a similar method, with fibers of circular cross-sec¬ 
tion, 0.4 mm. in diameter. By means of a small flame a position was 
found at which the glass neither thickened nor elongated, and the length 
of the fiber below this position was measured. The surface tensions of 
two Thuringian glasses (composition not given) were 136 and 151, and 
of a B 203 -glass, 32.7 dynes per cm. Measurements by the fiber method 
are included with those made on the same glasses by the bubble method 
in Table VII. 7. * 

Griffith determined the surface tension of a glass of the composi¬ 
tion SiOo, 69.2; K 2 O, 12.0; NasO, 0.9; AI 2 O 3 , 11.8; CaO, 4.5; MnO, 0.9 

at 1110° by the method of sessile drops, and from 730° to 900° by the 

measurement of the sag in horizontal glass fibers loaded at their middle 
points. Details are not given. The decidedly irregular results, given 
in Table VII. 3, were extrapolated to 16°, but the value of “surface 

Table VII. 3—Surface Tension of a Glass 
After Griffith 

Temperature (^C.) 1110 905 896 852 833 820 801 760 745 

Surface Tension (dynes/cm.) 403 419 438 437 445 437 451 447 440 

tension” so obtained probably is of little significance. This method 
could not be used above 900°, because the viscosity was insufficient to 
enable an observation to be made before the fibers commenced to break 
up into globules. Below 730°, observations made on fibers of different 
diameters were inconsistent, the apparent surface tension being higher 

“Keppeler. G.. /. 8oc. Olans Tech., 21, 53 (1937). 

Griffith, A. A., Trans. Roy. Soc. (London), A, 221, 163 (1920). 
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for the larger fibers, from which it was inferred that the glass used was 
not a perfectly viscous liquid. ''The maximum tension (apart from sur¬ 
face tension) which could be permanently sustained was zero at 730® C., 
1.3 lb. per sq. in. at 657'’ C., and 24 lb. per sq. in. at 540® C. At lower 
temperatures the rates of increase both of this 'solid stress' and of the 
viscosity were enormously greater." These results are in conflict with 
measurements of viscosity by the fiber elongation method in the same 
temperature range. 

The shape assumed by a sessile drop affords a method for the deter¬ 
mination of surface tension, first applied to glass by Quincke,^® who 
obtained a value of 84.7 dynes per cm. for B 2 O 3 at 1700®. Taylor and 
Ellefson measured the dimensions of the drop at high temperatures 
by means of a telescope with special eye-piece, and also photographed 
the sessile drop. They found that the shape of the drop and the contact 
angle on platinum was affected by oxygen in the surrounding atmosphere, 
but the contact angle on gold was not affected. One to two hours were 
required for the drop to assume its final shape. 

Table VII. 4 —Surface Tension of LiaSiOs 
After Jaeger 

Temperature C C.) . 1254 1380 1421 1479 1550 1601 

Surface tension (dynes/cm.) .. 374.6 358.2 356.2 352.8 348.7 346.6 

A bubble blown on the end of a vertical tube dipping into a liquid 
will have the form of a segment of a sphere if the radius of the tube 
is small. As the bubble is blown the radius of the sphere first will 
decrease until the bubble becomes hemispherical, then it will increase. 
When the bubble is a hemisphere the radius is that of the tube, and a 
minimum; the corresponding pressure is a maximum. From the dimen¬ 
sions of the bubble and tube, and the density of the glass, the surface 
tension can be calculated. This bubble pressure method was developed 
by Jaeger,^® who studied molten lithium metasilicate, LioSiOa, with the 
results given in Table VII. 4. Jaeger stated that viscosity prevented 
determination of surface tension "only, w^hen the viscosity reached such 
enormous magnitude that the liquid became glassy or gelatinous, and 
did not, or hardly, move on reversing the vessel.” 

The bubble pressure method has been used also by Parmelee and 

^"Dorsey, N. E., Sci, Papers Bur. Standards, 21, 563 (1926) (Sci. Paper 540). Bashforth, P., 
and Adams, J. C., “An Attempt to Test the Theories of Capillary Action," Cambridge Univ, 
Press, 18S3. 

w Quincke, G., Ann. Physik, 138, 141 (1860). 

Ellefson, B. S., and Taylor, N. W., /. Am. Ceram. Soc., 21, 193, 205 (1938). 

^Jaeger, F. M., Numerous papers in Proc. Acad. Sci. Amsterdam from 1914 to 1917, sum¬ 
marized in Z. anorg. allgem. Chem., 101, 1 (1917). 

^Jaeger, F. M., Proc. Acad. Sci. Amsterdam, 17, 364 (1914). 

MJaegeor, F. M.. ibid., 17, 425 (1914). 
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his associates. Parmelee and Lyon measured the surface tension of 
a melt of the composition: Si 02 , 64.86%; 6263 ^ 12.96%; Na 20 , 18.56%; 
R2O3, 1.56% from 1050° to 1350°, with the results shown in Fig. VII. 1. 

Parmelee and Harman studied the effect on the surface tension 
of a glass of the addition of 2, 4, and 8 parts of alumina, AI 2 O 3 , to 100 



1100 1200 ol300 

Temperature, C 


Figure VII. 1. Surface Tension in Dynes per Cm. of a Melt of Composition 
given in Text. After Parmelee and Lyon. 

parts of the glass, with the results shown in Fig. VII. 2 . The glasses, 
which were not analyzed, had the batch composition: Si 02 , 73.18%; 
NaaO, 16.02%; CaO, 7.77%; MgO, 3.02%. 

Badger, Parmelee, and Williams ^ base glass, of molecular 

composition 1.4 NagO + 0.9 CaO + 6.0 Si 02 (Si 02 , 72.5%; Na 20 , 17.4%; 
CaO, 10 . 1 %) to which was added the amounts of other oxides indicated 

»Pannelee, C. W., and Lyon, K. C., /. &oc. Glass Tech., 21, 44 (1937). 

“Parmelee, C. W., and Harman, C. G., /. Am. Ceram. Soe., 20, 224 (1937). 

“Badger, A. E., Parmelee, C. W., and Williams, A. E., /. Am. Ceram. Soc., 20, 326 (1987). 
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in Table VII. 5. Surface tensions were measured at 1200° C. and at 
1350° C. by two observers. The maximum difference between a single 
determination and the average ranged from 0.2 to 6.9 (number of 
observers not given); the difference between the values obtained by the 
two observers ranged from 0.1 to 10.4, with an average difference of 3.8. 

Badger, Parmelec, and Williams also measured the surface tension 
for some analyzed commercial glasses, with the results given in Table 
VII. 6, together with the compositions of the glasses. For a soft-coat 
enamel, of batch composition: SiOo, 40.9; B20a, 17.5; Na 20 , 4.5; K 2 O, 
15.3; CaO, 8.4; AI 2 O 3 , 7.7; Fe 20 .,, trace; MnOo, 1.2; NiO, 0.5; CaO, 0.6; 
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Figure VII. 2. —Change in Surface Tension in Dynes per Cm. with Temperature 
of a Series of Melts Containing the Percentages of Alumina indicated on the 
Curves. After Parmelee and Harman. 

F 2 , 3 . 5 , the value of 244 dynes per cm. was found at 925°. The glass 
was obtained from W. N. Harrison of the National Bureau of Standards, 
who obtained 245.8 dynes per cm. at 925°, using a dipping cylinder 
method. 

Keppeler also used the bubble method to measure the surface ten¬ 
sion of the glasses of the batch composition given in Table VII. 7. The 
deviation of the actual composition from that calculated is shown by 
the following analytical values: I, SiOg, 75.8; II, Si02, 74.41; B 2 O.S, 
1.49; III, Si 02 , 72.75; B 2 O 3 , 2.99; IV, SiOa, 72.53; B 2 O 3 , 3.75; V, SiOa, 
68.51; B 2 O 3 , 7.10; VI, SiOg, 66 . 00 ; B 2 O 3 , 9.05. Table VII. 7 gives the 
results from both the fiber elongation method and the bubble method; 

"Keppcior, G., J. Soc. Glaus Teah., 21, 53 (1937). 
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Table VII. 6—Effect of Miscellaneous Added Oxides on the Surface Tension 
of a Glass of the Molecular Composition: 1 . 4 Na 20 + O.QCaO + 6Si02 


After Badger, Parmelee and Williams 



Amount 


Surface tension 

Added 

Added 

/- 

—(dynes/cm.)-^ 

Oxide 

(Moles) 

1200 ® 

1360® 

None . 


301 

302 


. 0.015 

306 

305 

Na^O . 

. 0.015 

300 

298 

KaO . 

. 0.015 

292 

286 

MgO . 

. 0.030 

316 

314 

CaO . 

. 0.030 

312 

310 

BaO . 

. 0.030 

312 

311 

ZnO . 

. 0.030 

315 

312 

B^Ob . 

. 0.015 

294 

290 

B 2 O 3 . 

. 0.0133 

298 

295 

AI 2 O 3 . 

. 0.015 

314 

313 

SiO, . 

. 0.030 

307 

303 

PbO . 

. 0.030 

273 

276 

Fe203 . 

. 0.015 

314 

311 

CaO . 

. 0.030 

314 

313 

NiO . 

. 0.030 

313 

311 

MmOa . 

. 0.030 

312 

310 

]V4n203 . 

. 0.041 

320 

319 

TiOa . 

. 0.030 

301 

300 

v,o. . 

. 0.015 

235 

236 

Zr02 . 

. 0.030 

318 

315 

CeOa . 

. 0.030 

318 

315 

CaFa . 

. 0.030 

308 

304 


Table VII. 6—Surface Tension and Composition of Some Analyzed 
Commercial Glasses 

After Badger, Parmelee and Williams 
A B D E F 

Surface tension {dynes/cm.) 

At 1200“ 303 247 302 304 313 

At 1350“ 302 245 299 300 314 


318 

315 


Batch Composition 

SiOa . 74.1 65.35 72.56 74.52 70.74 72.50 

BsO. . 1.00 

NaaO . 16.65 5.70 13.11 13.59 

KaO . 0.04 8.40 

CaO . 4.65 0.21 4.02 4.35 13.72 924 

MgO . 323 0.03 2.54 3.18 0.12 3.00 

BaO . 1.40 0.99 

PbO . 17.50 

AlaOs . 0.33 0.18 1.06 

FeaOa . 0.065 0.049 0.09 

A. National Bureau Standards Glass No. 80. Also contains: SOa, 0.41; AsaOa, 0,03; AsuOr, 0.07; 
Cl, 0.047; TiOs, 0.02; ZrOg, 0.003; MnO, 0.003. Ignition loss, 0.30. 

B. National Bureau Standards Glass No. 89. Also contains: 0.23: SOa, 0.03; As«Oa. 0.03: 

Aaj*On, 0.88; Cl, 0.05; TiOa, 0.01; ZrOz, 0.005; MnO, 0.088. Ignition loss, 0.32. 

D. Alkalies, 16.30; RjtOa, 3.58. 

E. Alkalies, 16.51; R^Os, 0.33. 

F. RgOa, 0.33; Na 2 S 04 , 0.58; AszOg. 0.25; NaCl, 0.86. 

G. NaaSO*, 0.41; NaCl, 0.11. 
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no explanation could be given for the difference between them. A similar 
difference was observed with B 2 O 3 ; the bubble method gave 87.7 at 830°, 
87.2 at 900°, and the fiber method gave 32.7. 


Table VII. 7—^Surface Tensions Measured by the Fiber and Bubble Methods, and 
Batch Composition of the Glasses Used by Keppeler 

Surface tension {dynes/cm.) 

Fiber method 163.7 152.5 147.1 141.9 135.4 129.2 

Bubble method 321.3 310.9 301.8 301.1 288.5 277.8 

Batch Composition 


SiOa . 75.98 74.38 72.88 70.88 68.38 65.88 

B 2 O 3 . 1.50 3.00 5.00 7.50 10.00 

Na^O . 13.84 13.84 13.84 13.84 13.84 1384 

CaO . 8.93 8.93 8.93 8.93 8.93 8.93 

RaOa . 1.35 1.35 1.35 1.35 1.35 1.35 


PietenpoPs used a “bulb” method, in which the excess of pressure 
inside a bulb, supported inside a furnace, is measured with a manometer. 
The “approximate” compositions of the glasses used are given in Table 
VII. 8 , and the experimental results in Figs. VII. 3 and VII. 4. Glass 
No. 10 was an alkali-free borosilicate, of undetermined composition, 
density 2.82. The curves that represent the change of surface tension 
with temperature show a rapidly “descending branch corresponding to 
the range of temperature where softening of the glass takes place, and 
a more nearly horizontal portion extending over the higher range of 
temperature. * * * It is, however, quite obvious that the high values 


Table VII. 8 —Approximate Composition of Glasses Measured by Pietenpol 


No. 

z 

4 

6 

7 

8 

SiOa . 

.... 62.5 

57.5 

63.0 

81.0 

67.0 

B 2 O 3 . 




12.5 

2.0 

NaaO . 

.... 9.0 

4.2 

8.0 

4.25 

14.0 

KaO . 

.... 6.0 

8.0 

6.0 



CaO . 

.... 0.5 

0.4 



7.0 

MgO . 

.... 0.5 

0.4 




ZnO . 





7.0 

PbO . 

!!!! 21.0 

28.6 

22.0 



AlaOa . 

.... 0.8 

1.4 

1.0 

2.0 

2.5 

FesO. . 

.... 0.2 

0.2 




Density . 

.... 3,34 

3,50 

3.21 

2.28 

2.66 


shown in the curves at low temperatures cannot be interpreted as indi¬ 
cating the true values of surface tension. Here the rigidity or high vis¬ 
cosity of the glass may be such as to mask very largely the effect of the 
force of surface tension.” 

The most comprehensive study of the surface tension of glass is that 


»Pietenpol, W. B., Phy»ic%, 7, 26 (1936). 
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Figure VII. 3. —Change of Surface Tension in Dynes per Cm. with Temperature of 
Melts of Compositions given in the Text. After Pietcnpol. 



Figure VII. 4. —Change of Surface Tension in Dynes per Cm. of Melts of Com¬ 
positions given in the Text. After Pietenpol. 
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Table VII. 9 —The Surface Tension of Some Glasses in the 
System Na20-Ca0-Si02 


After Washburn, Shelton, and Libman 


Glass 

SiOa 

.. 82.6 

Na.O 

17.4 

CnO 

Surface Tension 
-(dynes per cm.)-> 

Ay 

No. 

2 . 

1206‘» C. 

1454" C. 

153.7 

A^ 

3 . 

70.0 

30.0 


164.0 

148.8 

0.061 

4 . 

60.0 

40.0 


156.1 

153.6 

0.010 

5 . 

.. 63.0 

13.6 

23.4 

164.1 

158.7 

0.022 

6 . 

.. 60.5 

20.0 

19.5 

159.6 

128.0 

0.013 

7 . 

68.1 

21.9 

10.0 

150.0 

145.9 

0.0165 

8 . 

.. 70.0 

20.0 

10.0 

153.6 

140.4 

0.054 

9 . 

54.25 

38.0 

7.75 

165.4 

153.7 

0.047 

10 . 

70.0 

10.0 

20.0 

164.0 

156.4 

0.031 

12 . 

.. 72.25 

15.1 

12.1 


151.6 

0.030 

13 . 

.. 73.5 

16.5 

10.0 

166.9 

159.4 

0.030 

15 . 

. . 67.5 

15.5 

17.0 

158.7 

145.4 

0.0546 

16 . 

.. 64.95 

19.3 

15.75 

150.1 

138.6 

0.0465 

of Washburn, Shelton, 

and 

Libman 

on the system Na20-Ca0-Si02. 

The method used was a 

modification of Wilherag’s 

dipping plate method, 

in which 

a platinum cylinder, suspended from a 

Joly balance, 

is first 



^ A® ^ 


Figure VII. 5. —Surface Tension in Dynes per Cm. of Melts in the System 
NasO-OaO-SiOj at 1206® C. After Washburn, Shelton and Libman, with Sequence 
of Components altered. 

^ Washburn, E. W., Shelton, Q. R., and Libman, E. E., Univ. Ill, Eng. Expt. Sta. Bull., 140, 
71 pp. (1924). 















210 


THE PROPERTIES OF GLASS 


weighed in air, after which the molten glass is raised until its surface 
just touches the lower end of the cylinder, which immediately sinks into 
the liquid. The surface tension can be calculated from the readings 
of the Joly balance, the dimensions of the cylinder, the density of the 
liquid glass, and a calibration constant for the apparatus. By a slight 
modification of the method the density can be eliminated from the 
equations. 

Measurements were made at 1206° C. and at 1454° C on the series of 
glasses of compositions given in Table VIL 9; results are given in 
Table VII. 9, and in Fig. VII. 5. The change in surface tension with 
temperature was determined from 1200° to 1454° C. for glass 16, and 



Figure VII. 6 . —Change of Surface Tension in Dynes per Cm. with Temperature. 
After Washburn, Shelton and Libman. 


is represented in Fig. VII. 6. The surface tension increased very slightly 
with decreasing temperature, the temperature coefficient ranging from 
— 0.01 per cent to —0.04 per cent per degree. 

There is a discrepancy among the various observers far greater than 
can be explained by differences in composition or in temperature. The 
values obtained for silicate glasses range from about 128 to 167 dynes 
per cm., obtained by Washburn, Shelton, and Williams, to about 400 to 
500 dynes per cm., obtained by Lecrenier. Keppeler obtained values 
of surface tension by the fiber elongation method about one-half of those 
obtained by the bubble pressure method, a difference probably caused 
by failure of the theory on which the fiber elongation is based. At pres¬ 
ent the best values of surface tension of ordinary silicate glasses are near 
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300 dynes per cm. All observers agree on the low temperature coeflBcient 
of surface tension, from —0.01 per cent to —0.04 per cent per degree C. 

The results of Washburn, Shelton, and Libman probably are con¬ 
sistent among themselves, and since they found a minimum of surface 
tension within the component triangle, it follows that addition of any 
one of the components to this minimum composition raises the surface 
tension; conversely, by appropriate choice of the original glass, addi¬ 
tion of any one of the components will lower the surface tension. In 
multicomponent systems great care must be taken in generalizing from 
insufficient evidence; nevertheless, it may be said that borates and lead 
glasses have a lower surface tension than alkali or alkaline earth sili¬ 
cates. More systematic work is needed, and in such work it should be 
remembered that a single linear variation in composition in a system 
of several components does not permit generalizations as to the system 
as a whole. 



Chapter VIII 

The Heat Capacity of Glass 

The true heat capacity of a substance is the slope of the curve giving 
the heat content per unit of mass as a function of temperature, at the 
temperature in question; the quantity of heat per unit of mass required 
to produce a small rise in temperature; c = clQ/dt. The quantity usually 
measured is the mean heat capacity, the ratio between a large increment 
in temperature of unit mass and the quantity of heat required to produce 
that increment. It is equivalent to the slope of a straight line joining 
the two temperatures on the curve of heat content versus temperature. 
The measurement may be made at constant pressure or constant volume, 
and the resulting heat capacity is that at constant pressure, Cp, or at 
constant volume, c„. 

The heat capacity is usually stated in joules, the absolute energy 
unit; when expressed in calories per gram, heat capacity becomes specific 
heat, the ratio of the heat capacity of the substance to that of water 
under specified conditions. One gram-calorie (mean) = 4.186 absolute 
joules; one gram-calorie (20°) = 4.181 joules; one gram-calorie (15°) 
= 4.185 joules. 


Table VIII. 1 —Factors for Calculation of the Specific Heat of Glass 
After Winkclmayin 


SiOa 

0.1913 

Na=0 

02m 

CaO 

0.1903 

PbO 

0.0512 

BaOs 

0.2272 

K 2 O 

0.1860 

BaO 

0.0673 

MgO 

0.2439 

Ps06 

0.1902 

LizO 

0,5497 

ZnO 

0.1248 

AlaOa 

0.2074 


Specific heat is sometimes expressed in British units; one British 
Thermal Unit (B. T. U.) is the heat required to raise one pound of water 
one degree F. One B.T. U. (mean) = 1054.8 joules = 251.98 cal. 
(mean); one B.T.U. (60° F.) = 1054.6 joules; one B.T.U. (39° F.) 
= 1060.4 joules. 

Heat capacity is generally assumed to be approximately additive, 
both for crystals and for liquid mixtures, although it is well known 
that precise measurements show departures from the additive relation¬ 
ship, the cause of which is considered to be well understood. The 
specific heat of glasses is more nearly additive than any other quantity. 
This was shown by Winkelmann,^ who measured the specific heat, in 

Winkelmann, A., Ann, Physik Chem., 49, 401 (1893). 
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the temperature range of approximately 0 ° to 100 "^, of a number of 
glasses whose compositions were not accurately known, and obtained 
results which agreed to within one to two per cent of those calculated 
from the composition, using the factors for the several oxides given 
in Table VIII, 1 . Most of these are factors previously published by 
Regnault,^ which were deduced from measurements on crystalline com¬ 
pounds. A real study of the specific heat of glass is greatly to be desired, 
not only for its practical importance, but also for its application to the 
problem of the constitution of glass. 

Thuret ^ discussed the representation of specific heat data as a func¬ 
tion of temperature, and gave formulas for alumina, calcium oxide and 
vitreous silica, from —200° to +2600°. The mean specific heat is given 
by a formula of the type 

at - Co 

and the true specific heat by 

^ _ abt - 2at — Co 

Values adopted for a, 6 , and Co, respectively, were: AI 2 O 3 , 0.5946 X 10"^, 
1.964 X 10-3, 0.1801; CaO, 0.4792 X 10*3, 1.84 X 10-3, 0.1736; SiOs 
(vitreous), 0.4579 X 10*3, 1.4747 X 10-3, 0.1683. 

One-Component Glasses 

Boric Oxide, Thomas and Parks ^ used a ^^radiation’^ calori¬ 

meter, which gave true heat capacity at constant pressure. The 18-gram 
sample was prepared by heating it in a platinum crucible for eight hours 
at about 900° C., and pouring it into the silver calorimeter, maintained 
at about 500°, then cooling to 50° C. in about half an hour. The heat 
capacity of this quickly cooled glass was then measured in a continuous 
series of observations, from 33° to 345°, in about 14 hours. The sample 
was then cooled, the process requiring 18 hours, and a second series of 
heat capacity measurements was made during cooling from 332° to 
112 °. The heat capacity of this slowly cooled glass was then deter¬ 
mined “by heating it up gradually from 35° to 325° The results 
of the three series of determinations are assembled in Fig. VIII. 1. 
There was a rapid increase in heat capacity in the softening region of 
the glass. The two curves obtained on heating show a hump just before 
flattening out, but the curve obtained on cooling shows a smooth tran¬ 
sition from the higher to the lower heat capacity. 

The heat capacity values are represented by the equation; Cp 
= 0.00046^ + 0.199 to within one unit in the last decimal place up to 

•Regnault, H. V., Ann, Chem, Phys,, 1, 129 (1841). 

® Thuret, A.., J. Soc. Olass Tech., 20« 680 (1936). 

* Thomas, S. B., and Parks, Q. S., /. Phys. Chem., 35, 2091 (1931). 



214 


THE PROPERTIES OF GLASS 


130° for the curve obtained by heating the sample obtained by slow 
cooling, and up to 100° with the sample obtained by rapid cooling, and 
the same equation represents the results obtained during cooling up to 
161°. They were usually reproducible to 0.5 per cent or better, and the 
estimate of absolute accuracy of two per cent at 100° and four per cent 
at 350° was considered conservative. 

The measurements were made with continuously changing tempera¬ 
tures, and if glasses in the highly viscous condition below the softening 
point require periods of time which increase with decreasing temperature 



Figure VIII. 1.—Curves of Heat Capacity for Boric Oxide Glass. After Thomas 

and Parks. 


to reach the equilibrium condition characteristic of the temperature of 
the measurement, then it is probable that the glasses measured were not 
in equilibrium at temperatures below that of the '^hump.” The measure¬ 
ments are a quantitative corroboration of the earlier observations by 
Tool and his co-workers,® and likewise show that, when a glass is heated 
below the upper part of the annealing region at a rate too rapid for 
equilibrium to be attained, the stored-up lag is suddenly released when 
the viscosity becomes small enough, producing a discontinuity. It would 
be useful to have heat capacity measurements made below the softening 
point, with heat treatment prolonged at each temperature until a demon¬ 
strated constant condition was reached, before the measurement was 
made. It is probable that there would not be a hump on the heat 
capacity curve so obtained. 


6 Tool A. Q., and Valaeek, J,, Set. Pavers Bur. Standards, 358, M7 ( 1920). Tool, A. and 
Eichlin, C. G.,1 Optical Soc. Am., 4, 340 (1920). Tool, A. Qm and Eichlm, C. G., /. Am. Ceram. 
Soc., 8, 1 (1925). Tool, A. Q., and Eichlin, C. <4., /. Research Natl. Bur. Standards, 6, 523 (1981), 
/. Am. Ceram. Soc., 14, 276 (1981). 
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Silica,' SiOg. Sosman ® discussed the experimental data on the heat 
capacity of vitreous silica, and gave the most probable values in a table, 
reproduced as Table VIII. 2. Both the true heat capacity, Cp, and the 
mean heat capacity, c„^, are given. Sosman remarked (p. 314): ^The 
slight irregularity in the curve for vitreous silica at about 500 to 700® C. 


Table VIII. 2— Tnie Heat Capacity and Mean Heat Capacity from 0"^ C. 

of Vitreous Silica’*' 


After Sosman 


^®C. 

Cp 

Cm 

^®C. 

Cp 

Cm 

-255 

4.8 


400 

260 

222 

-250 

7.7 

93.6 

450 

266 

227 

-243 

12,7 


500 

270 

231 

-233 

19.8 


550 

273 

235 

-223 

26.7 


600 

275 

238 

-200 

43.4 

110.1 

700 

281 

244 

—150 

79.5 

126 

800 

286 

249 

-100 

112.8 

141 

900 

289 

253 

- 50 

142.2 

154.5 

1000 

292 

257 

0 

165.7 

165.7 

1100 

294 

260 

50 

185 

176 

1200 

303 

263 

100 

201 

185 

1300 

316 

267 

150 

215 

193 

1400 

328 

270 

200 

227 

200 

1500 

339 

275 

250 

236 

206 

1600 

346 

279 

300 

245 

212 

1700 

352 

283 

350 

254 

212 





* Values are 10® Cp or c„, in 20® calories per gram. 


may not be real, but due to the form of curve resulting from the averaging 
of several curves of mean heat which do not agree particularly well. 
Furthermore, it is entirely possible, and even probable, that the true 
heat capacity of vitreous silica varies with its previous history, just as 
do its elastic properties, but there have been no experiments to test 
this question. On the other hand, there are suggestions here and there 
of a genuine irregularity in vitreous silica near 600®.” 

Multi-Component Glasses 

There has been no systematic study of the dependence of the heat 
capacity of glass upon composition. The results of Winkelmann,^ obtained 
in his classic study of the heat capacity of a series of experimental 
and commercial glasses, are included in Table I. 2. Measurements on 
glasses of unknown composition have been made by Magnus,^ Nernst,® 
Koref,® Borisfield,^^ and Schultz 

•Sosman, R. B., “The Properties of Silica,” Chemical Catalog Co. (Reinhold Publishing Corp.), 
New York, 1927. 

Magnus, A., Ann. Physik, 31, 597, 606 (1910). 

® Nemst, W., Sitzher. kgl. prevss, Akad, Wizs., 12, 13, 261 (1910); Ann. Physik, 36, 395 (1911). 

•Koref, F., Ann. Physik, 36, 49, 64 (1911). 

WBorisfield, Trans. Roy. Soc. (London), A, 211, 199 (1911). 

Schultz, K., Zentr. Mineral., OeoL, 1911, 632. 
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Parmelee and Badger made measurements by the dropping method, 
using silica glass to standardize their apparatus. The absolute accuracy 
was judged to be plus or minus one per cent. The results are summarized 
in Table VIII. 3. Glasses 1 and 8 were standard samples from the 
Bureau of Standards, and 9 was an opal glass from the same source. 


Table VIII. 3— Heat Capacity of Some Commercial Glasses’*' 


Ailer Parmelee and Badger 





n i ♦ i/nn 



Heat Capacity 
/in._ 

No. 

' SiOa 

BgOa 

NagO KoO 

CaO 

MgO 

PbO 

AI 2 O 3 F CgOa 

800® 

1000® 

r 

74.1 


16.65 0.04 

4.65 

3.23 


0.33 0.065 

0^280 

0.292 

2 *^ 

71.88 


17.59 

5.01 

3.64 


1.21 0.07 

0.268 

0.290 

3" 

73.28 


16.31 

5.31 

3.88 


0.48 

0.280 

0.285 

4 

74.95 


15.82 

4.79 

3.30 


1.13 

0.265 

0.293 

5- 

71.58 


14.00 

12.94 

0.10 


0.54 0.12 

0.274 

0.289 

6 * 

74.84 


16.48 

2.55 

1.77 


4.36 

0.279 

0.281 

7^ 

61.91 


8.32 6.19 

tr. 

tr. 

22.23 

1.00 0.15 

0.211 

0.224 

8 ^ 

80.1 

12.6 

4.17 0.15 


0.02 


1.92 0.077 

0.271 

0.287 

9" 

67.53 


8.48 3.25 

10.48 


0.097 

6.01 0.081 


0.269 


* Values are in 20® calories per gram per ® C. 

“TiOa, 0 . 02 ; ZrOs, 0.003; MnO, 0.003; SO.,, 0.41; AS 2 O 5 . 0.07; AsoOa. 0.03; Cl, 0.047; loss on 
ignition, 0.30. Additional heat capacity values; from 40®; 850®, 0.285 ; 900®, 0.287; 950®, 0.288; 
1050®, 0.298. 

^SOa, 0.41; As,.03, 0.20. 

«BaO. 0.24. 

‘*Na 2 S 04 , 0.66; NaCl, 0.06. 

«FegOs is probably less than 0 . 1 %. 

^ AS2O3, 0.20. 

TiOg, 0.026; ZrOg, 0.014; AsgOa, 0.09; AsgOr,, 0.14; SO 3 , 0 , 01 ; Cl, 0.03; loss on ignition, 0.67. 
>^ZnO, 0.08; TiOg, 0.019; ZrOg, 0.0095; AsgO^, 0.102; AsgOa, 0.091; PaOs, 0 . 22 ; Cl, 0.014; F, 5.72. 

2 was a glass used for electric light bulbs, 3, a bottle glass, 4, a milk 
bottle glass, 5, a plate glass, and 6 was a lead glass of the type some¬ 
times used for electric light bulbs. 5 and 8 showed some devitrifica¬ 
tion, and 9 was greatly altered in appearance by quenching. 

Schwiete and Wagner measured the mean specific heats of three 
glasses having the following compositions: 


SiO. 

Alkalies 

CaO 

AWs 

FeaO* 

MnaOi 

a 64.32 

12.44 

12.85 

7.52 

1.90 

0.44 

b 66.1 

12.59 

12.2 

6.03 

1.27 

1.40 

c 62S 

8.64 

12.7 

7.1 

1.22 

7.06 


The method of mixtures was used, and the results are given in Table 
VIII. 4 both from and from 18*" to an upper temperature. 

Hildebrand, Duschak, Foster, and Beebe measured the interval 
specific heat of ^Tyrex” laboratory glass. Measurements were made in 

“Parmelee, C. W., and Badger, A. E., Univ. Ill, Eng, Expt, Sta, Bull, No. 271, (1984). 
“Schwiete, H. E., and Wagner, H., Olastech, Ber„ 19, 26 (1932). 

“Hfldebrand, J. H., Duschak, A. D., Poster, A. H., and Beebe, C. W., /. Am, Chem. 8oc,, 
39 , 2293 (1917). 
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Table VIII. 4—Mean Specific Heats of Three Glasses from 0°, and from 18®, to 
the Indicated Upper Temperatures 


Upper 

Tempera¬ 


After Schwiete and Wagner 

n niouo h _ 








ture (° C.) 

18® 

0 ° 

18® 

0 ° 

18° 

0 ® 

300 

0.2238 

0.2216 

0.2284 

0.2258 

02169 

0.2147 

500 

0.2399 

0.2379 

0.2400 

0.2380 

0.2326 

0.2307 

700 

0.2562 

02544 

0.2602 

0.2583 

0.2520 

0.2501 

900 

0.2707 

0.2691 

0.2779 

0.2760 

0.2675 

0.2657 

1100 

0.2751 

0.2737 

02798 

02782 

0.2699 

0.2684 

1300 

0.2880 

0.2866 

0.2912 

02897 

02838 

02823 


the intervals 20° to 100°, 20° to 135°, 20° to 200°, and 20° to 265° C., 
with the results represented by the formula 

Ct = 0.174 + 0.00036^ 

where Ct denotes specific heat at t °C. 

Table VIII. 5—True Specific Heat of Lindernann Glass 
After Simon 


t (abs) . 24.3 31.0 36.0 45^2 48.3 25.3 

Cp . 0.0084 0.0123 0.0154 0.0239 0.0257 0.0290 

t (abs) . 85.6 88.3 97.6 99.5 112.3 114.8 

Cp . 0.0634 0.0653 0.0737 0.0771 0.0884 0.0911 


De Vries,using an electrical method, determined the heat capacity 
of ^Tyrex’^ glass from 26° to 173° C. His results are represented by 
the formula 

Heat capacity = 0.1839 + 0.0003134 {t —20). 


Table VIII. 6—Mean Specific Heats of Silicate Glasses 
After White 


Glass 

Anorthite, An 

CaO*AhO«-28108 . 

Andesine, Abj Ani. 

Albite, Ab 

Na20‘Alfi08*6Si02 . 

Microcline 

KaO-AhOa-OSiOa . 

WoUastonite 

CaO-SiOs. 

Diopside 
Ca0-Mp0-2Si02 
Magnesium metasilicate 
MgO-SiO. . 


Vloo® 

0-300® 

0.1881 

0.1932 

02152 

02211 

0.1977 

02238 

0.1919 

0.2163 

0.1852 

0.2078 

0.1938 

02189 

0.2040 

02302 


G. cal.jgo per ® C. 
a~500® 0-700® 

0.2306 0.2406 

0.2484 

0.2410 

0.2321 0.2431 

0.2208 0.2355 

02333 0.2439 

02474 02598 


0-900® 0-1100® " 

0.2615 

0.2640 

0.2515 0.2598 


15 De Vries, T., Ind. Eng. Chem., 22, 617 (1930). 
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Simon measured the true heat capacity of “Lindemann glass,” 

101126207 + 2 BeO +3 B2O3, by the Nemst method from 24 ° to 115 ° 
A., with the results given in Table VIII. 6, 

White measured the specific heat of “soft glass” and of several 
mineral glasses by the method of mixtures. His results, probably the 
most accurate in the literature, are given in Table VIII. 6. 

“Simon, F., .Inn. Phytik, 68, 241 (1922). 

“Lindemann, Ch. L., and F. A., Z. Rocntgenkunde, 13, 141 (1911). 

“White, W. P., Am. J. Sci., 2, 334 (1909); Am. J. Sci., 47, 1 (1919). 



Chapter IX 

The Thermal Conductivity of Glass 

The rate at which heat energy is transmitted through glass by con¬ 
duction depends on the size and shape of the conducting path, on the 
difference in temperature between the two faces, and on the composition 
of the glass. The thermal conductivity usually is measured by the plate 
method, in which the sample is placed between the two plates of good 
thermal conductivity, to one of which heat is supplied at a known con¬ 
stant rate, while from the other heat is removed. Edge effects are 
eliminated by a guard ring. When a steady state is reached, the tem¬ 
perature gradient is measured. Thermal conductivity commonly is 
expressed in calories per square centimeter per second per degree Centi¬ 
grade per centimeter. In some engineering calculations English units 
are used, and thermal conductivity is expressed in B. T. U. per square 
foot per hour per degree Fahrenheit per inch. The factors for changing 
thermal conductivity, using calories as heat units, to joules are the same 
as for changing specific heat, namely, 1 calorie (15° C.) cm.^^ sec.-^ 
(deg. C., cm."^)"^ = 4.185 joules (abs.) cm.‘^ sec.“^ (deg. C., cm.“^)’^. 
One calorie (15° C.) cm.-^ sec."^ (deg. C., cm."^) = 1.225 B.T. U. (39°) 
ft.-2 sec.-i (deg. F., in.-^). One B.T.U. (39°) ft.'^ sec.-^ (deg. F., inr^) 
= 5.218 joules (abs.) cm.~^ sec.'^ (deg. C., cm."^)'^. Thermal diffusivity 
is the thermal conductivity divided by the product of density and 
specific heat. 

In many problems concerning the transfer of heat, the thermal con¬ 
ductivity of the materials is a less important factor than the “skin 
effect'^ of thin films. Littleton and Bates ^ found that, although copper 
has a thermal conductivity coefiicient 300 times that of glass, new copper 
condenser tubes condense only 2.5 times as much steam as glass tubes, 
and the difference is smaller when the copper tubes become slightly cor¬ 
roded. Radiation is another factor in heat transfer problems which is 
frequently overlooked, and may be of greater importance than thermal 
conduction. This factor becomes of increasing importance as tempera¬ 
ture is increased; and at higher temperatures we have no knowledge of 
the thermal conductivity of glass. 

Thermal conductivity is usually considered to be additive, but the 
experimental data are not sufficient to confirm the assumption. There 
has been little systematic study of thermal conductivity of glass in its 

^Littleton, J. T., and Bates, H. 0., Chem, Met., 39> 815 (1932). 
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dependence on composition, and much of the experimental work has been 
on multicomponent glasses. Paalhorn^ measured the thermal conduc¬ 
tivity of the glasses studied by Winkelmann and proposed factors for 
the calculation of conductivity from composition, which agreed fairly 
well with his observed values. Later, Fockc,^ working with similar 
glasses, obtained results differing by as much as 40 per cent from those 
of Paalhorn, and proposed new factors. Probably the best work is that 
of Eucken,^ who determined the thermal conductivity of silica glass and 
of a number of optical glasses, summarized in Table IX. 1 . The glasses 


Table IX. 1—Thermal Conductivityof Silica Glass and of Some Optical Glasses 


Ajter Euchen 


Glass No., Glass 

Table III. 4 Type -190‘=> -78“ 0° 100® 

— . Silica 1.58 2.77 3.32 4.57 

1 . 469/649 1.181 2.532 2.796 3.243 

8 . 516/640 1.195 2.825 

a . 519/604 1.182 2.675 

36 . 613/369 0.865 1.900 

40 . 649/338 0.851 1.867 

43 . 754/275 0.807 1.698 1.812 

70 . 516/692 0.877 1.769 2.007 


* Values are in 10 -^ cal. cm-^ sec-' (® C., 

o Borosilicate Crown 0 3453; SiOa, 68.5; B 2 O 3 , 3.5; Na^O, 12; K 3 O, 5; ZnO, 1.0; BaO, 9.7; 
AsgOsi 0.3. 


were not analyzed, so that compositions must be inferred from the 
optical properties of the type glass. Eucken emphasized the difference 
between the thermal conductivity of a crystalline substance, such as 
quartz, which increases with decreasing temperature and reaches a high 
value below the temperature of liquid air, and that of a glass, which 
decreases with falling temperature. 

Russ,® a pupil of Eucken, measured the thermal conductivity of 
glasses prepared by Gehlhoff and Thomas (cf. p. 160). The glasses 
were not analyzed. His results are assembled in Table IX. 2 . He dis¬ 
cussed the calculation of thermal conductivity from composition, and 
adopted Winkelmann^s formula 

100 bi hi hn 

- m --j- . . • . -f- 

X Xl X2 Xn 

in which A is the reciprocal of the thermal conductivity; and Ai, A 2 , 
... An, constants for the various components whose percentages by vol¬ 
ume are given by 61 , 62 , • . . b«. Values of constants for the various 

* Paalhorn, O., Dlss., Jena, 1894. Quoted in Hovestadt, H., "Jena Glass," translated by 
Everett, J. D. and A., Macmillan, New York, 1902. 

«Focke, T. M., Ann. Phynik, 67, 132 (1899). 

^ Eucken, A.. Ann. Physik, 34, 185 (1911). 

»Ru8s, a., Sprechaaal, 61, 887 (1928). 











HEAT CONDUCTIVITY 


221 


Table IX. 2 —^Thermal Conductivity’** of Some Experimental Glasses 

After Rms 


1. Series 

18% NatO, 82% (Si0,+B,0>) 

6. Series 18% Na.0,82% (SiO.+ZnO) 

Weight 



Weight 



% BaOa 

0*’ 

100® 

% ZnO 

0® 

100® 

5 

2.428 

2.670 

5 

2.386 

2.606 

10 

2.411 

2.568 

10 

2.213 

2326 

15 

2.352 

2.568 

15 

2.150 

2.321 

20 

2.327 

2.528 

20 

2.024 

2310 

30 

2248 

2.478 

30 

1.928 

2,094 

2. Series 

20% PbO, 80%(SiO,+Na,OJ 

7. Series 18% NasO, 82% (SiO»-\-BaO) 

% NaaO 



% BaO 



10 

2.264 

2.455 

5 

2.258 

2.457 

15 

2.119 

2.353 

10 

2201 

2.398 

20 

2.021 

2.279 

15 

1.967 

2.194 

25 

1.980 

2.063 

25 

1.908 

2.110 

3. Series 

20% PbO, 80%(SiO,+K,O) 

8. Series 18% NatO, 82% (SiOz+PhO) 

% KsO 



% PbO 



15 

1,940 

2,146 

5 

2.153 

2.356 

20 

1.813 

2.035 

10 

2.151 

2.356 




20 

2.090 

2397 

4. Series NaiO,82%(SiOi'\-MgO) 

25 

2.018 

2321 

% MgO 

5 

2.368 

2.612 

9. Series 18% Na,0,82%(Si0,+Al,0i) 

8 

2.419 

2.644 

% AI2O3 



10 

2.327 

2.553 

3 

2.322 

2.582 

12 

2.282 

2.460 

6 

2.301 

2.559 

15 

2.270 

2.453 

9 

2.293 

2.461 

18 

2.271 

2.447 

12 

2.261 

2.450 

5. Series 18% NatO,82% (SiO,^-CaO) 

10. Scries 18% Na,0,82%(SiO.+Fe.O,) 

% CaO 



% Fe^Oa 



5 

2.228 

2,491 

5 

2.208 

2.530 

10 

2.172 

2.426 

10 

2.250 

2.474 

15 

2.162 

2.320 

15 

2.191 

2.504 




20 

2.133 

2.345 


* Values are 10~® g-ca! cm~* sec~’ (“ C., 


oxides are given in Table IX. 3, together with factors for the calcula- 
lation of density used by Russ. These density factors do not represent 
new determinations. 

Bridgman ® measured tlie thermal conductivity of Pyrex chemical 
resistant glass as a function of pressure, and found it to be represented, 
at both 30° and 75° C., by the expression: 

Thermal conductivity == 0.00261 4- 0.00001 (p/1000). 

The experiments extended up to pressures of 12,000 kg./cm.^ 

Stephens^ measured the change in thermal conductivity with tem- 


«Bridgman, P. W., Am, J. 8ci., (5) 7, 81 (1924). 
^Stephens, R. W. B., Phil. Mag., (7) 14, 897 (1932). 
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Table IX. 3—Factors for the Calculation of Thermal Conductivity and Density 


Aiter 


Oxide 

SiOa 

BaOa 

NaaO 

K.0 

CaO 

BaO 

ZnO 

PbO 

MgO 

AW , 

Fe20a 


Density 

Thermal 

Conductivity 

Factor 

Factor 

2.30 

3.00 

2.35 

3.70 

3.20 

10.70 

2.90 

13.40 

3.90 

8.80 

7.10 

11.85 

5.90 

8.65 

10.00 

11.70 

3.90 

4.55 

3.20 

6.25 

3.87 



perature of Pyrex chemical resistant glass from —181° to +250° C. 
His results are represented by the equation: 

K = A+ b logio T, 

in which K is the thermal conductivity, T is the absolute temperature, 
and A and b are empirical constants, which have the values —0.003523 
and +0.002454, respectively. At 20° the experimental value of thermal 
conductivity was 0.00245; at 90°, 0.00277. 














Chapter X 

The Density of Glass 

Density is the property of glass most frequently measured, and 
determinations too numerous to mention have been recorded of indi¬ 
vidual glass densities incidental to another research. The composition 
of the glass was usually unknown and not pertinent, and the densities 
so recorded are devoid of general interest. Many standard types of 
glass, such as Jena 59^^^ or Pyrex resistant laboratory ware, are of such 
widespread use that knowledge of their density is frequently needed. 
Fortunately, such glasses ordinarily are constant enough in composition 
for the density commonly given to be used for all but the most exacting 
work. Densities of many commercial glasses are given in Tables I. 2, 
XVI. 22, and XVL 23. 

There is also a great mass of measurements obtained on simpler 
glasses, usually in systematic studies of the variation of property with 
composition, made in the hope that information would be obtained per¬ 
tinent to the problem of the constitution of glass. This hope has not 
been justified, but there has resulted a large body of more or less sys¬ 
tematic data. The composition sometimes is known only approximately 
from the batch composition; sometimes it is known precisely. Such 
studies have been included whenever possible. 

Additive Relationship 

The specific volume of glass approximates to an additive property 
of its constituent oxides, a fact which has long been recognized and 
which frequently has been expressed by assigning to each oxide a factor, 
by the use of which the specific volume may be calculated roughly by 
means of a formula of the type: 

100 ^ 

D ‘ 

in which x'j a;", . . . rr” are the percentages by weight of the components, 
and d'y d", . . , d*^ are the corresponding factors. The factors given by 
several authors are assembled in Table X. 1. Another set of factors is 
in Table IX. 3. 

This additive relationship, which is true in general of all liquids, 
has long been known. Within the narrow composition range of most 
soda-lime-silica glasses, calculation of density by means of additive fac- 
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tors should give a fair approximation to the correct values. The reason 
is evident from inspection of Fig. X. 5. The lines of constant density 
are not straight; but within the range of composition from 70 to 80 
per cent Si02, from 0 to 15 per cent CaO, the departures from straight 
lines are not as great as the differences which may be caused by differ¬ 
ences in annealing. The low density of silica is the dominant factor. 
Additions of small amounts of most of the other common ingredients 
cause changes in density which are small, because the other common 


Table X. 1— Factors for Calculating Density from Composition * 



Winkelmann 


English and 


Oxide 

and Schott ^ 

Baillie 2 

Turner “ 

Tillotson * 

SiOs . 

. 2.3 

2.24 

2.20 

2.3 

SaOa . 

. 1.9 




NaaO . 

. 2.6 

3.20 

3.47 


KaO . 

. 2.8 




MgO . 

. 3.8 

3.25 

3.38 

4.0 

CaO . 

. 3.3 

4.30 

5.00 

4.1 

ZnO . 

. 5.9 




BaO . 

. 7.0 




PbO . 

. 9.6 




AlsOa . 

. 4.1 

2.75 

2.75 

2.75 

P.O 5 . 

. 2.55 




LiaO . 




3.7 


100 X* %** 

a^n 



* Values given are of d\ etc,, 

in — = — -j-, 





D d' d" 

d^ 




1 Winkelmann, A., and Schott, O., Ann. Physik Chem., 51, 730 (1894); Hovestadt, H., and 
Everett, J. D. and A,, “Jena Glass," Macmillan and Co., London, 1902. 

* Baillie, W. L., /. Soc. Chem. Ind., 40, 141 (1921). 

«English, S., and Turner, W. E. S., /. Soc. Glass Tech., 6, 228 (1922). 

^Tillotson, E. W., Jr., /. hid. Eng. Chem., 3, 897 (1911). 


oxides are not greatly different in density. When the amounts of the 
added oxides are large, or when they are of greatly differing density, 
the effect on the curvature becomes apparent. The differences, however, 
rarely extend to the first decimal place. 

In speculation as to the reasons for this additive feature, and for 
the departures from the additive relationship, the assumption frequently 
is made that definite compounds exist in the glass, and that when the 
composition is expressed in terms of these compounds, the relationship 
between density and composition will be truly linear. As long as only a 
single binary compound of each oxide is assumed to combine with silica, 
the assumption of such compound formation is equivalent to assuming 
a density for the combining oxide. This was pointed out by Morey and 
Merwin ^ for binary glasses, and the argument is easily extended to other 
cases. For example, assumption of the compounds Na20 • 2Si02 and 
CaO • Si02 in the ternary system Na20-Ca0-Si02 is equivalent to pass¬ 
ing a plane through the three points corresponding to the densities of 

’ Morey, G. W., and Merwin, H. E., /. Optical Soc. Am., 22, 632 (1932). 
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these two compounds and of silica glass in the model representing density. 
Extension of this plane to its intersections with the edges Na20 and 
CaO gives the values assumed for these oxides in the calculation. Proof 
of the extension of this self-evident proposition to systems of more com¬ 
ponents should not be necessary. Several authors have written exten¬ 
sively on the calculation of density from composition, often with inten¬ 
tion to support some hypothesis as to the constitution of glass. Among 
these are Biltz and Weibke ^ and Knapp.^ 

Units and Factors 

Density is expressed in terms of the mass of unit volume, and its 
dimensions are M/V, or ML'^. The temperature to which the measure¬ 
ment refers should be specified. Density requires no reference to other 
substances, and when such a reference is given, e. g., d the property 
probably meant is specific gravity, the ratio between the mass of unit 
volume of the substance at a particular temperature divided by the mass 
of unit volume of water at 4®, a dimensionless quantity. The two 
measures are not the same, and should not be confused. 

Methods of Measurement 

Four methods are commonly used for measuring density: the volu¬ 
metric method, the flotation method, the method of Archimedes, and the 
pyknornetric method. 

The volumetric method, in which the volume is calculated from 
the dimensions of the sample, is frequently useful for rough approxi¬ 
mations; but the precision of geometrical form necessary for exact work 
is difficult to attain. 

The method of Archimedes, or the displacement method, in which 
the sample is weighed both in air and immersed in a liquid of known 
density, is rapid and convenient, and sometimes is capable of high pre¬ 
cision. It is necessary that there be careful control of the density of 
the buoyant liquid, which should not be too viscous; and the error caused 
by surface tension acting on the suspension wire as it passes through 
the air-liquid interface must be eliminated as far as possible. The 
method is frequently applied at ordinary temperature, using water as 
the buoyant liquid, and a fine platinum wire, previously coated with 
platinum black, for the suspension, under which conditions acceptable 
precision can be attained. The density at high temperature is sometimes 
measured by the buoyant effect of the glass on a platinum weight; but 
under these conditions the viscosity of the liquid, and the effects of 
the suspension wire passing through the interface, cause the method to 

* Biltz, W., and Weibke, P., Z. anora. allgem. Chem., 203, 34.5 (1932). 

a Knapp, O., Sprechsaal, 63, 61 (1930); Glastech. Ber., 8, 154 (1930). 
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be of questionable value. Another application of the same principle 
was made by Day, Sosman, and Hostetter^ in their study of mineral 
densities at high temperatures, in which a bath of molten tin was used 
as the buoyant liquid. The method gives excellent results with rigid 
materials, but with glasses which flow under load, disturbing compli¬ 
cations arise. 

The pyknornetric method, in which a container is weighed first filled 
with a liquid of known density, then filled with a known weight of glass 
immersed in the liquid, is standard practice, yet the precision of which 
the method is capable is rarely attained. Certain precautions are essen¬ 
tial. The fragments of glass always tend to entrap bubbles of air, and 
tiny cracks, invisible except when filled with a colored liquid, contain 
air which is difficult to displace. The complete removal of air can be 
assured only by boiling under reduced pressure, as was done by Day 
and Allen ® and by Johnston and Adams,^ who also described a superior 
pyknometer. 

The flotation method, in which the density of a buoyant liquid is 
adjusted so that the density of the sample is exactly matched, is espe¬ 
cially well known to mineralogists. It offers many advantages. It is 
capable of the highest precision, and some of the most precise deter¬ 
minations of density have been made by it. It is also of special value 
in detecting inhomogeneity, and in the rapid measurement of a number 
of samples not differing greatly in density. The method has been applied 
to glass by Cousen and Turner and by Morey and Merwin.® 

Determinations of density which lay claim to highest accuracy should 
be corrected for the buoyant effect of the air. This may be done by 
making separate corrections on each weight, but it is much easier, and 
less liable to error, to make the correction for buoyancy in one operation, 
as was done by Johnston and Adams. They showed that if s is the den¬ 
sity of a substance as calculated from the uncorrected weights, S its true 
density, and L the true density of the liquid, then the vacuum correc¬ 
tion to be applied to the uncorrected density x is 0.0012 (1 — s/L ); when 
the density of the substance is greater than that of the liquid, the cor¬ 
rection is negative. Using water as the buoyant liquid, the correction 
is —0.0012 for a solid of density 2, and —0.0024 for one of density 3. 

Several studies which are not quoted in detail have included measure¬ 
ments of the density of experimental glasses. Gehlhoff and Thomas ® 
measured numerous glasses, which were not analyzed, and gave their 

*Day, A. L., Sosman, R. B., and Hostetter, J. C., Am, /, 8ci,, 37, 1 (1914). 

“Day, A. L., and AUen, E. T., Cameffte Inst, Wash. Pub. No. 81 (1905). 

“Johnston, J., and Adams, L. H., /. Am. Chem. Soc., 34, 568 (1912). 

^Ck>U8en, A., and Turner, W. E. S., /. Chem. Soc., 1928, 2654. 

“Morey, Q. W., and Merwin, H. E., /. Optical 8oe. Am., 22, 682 (1932). 

“Gehlhoff, G., and Thomas, M., Z. tech. Physik, 7, 105 (1926). 
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results in graphic form only. Enss gave the density of numerous 
glasses measured incidentally in studying chemical durability, but 
included no details of measurement. Hanlein measured the density, 
coefficient of expansion, viscosity and electrical conductivity of a num¬ 
ber of glasses in the system Na 20 -K 20 -Ca 0 -Si 02 . His results are given 
only in graphic form, on too small a scale to be reproduced. Keppeler 
and Ippach in their study of chemical durability in the system Na 20 - 
Ca 0 -Si 02 determined the density of 20 analyzed glasses, which con¬ 
tained about one per cent of impurity, some of which were strongly col¬ 
ored from iron. The results are not included because they are inferior 
to other measurements in the same composition range which are given 
in detail. 

Densities of glasses not included in the discussion in this chapter are 
in Tables VIL 8 ,1. 2, VIIL 2, XVI. 22 , and XVI. 23. 

One-Component Glasses 

Elementary glasses. Selenium is the only element whose density as 
a glass has been measured. Saunders,^® in a study of the forms of 
selenium, found the density of selenium glass to be 4.28. 

Oxide Glasses 

Boric oxidcj B^Os. The density of boric oxide has been measured by 
several observers, some of whom have exercised great care; nevertheless, 
the effect of heat treatment, and the procedure necessary to dehydrate 
the oxide completely appear not to have been studied adequately. Small 
amounts of water increase the density of boric oxide until a maximum is 
reached,and the glass is extraordinarily susceptible to heat treatment. 

Ditte found the density of B 2 O 3 was 1.8766 at 0°, 1.8476 at 12°, 
and 1.6988 at 80°. Bedson and Williams^® found a density of 1.850. 
Briscoe, Robinson, and Stephenson found that the density ranged 
from 1.7911 to 1.7904, with a mean value of 1.7952. Cousen and Turner 
criticised the results of Briscoe, Robinson, and Stephenson on the basis 
that the heat treatment given the boric oxide was not sufficient to 
dehydrate it, and that there was no proper annealing. They made a 
careful study of these factors, and give 1.844 as the true density of boric 
oxide. Both pyknometer and flotation methods were used. In a later 

Enss, J., OlaHech. Ber., 5, 449 and 509 (1928). 

Hanlein, W., Z. tech. Phynk, 14, 418 (1933). 

52 Keppeler, G., and Ippach, H., Sprechsaal, 60, 239, 261, 281, and 207 (1927). 

58 Saunders, A. P., /. Phys. Chem., 4, 423 (1900). 

5* Unpublished results of Merwin, H. E., and Morey, G. W. 

5«Ditte, A., Anti. chim. phys. (5), 13, 67 (1878). 

5« Bedson, P. P., and Williams, C., Ber., 14B, 2549 (1881). 

5*5 Briscoe, H. V. A., Eobinson, P. I<., and Stephenson, G. E., J. Chem, Soc., 1926, 70. 

“ Cousen, A., and Turner, W. E. S., /. Chem, Soc., 1928, 2654. 
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paper this value was abandoned, and the value 1.8391 was given with¬ 
out discussion. JenckeP® found 1.8016 for the density at 20° of a 
quenched sample. 

By the flotation method Wulff and Majumdar obtained values of 
the density of B 2 O 3 ranging from 1.778 to 1.838, depending on the his¬ 
tory of the sample. The highest density was obtained with a sample 
incompletely dehydrated by heating one hour at 800° followed by slow 
cooling. They believed that complete dehydration would require heating 
in vacuum at 1200°. They also found that the '^annealing’^ treatment* 
greatly influenced the density. A sample heated 24 hours in a high 
vacuum at 100 - 120 ° C., then melted for 24 hours in a high vacuum 


Table X. 2—Density and Refractive Index of Some Na20-B208 Glasses 
After Jenckel (J) and Wulff and Majumdar (WM) 


Weight 
% NaoO 

Density 


Obvserver 

5.42 

2.0716 

1.49003 

J 

6.84 c 

1.9690 

1.4797 

WM 

6.84 d 

1.9876 

1.4841 

WM 

9.15 

2.0090 

1.4839 

WM 

9.91 

2.1728 

1.49623 

J 

10.81 

2.1881 

1.50011 

J 

14.13 

2.2489 

1.50425 

J 

16.97 

2.2878 

1.50802 

J 

16.51 a 

2.1226 

1.4953 

WM 

16.51 b 

2.1235 

1.4958 

WM 

20.51 

2.1376 

1.50962 

J 

23.19 

2.2303 

1.5051 

W^M 

23.55 

2.3363 

1.51026 

J 

27.19 

2.3524 

1.51130 

J 

28.28 

2.3285 

1.5136 

WM 

28.41 a 

2.3322 

1.5144 

WM 

28.41 h 

2.3324 

1.5147 

WM 

30.79 

2.3622 

1.51290 

J 


Values indicated by a and h were made on different portions of the same piece; c refers to a 
quickly cooled sample, d. to one slowly cooled. 


at 1200° C. and quickly cooled, gave 1.778. Another sample, similarly 
heated, but cooled in 8 hours, gave 1.811; and another, cooled in 13 
hours, gave the most probable value of the density of boric oxide, 1.812. 
They were of the opinion that the results of Turner and his collabora¬ 
tors were too high owing to incomplete dehydration. 

i^GoodinR, E. J., and Turner, W. E. S.. /. Soc. Glass Tech., 18, 32 (1934), 

Jenckel, E., Z. Elektrochem., 41, 211 (1935). 

Wulff, P., and Majumdar, S. K., Z. physik. Chem., 31B, 319 (1936). 

♦The annealing treatment affecting density is mainly that in the temperature 
range immediately below that at which strain is rapidly lost. As the viscosity 
increases the time required to reach the final density at that temperature increases; 
and to obtain the maximum density the rate of cooling should be such as to pennit 
the maximum change at each temperature. Such a treatment has never been given 
boric oxide glaas. The statement ^^cooled in 8 hours” means nothing; the important 
part of the cooling may have taken only one-half hour. 
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Figure X. 1.—The Densities and Refractive Indices of Glasses in the System 

Naa0-Si02, as Determined by Several Observers. After Morey and Merwin. 

Silicon Dioxide, Silica or Quartz Glass, SiO^. The literature concern¬ 
ing the density of silica glass has been critically discussed by Sosman,^^ 
who concluded that the most probable value of the density of vitreous 
silica at 0"^ C. and one atmosphere is 2.203. 

Germanium Dioxide, GeO%, Dennis and Laubengayer ^3 found 3.6277 

“Bosman, R. B., "The Properties of Saice/' 289, Chemical Catalog Co. (Reinhold Publishing 
Corp.), New York, 1027. 

^ Dennis, L. M., and Laubengayer, A. W., /. Phys, Chem., 30, 1510 (1926). 
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for the density of glassy Ge 02 at 20°. The pyknometric method was 
used, with toluene as liquid, but no information was given as to the ther¬ 
mal history of the sample. 

Arsenic TrioxidCj As^Os. Merwin found the density of quickly 
cooled AS 2 O 3 glass to be 3.701. 

Two-Compoiient Glasses 

Na^O-B^Os. Gooding and Turner-''’ studied glasses in this system, 
with the results given in Table X. 3. Details of their method are 
described under the system Na 20 -B 203 -Si 02 . 

Jenckel used the flotation method in measuring some glasses which 
had been chilled. Wulff and Majumdar-^ also used quickly cooled 
glasses, with the exception of one glass both chilled and slowly cooled. 
The results of these observers are combined in Table X. 2 . The agree¬ 
ment is not good, which is not surprising when it is considered that the 
annealing treatment, of great importance in these glasses, was not the 
same. 

NatO-SiOi. The studies of the density of glasses in the binary sys¬ 
tem Na 20 -Si 02 considered in this section were made at ordinary tem¬ 
peratures; the results of a study of density at high temperatures are 
in the last section of this chapter (p. 259). Peddle made an extensive 
study of a number of systems, determining density and optical prop¬ 
erties. Density was determined by the method of Archimedes, using 
water, except with silicates affected by it, in which cases toluene was 
used. His work was primarily exploratory, and great accuracy was not 
claimed. Compositions were calculated from the quantities of the com¬ 
ponents melted, and accordingly they are in error by unknown and 
variable amounts. His results are assembled in Table XVL 9, and are 
included in Fig. X. 1. 

The results of Winks and Turner,^^ obtained by the flotation method, 
are given in Table X. 3, and shown in Fig. X. 1. The glasses were 
“carefully annealed”; and from other experiments from the same labora¬ 
tory, it is inferred that the heat treatment was in the upper part of the 
annealing range. 

The results of Glaze, Young, and Finn^® are included in Fig. X. 1 
and are given in Table X. 4, together with the annealing temperatures. 
They considered their results were best represented by three straight 
lines (cf. p. 250). 

The results of Morey and Merwin^ are in Table XVI. 11 and Fig. 
X. 1. They attempted to anneal their glasses in such a manner as to 

** Merwin, H. E., private communication. 

Gooding, E. J., and Turner, W. E. S., J. Soc. Qian Tech., 18, 32 (1934). 

“Peddle, C. J., /. Soc. Gtasn Tech., 4, 8 (1920). 

*7 Winks, F., and Turner, W. E. 8., J. Soc. Olasn Tech., 15, 185 (1931). 

“Glaze, P. W., Young, J. C., and Finn, A, N., Bur. Standards /. Research, 9, 799 (1932). 
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Table X. 4 —Composition and Properties of Some Glasses Studied at the 
Bureau of Standards, Washington, D. C * 










.-s ^ 









Co 

§ 

d 1 d 

wd 

S d 

0 M 


-Composition-v 

Density 

tin 

1 Q. 

§ a 

s| 

ar 
« 0 

Id |5|d 

• c a a 

■S ^ 
c . 

£ a 

S 

d 

No. 

HiOa 

CaO 

NaoO 

20‘» 


W (M 


S£ 


1 

50.04 


49.96 


1.5163 

415 


* 


2 

50.22 


49.78 

2.5656 


450 





3 

50.51 


49.49 

2.5640 


450 





4 

51.26 


48.74 


1.5146 

420 





5 

51.61 


48.39 

2.5607 


440 





6 

52.15 


47.85 


1.5150 

420 

81 


440 

95 

7 

52.60 


47.40 

2.5537 


460 





8 

53.62 


46.38 

2.5515 


m 





9 

54.14 


45.86 

2.4575 

1.5137 

420 

76 

426 84 

450 

94 

10 

56.56 


43.44 

2.5383 


4.50 





11 

57.45 


42.55 

2.5318 

1.5112 

430 

73 

428 81 

460 

89 

12 

58.98 


41.02 

2.5266 


460 





13 

59.69 


40.31 

2.5240 


450 





14 

59.71 


40.29 

2.5228 


470 





15 

59.97 


40.03 

2.5208 

1.5099 

430 

70 

442 80 

460 

85 

16 

62.77 


37.23 

2.5071 


470 





17 

62.86 


37.14 

2.5044 

1.5076 

440 

66 

445 76 

470 

82 

18 

63.06 


36.94 

2.5038 

1.5075 

440 





19 

65.30 


35.70 

2.4890 

1.5055 

4.50 

61 

457 73 

490 

80 

20 

65.32 


34.68 

2.4924 

1.5055 

480 





21 

66.52 


33.48 

2.4865 


480 





22 

67.14 


32.86 

2.4807 

1.5042 

500 

58 

460 69 

490 

77 

23 

69.65 


30.35 

2.4644 

1.5021 

515 

55 

470 67 

505 

76 

24 

70.21 


23.79 

2.4612 

1.5014 

525 

55 

470 68 

500 

77 

25 

70.44 


29.56 

2.4603 

1.5015 

525 

55 

467 68 

500 

77 

26 

72.15 


27.85 

2.4488 

1.4993 

525 

51 

473 64 

500 

72 

27 

72.33 


27.67 

2.4479 


500 





28 

74.16 


25.84 

2.4343 


505 





29 

74.69 


25.31 

2.4305 


505 





30 

75.29 


24.71 

2.4260 

1.4695 

560 





31 

76.60 


23.40 

2.4140 


510 

44 

480 56 

510 

63 

32 

76.65 


23.35 

2.4133 


510 

44 

485 58 

510 

65 

33 

76.70 


23.30 

2.4126 


550 





34 

77.a5 


22.15 

2.4007 

1.4925 

575 

41 

486 53 

525 

63 

35 

78.61 


21.39 

2.3935 

1.4912 

575 

40 

490 53 

520 

60 

36 

79.73 


20.27 

2.3813 

1.4898 

575 

38 

489 50 

530 

57 

37 

80.04 


19.96 




38 

492 50 

525 

55 

38 

82.72 


17.28 




34 

495 45 

540 

53 

39 

82.76 


17.24 

2.3545 


550 

34 

500 45 

550 

52 

40 

82.86 


17.14 

2.3536 

1.4851 

600 





41 

85.15 


14.85 

2.3307 


540 





42 

86.41 


13.59 

2.3204 

1.4790 

600 





43 

50.18 

12.02 

37.80 

2.6413 


460 





44 

50.30 

6.66 

43.04 

2.6076 


450 





45 

52.20 

19.83 

27.97 




59 

498 80 

535 

90 

46 

54.37 

12.78 

32.85 

2.6236 

1.5391 

530 

62 

477 79 

505 

83 

47 

56.20 

9.80 

34.00 

2.5976 

1.5320 

480 

67 

470 84 

495 

90 

48 

56.34 

19.75 

23.91 



470 

51 

517 73 

550 

80 

49 

56.76 

5.76 

34.48 

2.5719 

1.5238 

67 

444 77 

480 

87 

50 

58.41 

3.05 

38,54 

2.5474 

1.5170 

480 

68 

437 77 

473 

88 

51 

60.05 

20.16 

19.79 




49 

548 74 

580 

81 


•The meaBuremcnts of density of the soda-lime-silica glasses are by Glase, Young and Finn; 
of refractive index, by Faick and Finn; and of expansion, by Schmid, Finn and Yoimg. All the 
measurements on the sods-alumina-sflica glasses are by Faick, Young, Hubbard and Finn. 
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Table X. 4.— {Continued) 








Jo 

a 

o 

o 

g 

5 ao 

1 9? 

No. 

^ -Composition-^ 

SiOa CaO NaaO 

Density 

20 ® 


II 

II 

Critical 

temp.(® 

1 (i J d 

lissi 

52 

60.32 

15.18 

24.50 

2.6074 

1.5395 

530 

52 

520 

74 

547 

79 

53 

62.93 

19.68 

17.39 




43 

568 

69 

595 

77 

54 

63.34 

12.27 

24.39 

2.5757 

1.5320 

525 

52 

518 

74 

550 

81 

55 

64.14 

14.64 

21.22 

2.5851 

1.5360 

565 

47 

530 

69 

570 

76 

56 

64.70 

8.46 

26.84 

2.5460 

1.5232 

525 

52 

493 

71 

530 

81 

57 

65.71 

5.50 

28.79 

2.5229 

1.5167 

520 

53 

493 

72 

515 

79 

58 

66.05 

16.03 

17.92 




44 

563 

69 

595 

78 

59 

66.12 

19.91 

13.97 




40 

587 

67 

625 

77 

60 

66.47 

11.79 

21.74 

2.5564 

1.5288 

565 

48 

522 

72 

560 

84 

61 

67.23 

21.15 

11.62 




37 

601 

64 

645 

75 

62 

67.30 

3.27 

29.43 

2.4998 

1.5110 

520 

53 

480 

60 

515 

78 

63 

67.98 

9.52 

22.50 

2.5331 

1.5230 

565 

47 

518 

68 

560 

82 

64 

70.12 

14.85 

15.03 




39 

567 

63 

610 

73 

65 

70.50 

6.50 

23.00 

2.4980 

1.5145 

530 

45 

506 

62 

545 

73 

66 

71,70 

16.20 

12.10 




35 

598 

60 

630 

65 

67 

72.08 

13.71 

14.21 

2.5276 

1.5265 

580 

36 

571 

59 

615 

68 

68 

72.61 

3.15 

24.24 

2.4641 

1.5060 

525 

46 

490 

61 

530 

72 

69 

74.09 

10.68 

15.23 

2.4935 

1.5182 

545 

36 

555 

57 

600 

68 

70 

74.69 

13.03 

12.28 

2.4961 

1.5211 

590 

33 

589 

57 

627 

66 

71 

75.48 

9.26 

15.26 

2.4734 

1.5135 

590 

36 

553 

54 

600 

65 

72 

78,56 

2.99 

18.45 




38 

504 

52 

545 

60 

73 

78.77 

4.90 

16.33 

2.4190 

1.5003 

545 

34 

523 

51 

565 

61 

74 

80.59 

324 

16.17 

2.3886 

1.4935 

565 

32 

505 

43 

560 

55 


101 

50.32 

AI2O3 

2.86 

46.82 

102 

50.57 

7.00 

42.43 

103 

50.86 

6.71 

42.43 

104 

50.89 

9.57 

39.54 

105 

50.95 

4.88 

44.17 

106 

55.25 

933 

34.92 

107 

55.56 

6.94 

37.50 

108 

55.66 

9.68 

34.66 

109 

55.80 

4.83 

39.23 

110 

55.86 

4.83 

3933 

111 

60.45 

9.84 

29.71 

112 

60.68 

4.86 

34.46 

113 

60.76 

2.82 

36.42 

114 

60.78 

1.09 

38.13 

115 

60.88 

9.59 

29.53 

116 

60.97 

6.57 

32.46 

117 

64.78 

1.02 

34.20 

118 

65.10 

9.96 

24.94 

119 

65.70 

4.75 

29.55 

120 

65.88 

9.43 

24.69 

121 

65.90 

2.87 

3133 

122 

65.92 

2.41 

31.67 

123 

6636 

2.03 

31.61 

124 

67,42 

4.45 

2834 

125 

67.75 

2.95 

29.30 

126 

68.10 

6.75 

25.15 

127 

68.78 

5.77 

25.45 

128 

69.99 

0.97 

29.04 

129 

70.11 

2.03 

2736 


System NasO-AWa-SiOi 

2.5605 1.5162 

2.5495 1.5164 

2.5484 1,5155 

2.5410 1.5150 

2.5533 1.5157 

2.5182 1.5116 

2.5259 1.5120 

2.5163 1.5110 

2.5304 1.5124 

2.5304 1.5124 

2.4897 1.5072 

2.5032 1.5088 

2.5111 1.5092 

2.5168 1.5094 

2.4891 1.5070 

2.4977 1.5073 

2.4916 1.5059 

2.4615 1.5032 

2.4749 1.5049 

2.4580 1.5025 

2.4830 1.5052 

2.4814 1.5047 

2.4805 1.5050 

2.4653 li>026 

2.4683 1.5030 

2.4539 1.5018 

2.4534 1.5006 

2.4612 1.5020 

2.4572 1.5016 


447 

82 

489 

94.5 

447 

83.7 

492 

98.5 

455 

82.0 

501 

99.0 

435 

843 

472 

94.8 

477 

76.0 

517 

86.2 

457 

773 

501 

90.5 

440 

79.0 

484 

91.5 

445 

78.9 

492 

93.0 

465 

74 

504 

86.2 

455 

75.4 

491 

86.0 

495 

68.8 

530 

79.4 

458 

723 

500 

84.5 

510 

653 

561 

76.8 

475 

70.4 

530 

84.6 

505 

62 

550 

72.0 

470 

72 

500 

853 

470 

673 

517 

83.0 

493 

63 

540 

743 

470 

69.6 

515 

81.5 

476 

65.1 

520 

76,5 
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Table X. 4.— {Continued) 
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130 

70.30 

4.86 

24.84 

2.4445 

1.5003 



490 60.3 

535 

70.4 

131 

70.63 

4.92 

24.45 

2.4428 

1.5000 



490 61.0 

541 

76.9 

132 

70.84 

2.85 

26.31 

2.4509 

1.5007 






133 

70.88 

6.49 

22.63 

2.4343 

1.4988 



500 57.7 

553 

69.5 

134 

71.08 

9.32 

19.60 

2.4214 

1.4970 



522 54.0 

570 

67.5 

135 

73.15 

0.98 

25.87 

2.4396 

1.4984 






136 

73.81 

4.69 

21.50 

2.4181 

1.4957 



502 53.0 

552 

64.0 

137 

74.75 

0.98 

24.27 

2.4277 

1.4970 






138 

74.88 

3.00 

22.12 

2.4162 

1.4955 






139 

74.95 

1.07 

23.98 

2.4234 

1.4960 



481 60.2 

531 

74.8 

140 

74.98 

2.00 

23.02 

2.4186 

1.4952 



490 57.7 

539 

66.0 

141 

75.21 

5.12 

19.67 

2.4025 

1.4934 



502 48.2 

550 

54.8 

142 

75.48 

4.82 

19.70 

2.4022 

1.4935 






143 

75.61 

2.85 

21.54 

2.4022 

1.4949 



495 54.5 

539 

66.0 

144 

77.71 

0.93 

21.36 

2.4013 

1.4926 







attain the highest density, and their densities are above those of the 
other observers. The systematic differences in the four sets of obser¬ 
vations are all within the amount which may be caused by differences 
in heat treatment. 

KsOSiOi- The only measurements of density in this system are 
those of Merwin and Morey, given in Table XVI. 17. The data of 
Peddle, included in Table XVI. 9, represent values extrapolated from 
the ternary system K 20 -Ca 0 -Si 02 . 


Table X. 5. — Density of Lead Oxide-Silica Glasses. 
(After Weiller) 


Wt. pet. PbO 

Density 

Wt. pet. PbO 

Density 

91.8 

8.06 

75.91 

5.74 

91.4 

8.12 

72.44 

5.28 

87.0 

7.005 

71.0 

5.20 

84.0 

6.94 

67.66 

4.87 

825 

6.45 

66.22 

4.74 

79.62 

6.14 




CaO-SiOit^ Larsen gave the density of Ca0-Si02 glasses as 2.904. 
Several glasses in this binary system measured by Morey and Merwin, 
are included in Table XVI. 11, and as end-members of Fig. X. 5. 

SrO-SiOg and BaO-SiO%. Eskola determined the densities of a few 
glasses in this system, using the pyknometric method, with the results 
given in Table XVI. 8. The density given for SrO-SiOg glass was 
quoted by Eskola from Jaeger und van Klooster.^^ 

»Lar8en» E, S., Am, /. Set., 28, 268 (1909). 

•“Eskola, P., Am, J, Set,, 4, 331 (1922). 

•1 Jaeger, P. M., and van Klooater, H. S., Proc, Acad, Set, Ameterdam, 6, 896 (1916). 



240 


THE PROPERTIES OF GLASS 


BfiOs-SiOg. The densities of a few glasses in this system, measured 
by Cousen and Turner,^- are included in Table X. 3. Merwin and 
Morey measured three glasses, with the results given in Table XVI. 5. 

Pb0-Si02. The densities of these glasses, measured by Weiller,^’^ 
are given in Table X. 5. The densities of lead-silica glasses containing 
small amounts of alkali oxide, measured by Andersen and Merwin, are 
in Table XVI. 7. 

Three-Component Glasses 

Va^O-jBeO-SiOg. Lai and Silverman measured the density of some 
glasses in this system, using the method of Archimedes with water as 
the buoyant liquid. The results, together with batch compositions, are 
given in Table X. 6. The density increased with the content of BeO, 


Tablk X. 6 —Density and Refractive Index of Some Glasses 
Containing Beryllium Oxide 

After Lai and Silverman 


No. 

NaoO 

KaO 

BeO 

SiOa ^ 

Density 

Refractive 

A1 

1 

System NchiO-BeO-SiO^ 

0.50 4.25 

2.4168 

Index 

1.4975 

A2 

1 


0.75 

4.25 

2.4322 

1.5025 

A3 

1 


1.00 

4.25 

2.4436 

1.5078 

A4 

1 


1.25 

4.25 

2.4556 

1.5121 

B1 

1 


0.50 

4.00 

2.4266 

1.5010 

B2 

1 


0.75 

4.00 

2.4396 

1.5054 

B3 

1 


1.00 

4.00 

2.4499 

1.5096 

B4 

1 


1.25 

4.00 

2.4613 

1.5126 

Cl 

1 


0.50 

3.75 

2.438,5 

1.5018 

C2 

1 


0.75 

3.75 

2.4548 

1.5073 

C3 

1 


1.00 

3.75 

2.4667 

1.5108 

C4 

1 


125 

3.75 

2.4780 

1.5149 

D1 

1 


0.50 

3.50 

2.4491 

1.5036 

D2 

1 


0.75 

3.50 

2.4637 

1.5086 

D3 

1 


1.00 

3.50 

2.4787 

1.5120 

D4 

1 


1.25 

3.50 

2.4885 

1.5172 

E4 


1 

System K»0 
1.25 

-BeO-SiOs 

3.00 

2.4827 

1.5183 

E5 


1 

1..50 

3.00 

2.4775 

1.5201 

E6 


1 

1.75 

3.00 

2.4727 

1.5216 

F4 


1 

1.25 

3.25 

2.4760 

1.5170 

F5 


1 

1.50 

3.25 

2.4717 

1.5184 

F6 


1 

1.75 

3.25 

2.4675 

1.5197 

G4 


1 

1.25 

3.50 

2.4683 

1.5152 

G5 


1 

1.50 

3.50 

2.4630 

1.5173 

G6 


1 

1.75 

3.50 

2.4578 

1.5187 

H4 


1 

1.25 

3.75 

2.4639 

1.5146 

H6 


1 

1.50 

3.75 

2.4594 

1.5152 

H6 


1 

1.75 

3.76 

2.4554 

1.5163 

’ Cousen, 

A,, and Turner, W, E. 

S., /. 8oc. 

Olatt Tech., 

12, 169 (1928). 


' Weiller, 
Lai, C. 

P., Sprechsaal, 43, 726 (1910). 

F., and Silverman, A., /. Am, Ceram, 8oc., 11, 

635 (1928). 
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but was less than the density of glasses of similar molecular composition 
containing MgO or CaO in place of BeO. 

Becker studied three series of glasses (Table X. 7). In the A series, 
to a parent glass made to have the composition NaoO • 3Si02, (but actu¬ 
ally containing Si02, 73.60%; Na 20 , 25.01%; CaO, 0.37%; AI2O3, 
0.69%; Fe20a, 0.06%), he added BeO in steps of 0.2 mole up to 1.8 
moles. In the P series, the glasses had the composition (1 — a:) Na20, 
:rBeO, OSiOa; and in the V series 0.25 and 0.50 moles of BeO, MgO, 


Table X. 7— Properties of Some Glasses Containing Beryllium Oxide 


After C, A. Becker 


No. 

Mole 

Per cent 
BeO 



A 1 

0.00 

1.4957 

1.4983 

2 

4.78 

1.5019 

1.5045 

3 

8.96 

1.5082 

1.5106 

4 

12.75 

1.5135 

1.5161 

5 

16.61 

1.5182 

1.5209 

6 

19.99 

1.5226 

1.5250 

7 

22.69 

1.5264 

1.5291 

8 

25.83 

1.5285 

1.5312 

9 

28.25 

1.5316 

1.5341 

10 

30.95 

1.5336 

1.5364 

P 2 

2.79 

1.4966 

1.4991 

3 

5.08 

1.4975 

1.4999 

4 

8.09 

1.4990 

1.5016 

5 

10.25 

1.5002 

1.5026 

V 2 

5.75 

1.5036 

1.5062 

3 

11.52 

1.5114 

1.5142 

4 

MgO 

5.79 

1.5015 

1.5040 

5 

1128 

1.5057 

1.5082 

6 

CaO 

5.96 

1.5118 

1.5145 

7 

11.91 

1.5244 

1.5270 

8 

AlaO., 

6.09 

1.4986 

1.5011 

9 

11.47 

1.4989 

1.5015 


Trans¬ 
formation Annealing 



Density 

ixXW 

Point 

Temp. 

1.6043 

2.434 

1134 

425 

475 

1.5106 

2.462 

1078 

435 

514 

1.5168 

2.485 

1034 

490 

544 

1.5225 

2.505 

995 

520 

573 

1.5268 

2.520 

990 

545 

597 

1.5312 

2.531 

1002 

565 

614 

1.5353 

2.541 

960 

575 

630 

1.5374 

2.542 

939 

590 

643 

1.5404 

2.550 

939 

595 

650 

1.5425 

2.548 

911 

600 

655 

1.5052 

2.432 

1017 

445 

493 

1.5063 

2.428 

901 

475 

579 

1.5072 

2.428 

814 

505 

563 

1.5081 

2.427 

783 

535 

594 

1.5122 

2.467 

1043 

470 

522 

1.5201 

2.497 

1009 

510 

559 

1.5102 

2.461 

1047 

435 

448 

1.5147 

2.479 

1042 

450 

501 

1.5209 

2.496 

1061 

455 

508 

1.5337 

2.556 

1074 

480 

535 

1.5071 

2.444 

957 

465 

521 

1.5073 

2.444 

832 

525 

582 


CaO, or AI2O3 were added to the parent glass. The densities were 
measured by the displacement, the pyknometric and the flotation meth¬ 
ods. Those given in Table X. 7 were measured by the displacement 
method and the accuracy was given as plus or minus two in the third 
decimal place. 

NagO-MgO-SiOg, Measurements in this system by English and 
Turner on a series (24-28, 329-390) of trisilicate glasses are given in 
Table X. 3, and Fig. X. 2. Peddle measured some glasses of the gen- 

Becker, C. A., Sprechgacd, 187, 152, 169, 185, 208, 216, 233, 250 (1934). 
w English, S., and Turner, W. E. S., /. Soc. aioM Tech., 4, 153 (1920). 

Peddle, C. J., /. Soc. G/o«« Tech., 4, 281 (1920). 
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eral formula 5Si02 • (2 — x) Na20 • xMgO, with the results given in Table 
XVI. 9 (series 200). The batch compositions only were given, and there 
were no details as to method. 

Na^O-CaO-SiO^. The most complete studies of density at ordinary 
temperature have been made in this system by Peddle, by English and 
Turner, by Glaze, Young, and Finn, and by Morey and Merwin. The 
range of compositions studied by each of these is indicated in Fig. X. 3, 
Some measurements of density at high temperature are mentioned 
on p. 259. 



Figure X. 2. —Densities of Some Glasses of the Formula (2 — x) NasO + xCMgO, 
CaO, AhOa or TiOal + GSiO*. After Turner and Associates. 

Morey and Merwin ^ made a study of the effect of heat treatment 
on density. The compositions studied are indicated by the several fields 
of Fig. X. 4, and the detailed results are in Table X. 8 A, B, and C. 
Some of their discussion follows: 

^Tt was desired to make our measurements on glasses reproducible 
and comparable, free from the influence of such variables as might 
be introduced by heat treatment. It has long been believed that 
mechanical strain appreciably affects the optical properties and den¬ 
sity of glass,®® and that the effects can be removed by heat treatment, 

Hovestadt, H., "Jena Glass," translated by Everett, J. D. and A., Macmillan, New York, 1002. 
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Figukb X 3—The Compositions of Glasses in the System NazO-CaO-SiO. studied 
by Different Observers. After Morey and Merwin. 



FiatJHB X. 4.—Compositions of Glasses Used by Morey and Merwin in Studying 
the Effect of Heat Treatment on Density. 
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but it is not evident in what manner a system of balanced stresses 
such as exist in strained glass could affect the bulk density or refrac¬ 
tive index. Whether or not the effect of heat treatment consisted 
solely in the removal of mechanical strain seemed an open question, 
but the results obtained by several investigators have made it seem 


Table X. 8A —Effect of Different Heat Treatments on Glasses in the Ternary 
System Na20-Ca0-Si02. Density Changes* Near the Softening Temperature 


After Morey and Merwin 


Glass 











Nos. 










450° to 

and 


^ _ 

_600°-, 

^ _ 

650°-^ 

700° 

760° 
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830° 

875° 

915° 500° 
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Fig. X. 4 

15 m. 

46 m. 

15 m. 

(3 hrs.) 

15 m. 

6 m. 
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60 1 




-4,r 







■f 3 
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4 2 

131 J 
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<4- 5 
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* Differences (lieat treated — original) X 10®. 

d, devitrified or decidedly opalescent; n, no evidence of surface flowage; r, corners rounded 
or surface showing polish due to slight flowage; t slight opalescence; < samples which before 
this heating had a maximal density (as indicated by the figures), are less dense after heating. 

1 Density increased 0.006 in 3 hours. 

3 Also was devitrified after 7 days at 383°. 

® Rounding visible after 5 minutes. 

* Density was 0.009 higher after 21 hours at 600°, but a similar heating did not change the 
density of a piece which had previously acquired a high density. 


probable that the effect is not only to remove the mechanical strain, 
but also to prociuce other definite changes in the glass. Our experi¬ 
ments have led to similar conclusions. It was found that over wide 
ranges of composition, density changes produced by heating over night 

»English, S.. and Turner, W. E. S., /. 8oc, Ola9$ Tech,, 4, 153 (1920). Tool, A. Q., and 
Eichlin, C. D., /. Optical 8oc. Am., 8. 419 (1924). Tool, A. Q., and Eichlin, C. D., /. Am. Ceram, 
Soc., 8, 1 (1925). Tool, A. Q., and Hill, E. E., J, Soc. OUut Tech., 9, 186 (1926). Peters, C. G., 
Bur. Standard* Scienti^ Paper*, 521, (1926) 
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at 450° to 500° were about equal. As work progressed, other heat 
treatments were found to give greater changes, especially in glasses 
of extreme composition. In some early tests the amount of surface 
volatilization was determined by careful weighings, but in no case 
was the amount significant. 

“The compositions studied most thoroughly are shown in Fig. [X. 4], 
and are given in Table [XVI. 11], and the density changes are given 
in Table [X. 8 A, B, Cj. For these experiments pieces weighing about 
0.3 g. were used. Table [X. 8A] gives the results of heatings of 5 to 15 
minutes at increasing temperatures, made to determine where the 
glasses begin to show “fire polish,by incipient flowage at the surface, 
or where they begin to crystallize without such flowage. These samples 
were cooled rapidly by dropping from the furnace into the air. The 
densities after heating at the highest temperatures were the lowest, 
often 0.004 to 0.007 less than for samples prepared as already 
described. Glasses of area A, Fig. [X. 4], with over 40 per cent CaO 
and little Na 20 , gave these low densities when cooled from about 
900°, at which temperature they crystallized without definite surface 
flowage. Glasses of area G, containing 40 per cent or more of Na20 
and little CaO, devitrify or show surface flowage after a few minutes 
heating at about 500°. Many compositions near the side CaO-Si02, 
and containing more than 75 per cent Si02 cannot be made into 
homogeneous glasses because of formation of immiscible liquids, or 
of crystallization, or of the presence of fine bubbles. The highest 
silica glasses in areas B and C showed evidence of surface flowage 
at 800° in 15 minutes, and when quenched were 0.002 to 0.004 less 
dense than the original glasses. Beyond the area ADFG the glasses 
crystallize so readily that no studies of minimum density could be 
carried out. 

“As to maximal density, a general, but not in all cases detailed, 
agreement was found. The detailed results of these studies are 
assembled in Tables [X. 8B1 and [X. 8C]. At about 200° to 300° 
below the temperature of incipient flowage a glass may be brought to a 
maximal density within the relatively short time of a few hours or 
days. From this temperature to that of incipient flowage the ulti¬ 
mate density diminishes regardless of the time of heating; somewhat 
below this temperature maximal density may be reached with long- 
continued heating. The lime-silica glasses in area A required several 
hours at 600° to 650° to complete this density change, which amounted 
to from 0.004 to 0.009. The total density differences between maximal 
and minimal values were 0.006 to 0.011. In area B the maximal 
density was attained at 460° to 600°, and the total changes were 
0.013 to 0.016. In area C the temperatures were about as in B but 
the total changes were only 0.008-9. In area D and E the minimal 
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densities were found near 600°, the maximal near 400°, and the total 
change was about 0.015. Especially near areas F and G, glasses may 
tend to become opalescent, owing to devitrification, in the tempera¬ 
ture range in which several days heating is required to obtain maxi¬ 
mal density (see No. 131, Table [XVI. 11]). In some cases the 
opalescence is so slight that it can be detected only by scattered light, 
when the pieces of glass are immersed in liquid of about the same 
refractive index. Sometimes it is not possible to separate the change 
in density resulting from such slight devitrification from the change 
in glass density which is under consideration; although more fre¬ 
quently a different order of magnitude in the rate of change in density 
makes it possible to avoid confusion. 


Table X. 8C—Effect of Different Heat Treatments on Glasses in the Ternary- 
System Na80-Ca0-Si02. Density Changes* at 395° 


Glass Nos. 
and area, 
Fig. X. 4 

1 ■ 
la 
2a 

3a 
Zb 
5a 
% 

10 

11 . 


13 

17 

20 

21 


f~ 

2 

3‘ 

4‘ 

9 

2 

5 

7 

7 

5 

8 
4 

3‘ 

7 


-Days at 395 - 

8 12 21 

5 5 

5 5 

9 

3 3 

5 

8 9 10 

9 9 

0 2 2 

6 6 

9 10. 11 

5 8 8 

5 7 8 

0 0 


29 


11 

8 


■ Gain in 15 hrs. at 460®. 

A 0.3-gram charge in a tight platinum container quenched from 1450® in mercury, d = 2.320. 
A similar charge cooled in air, d = 2.833. A 5-gram charge cooled on a metal plate, d — 2.320-2.335 
for small fragments. Both of the last looked clear, but when suspended in a heavy liquid and 
illuminated from the side milkiness appeared. The crystals were not visible with the microscope. 
* Differences (heat treated — original) X 10^. 


^'Several of the harder glasses were heated to give maximal den¬ 
sity in a few hours at 500-550°, and then heated for about 4 months 
at 230°, or for 3 months at 330°. They did not change. Samples of 
the same or similar glasses which were low in density increased in 
density, but did not quite reach the maximal value. 

^‘Glasses that reach a maximal density in a few hours at 500° to 
550° may require more than a week to reach a higher maximum at 
400°. 

'The observed total density differences have not exceeded 0.018, 
except for No. 68a, in which the difference was 0.024, and for glasses 
highest in lime the change has been about 0.008 and still less for those 
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very high in silica. Most of the change has been an increase over 
the original density.”^® 

^‘The annealing procedure adopted fulfilled our object of making 
measurements on glasses in a reproducible condition, but whether or 
not the glasses were exactly comparable is an open question. We 
have no generally accepted explanation of what takes place in glass 
during annealing, in addition to the removal of mechanical strain; 
and not until we have some knowledge of the processes taking place 
can we select a heat treatment which will give us glasses in a corre¬ 
sponding state, if such a term has any meaning. It might be argued 
that it would be better to anneal each glass at its ^annealing tem¬ 
perature,^ by which is meant an experimentally obtained temperature 
dependent upon composition, dimensions, time and rate of cooling, to 
which commercial glasses are subjected in order to bring about desir¬ 
able changes. The temperature so determined is an arbitrarily selected 
point of the viscosity-temperature curve, and there is no reason to 
assume that the process whose progress is measured by the change 
in density or refractive index would come to a definite conclusion at 
a definite viscosity. In our opinion, the heat treatment we have 
selected, designed to bring out a maximal density or refractive index, 
gives more nearly comparable data than would have been obtained 
at the ^annealing temperature.’ ” 

The results of Morey and Merwin are in complete harmony with 
later knowledge of the effect of heat treatment on the properties of 
glass, given in the chapters on viscosity and annealing.* The properties 
of glass, including the density, are affected by heat treatment in the 
“annealing range,” and for each temperature there is an equilibrium con¬ 
dition. Above the annealing range the equilibrium condition is reached 
quickly, and to obtain the glass in a condition characteristic of a tem¬ 
perature well above the annealing range requires exceedingly rapid chill¬ 
ing. Within the annealing range the glass takes on the equilibrium or 
stabilized condition more slowly, the more slowly the lower the tempera¬ 
ture; and if the stabilized condition is not reached, the density measured 
will be that of some higher temperature, not that of the temperature of 
heat treatment. 

“The final results on the density of the glasses are assembled in 
Table [XVI. 11], and presented graphically in Fig. [X. 5]. In Table 
[XVI. 11] the glasses are arranged in order of decreasing SiOo content 
and the compositions are given in the second, third, and fourth col¬ 
umns; values enclosed in parentheses were obtained by difference. 

"Differences of 0.004 in density of different parts of No. 9a, which was very rapidly cooled, 
disappeared on annealing. Usually differences as large as tJbis could be rdated to chemical 
inhomogeneity. 

See pp. 142 and 181. 
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These compositions are plotted in Fig. [X. 6]. Column 6 gives the 
observed density at 20° of the annealed glasses, and column 6 gives 
the corrections to add to the observed values to fit the smoothed 
curves of Fig. [X. 5]. In most cases determinations were made on both 
unannealed and annealed glasses, and column 7 gives the experi¬ 
mentally determined increase in density on annealing. Some glasses 



Figure X. 6.—Relation between Density and Composition in the System Na20- 
CaO-SiOa. After Morey and Merwin. 

were not successfully annealed, usually because of devitrification, and 
in such cases an estimated difference, indicated by parentheses in col¬ 
umn 7, was added to the density of the unannealed glass. 

Peddlers results (Table XVI. 9) refer to two series of glasses of 
the general formula 100SiO2 + 40 (or 20) Na20 + x moles CaO (series 
163 and 165); and hence represent addition of CaO to the glasses 100SiO2 
+ 40 (or 20) Na20. Some measurements were made on glasses in which 
Si02 was held constant at 70, 65, or 60 per cent, while the proportions 
of Na20 and CaO were altered (Series 171). All compositions were cal- 

" Peddle, C. J., /. Soc, Olms Tech., 4 , 20 (1020). 
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culated from the batches melted, supplemented by four analyses show¬ 
ing the significant amounts of impurities introduced by attack on the 
clay pot in which they were melted. The method of annealing was 
not given. 

The compositions of the glasses measured by English and Turner 
given in Table X. 3, and shown in Fig. X. 2, were determined by analysis. 
They were made to be of ^^trisilicate^' composition, by molecular replace¬ 
ment of Na20 by CaO in the glass Na20 • 3Si02. Density was measured 
by the pyknometric method on annealed particles graded between 10- 
and 30-mesh screens. The results of these observers do not differ from 
those of Morey and Merwin by amounts greater than is to be expected 
from the differences in heat treatment. 

The systems of planning composition variations used by Peddle and 
by Turner and his co-workers are not greatly different, in that both 
are methods of defining straight lines in a ternary diagram. The system 
used by Peddle (addition of the variant oxide, holding constant the 
ratio of Si02 to Na20, e. g., 100SiO2 + 40Na2O + xCaO) defines a 
straight line from the point on the side Na20-Si02 to the CaO-apex; 
that used by Turner (substitution of the variant oxide for Na20 in a 
glass of the composition Na 20 + 3Si02) defines a straight line for the 
composition of the trisilicate of sodium to that of the variant oxide. 
Many other systems may be suggested; and endless variations can be 
obtained by the use of molecular percentages, using either the oxides 
themselves or any desired combination of oxides. Any such scheme, 
however, merely serves to define a straight line; and any straight line 
so defined will remain a straight line when the system of coordinates is 
changed from percentages by weight to percentages by moles. Much 
of the argument between advocates of the several systems is pointless. 
All such arbitrary excursions into a ternary system of necessity give a 
distorted and incomplete picture of the relationships in the system as a 
whole, and are not a substitute for systematic exploration of the entire 
field. 

The results of Glaze, Young, and Finn are given in Table X. 4, and 
include the annealing temperatures used by them. They believed that 
their results were best represented by families of straight lines, having 
different constants as the proportion of Si02 was increased. The gen¬ 
eral formula used by them was 

l/D = a.l-f ^5 4-7(7 + 7' C® 

in which A, B, and C represent the percentages by weight of Si02, Na20, 
and CaO, respectively. The values of the constants a, etc., and the 
limits of the percentages of Si 02 within which each of these sets of con¬ 
stants is applicable, are given in Table X. 9. 

“English, S., and Turner, W. E. S., /. 5oc. Qlatt Tech,, 4 , 126 (1920). 
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Morey and Merwin, who measured a larger range of composition, 
found no justification for representing the densities by straight lines. 
Their experiments “included so many data that they might be expected 
to indicate whether or not the iso-curves should be continuously curved 

Table X. 9 —Silica Limits and Values of the Corresponding Constants for the 
Equations Used by Glaze, Young and Finn for Calculation of 
Density in the System NasO-CaO-SiOs 


Silica limits, weight 
per cent SiOa 

al0» 


y10« 

y'10« 

50(7)to A. 

4.252 

3.537 

2.545 

8.0 

to Ab 

4.3028 

3.4628 

2.500 

4.0 

Ab to Ac 

4.3922 

3^2872 

2^285 

5.0 

Ac to 100 

4.5400 

2.8460 

1.844 

14.8 


A, = 59.4 - 0.23 (% CaO) + 0.032 (% CaOP. 

Ai, = 66.3 + 0.16 (% CaO) - 0.004 (% CaO)^. 

= 74.9 - 0.017 (% CaO)«. 

or segmented into two or three less curved lines. No evidence of such 
segmentation was found. However, each might be replaced by three 
^best^ straight lines without xjroducing departures greater than the 
departures of single observations, but the distribution of departures 
would be too highly systematic to be tolerated.The lines of constant 
density are curved, but the curvature is slight. 

NasO-ZnO-SiOs, This system was studied by English, Turner, and 
Winks.’*^ The glasses were made according to the formula 6 Si 02 (2 — x) 
Na 20 , xZiiO, and thus belonged to the large series of trisilicate glasses 
studied by English and Turner and their co-workers. The compositions 
and densities are given in Table X. 3. 

NagO-BaO-SiOt^ This system was studied by Peddle and by Eng¬ 
lish and Turner.'*^ Peddle studied the two series of glasses 100 SiO 2 + 40 
(or 20) Na 20 + a;BaO (series 190 and 191), and also a series (196) 
in which Si 02 was held constant at 70, 65, 60, or 50 per cent, and the 
ratio of BaO to Na 20 was altered. The results are given in Table XVI. 9, 
and shown in Fig. X. 6 . English and Turner replaced Na 20 by BaO in 
the trisilicate glass Na 20 + 3 Si 02 , with the results given in Table X. 3. 
The two groups of observations are not directly comparable, since the 
two composition ranges are not the same. 

Nafi-B20^-Si02^ . English and Turner studied two series of glasses 
in this system, made according to the formulas, by weight: 20 Na 2 O, 
(80 — x) Si 02 , :rB 208 ; and 10 Na 2 O, (90 — x) Si 02 , XB 2 O 3 . The composi¬ 
tions and densities are recorded in Table X. 3. In the series containing 

"English, S., Turner, W. E. S., and Winks, F,, /. Soc. Gla%9 Tech., 12, 287 (1928). 

"Peddle, J. C., /. Soc. Glass Tech., 5, 201 and 228 (1921). 

"English, S., and Turner, W. E. S., J. Soc. Glass Tech., 11, 425 (1927). 

"English, S., and Turner, W. E. S., /. Soc. Glass Tech., 7* 73 and 155 (1028). 
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20 per cent Na 20 , the density rose to a maximum, and in the series with 
10 per cent Na 20 , the density fell to a minimum. 

Gooding and Turner made a more extensive study of glasses in the 
binary systems Na 20 "B 203 (up to the composition Na 20 * 26203 ), 
Na 2 Si 03 -B 203 , and NaB 02 “Si 02 . The compositions and densities are 
given in Table X. 3. They used the flotation method on glasses pul¬ 
verized to 10- to 30-mesh and washed with alcohol to remove dust. The 
glasses were annealed by heating to the annealing temperature as deter¬ 
mined by an optical method, cooling at 0.5° to 1° per minute for the 
first 100°, then in a freely cooling furnace. The density curve for the 



Figure X. 6. —Densities of Some Glasses in the Systems Na20-Ba0-Si02 and 
K20-Ba0-^i02 of the Approximate Compositions Shown. After Peddle. 


system NaB02-Si02 showed a flat maximum. The system Na 20 -B 203 
showed a rapid diminution in density as the Na 20 content increased; and 
the system Na 2 Si 03 -B 203 showed first a flat portion, in which addition 
of B 2 O 8 had little effect, then a rapid diminution in density. 

Numerous as are the measurements on glasses containing Na 20 , 
B2O3, and Si 02 , they are not sufficiently accurate to map out a consistent 
picture of the relation between composition and density in the ternary 
system. Mixtures approaching NaB 02 in composition cannot be obtained 
as glass, and mixtures rich in B 2 O 3 show unusually large effects of heat 
treatment in the annealing region. When a complete study is made, it is 
probable that the lines of constant density will not be simple. 

NasO-AlgOs-SiOi. Measurements in this system were made by Eng- 

Gooding, E. J., and Turner, W. E. S., /. Soc, Glass Tech., 18, 32 (1934). 



DENSITY 


253 


lish and Turner,by Dimbleby, English, Hodkin, and Turner,^® and by 
Faick, Young, Hubbard, and Finn.®® The measurements by Turner and 
his collaborators, which are included in Table X. 3 , were made by the 
pyknometric method, using grains graded between 10- and 30-mesh 
screens. The study by English and Turner (series 441-6) was of tri- 
silicate glasses in which the Na 20 in the composition NaoO + 3 Si 02 was 
replaced in molecular proportions by AI 2 O 3 , and it was found that such 
replacement diminished the density (Fig. X. 2). In the second study 
(series 680-85), by Dimbleby, English, Hodkin, and Turner, it was 
planned to hold Na 20 constant at 20 and 15 per cent, and to replace 
progressively Si 02 by equal weight per cent AI 2 O 3 . Analyses of the 
glasses showed that the Na 20 content was less than was planned. In 
these experiments replacement of Si 02 by AI 2 O 3 was found to increase 
the density. 

The data by Faick, Young, Hubbard, and Finn are included in 
Table X. 4, and “agree reasonably well with the results reported by 
Turner and his co-workers if the small amounts of impurities in their 
glasses are taken into account.^^ 

AugO-TiOa-StOg. This system was studied by Sheen and Turner.®^ 
Densities were determined by the pyknometric method, using toluene 
as the liquid, on grains reduced to 10- to 20-mesh and annealed. Results 
are given in Table X. 3 and Fig. X. 2. The glasses were of trisilicate 
composition, with TiOo replacing Na 20 . Over most of the range studied, 
the titania glasses were a little less dense than corresponding lime 
glasses. 

Na20-Zr02’S{02. Dimbleby, English, Firth, Hodkin, and Turner 
studied three series of glasses in this system. In the first series (748a-h), 
ZrOo replaced NaoO in a sodium trisilicate glass, giving the series 6 Si 02 , 
(2 — x) Na 20 , xZr 02 . In the second series (757a-e), Zr 02 replaced SiOg 
in the same parent glass, giving glasses of the formula (6 -- x) Si 02 
‘ a:Zr 02 * 2 Na 20 . In the third series 797(a-c), NaoO was held constant at 
approximately 20 per cent by weight, and Zr 02 replaced Si 02 . The 
results are given in Table X. 3. Replacement of Na 20 by Zr 02 in the 
trisilicate glasses increased the density. Replacement of Si 02 in the 
same glasses increased the density to a slightly greater degree; and in 
both cases the curve was practically straight. 

NaBO-PhO-SiOj. This system was studied by Peddle and by Eng- 

English, S., and Turner, W. E. S., /. Soc. Gians Tech., 5, 277 (1921). 

Dimbleby, V., English, S., Hodkin, F. W., and Turner, W. E. S., J. Soc. Glass Tech., 8t 
173 (1924). 

Faick, C. A., Young, J. C., Hubbard, D., and Finn, A. N., J. Research Natl. Bur, Standards, 
14, 133 (1935). 

« Sheen, A. R., and Turner, W. E. S.. /. Soc. Glass Tech., 8, 187 (1924). 

Dimbleby, V., English, S., Firth, E. M., Hodkin, F. W., and Turner, W. E. S., J. Soc. Glass 
Tech., 11, 62 (1927). 

“Peddle, C. J., J. Soc. Glass Tech., 4, 299 and 330 (1920). 
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lish, Turner, and Winks Peddle measured two series of glasses of the 
general formula 100 Si02 + 40 (or 20) Na20 + x moles PbO (series 180 
and 181) as well as one (187) in which Si02 was held constant at 70, 
65, 60, 50, 40, or 30 per cent by weight, and the ratio of Na20 to PbO 
altered. The density of the glasses increased with increasing PbO con¬ 
tent; and in series 180 and 181, when more than 10 molecules of Si 02 
were present, increasing the Na20 decreased the density. The soda 
glasses had a higher density than the corresponding potash glasses. The 
results are given in Table XVI. 9, and Fig. X. 7. 



Figure X. 7. —Densities of Some Glasses in the Systems NasO-PbO-SiOa and 
KaO-PbO-SiOa of the Approximate Compositions Shown. After Peddle. 

English, Turner, and Winks replaced Na20 by PbO in a trisilicate 
glass, with the results given in Table X. 3. The compositions studied do 
not overlap enough to enable comparison to be made. 

Andersen and Merwin measured the density of some analyzed glasses 
in this system, with the results given in Table XVI. 7. 

NagO-BUOs-SiOg. Riegel and Sharp made a series of glasses of 
a composition range chosen to make the glasses comparable with a series 
of glasses containing lead oxide studied by Peddle (Table XVI. 9, series 
180). The results are given in Table XVI. 15. Meltings in the B1 

“English, S., Turner, W. E. S., nnd Winks, F., J. 8oc. Glass Tech., 11, 800 (1927). 

® Riegel, E. R., and Sharp, D. E., /. Am. Ceram. 8oc., 17, 88 (1034). 
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series were made in 100-gram lots, in the B2 series, in 400-gram lots, 
and were heated two to three hours at 1300°. Density determinations 
were made by both the immersion and the pyknometric methods. Bis¬ 
muth oxide gave glasses denser than those of the same general composi¬ 
tion containing lead oxide in place of bismuth oxide. 

ifjO-jBeO-StOf. Lai and Silverman determined the density of 
some glasses in this system, with the results given in Table X. 6, 
together with the batch compositions. They used the method of Archi¬ 
medes with water as the buoyant liquid. 

XgO-CaO-SiOg. Measurements in this system were made by 
Peddle®^ (Table XVI. 9) on two series of glasses (167 and 168) of the 
general composition 100SiO2 + 40 (or 20) K 2 O + a;CaO, and hence rep¬ 
resent addition of CaO to the glasses 100SiO2 + 40 (or 20) K 2 O. In 
addition, measurements were made on glasses (series 175) based on the 
formula 100 Si 02 + I 3 .I 6 K 2 O + a^CaO, which gave percentages by weight 
of K 2 O equivalent to those of Na 20 in the series 100SiO2 + 20 Na 2 O 
+ a£!aO; and on glasses (series 171) in which the Si02 was held con¬ 
stant at 70, 65, or 60 per cent while the proportions of K 2 O and Na20 
were altered. The glasses were not analyzed. The potash glasses have 
a lower density than soda glasses having the same percentage-by-weight 
composition. 

Measurements by Merwin and Morey on glasses * covering a much 
larger range of composition in the ternary system K 20 -Ca 0 -Si 02 are in 
Table XVI. 10. Their results confirm and extend Peddle’s conclusion 
that the potash glasses have a smaller density than the corresponding 
soda glasses. 

KsO-BaO-SiOg, The results of Peddle on this system are included 
in Table XVI. 9 and Fig. X. 6. Series 192 and 193 were made of the 
general formula 100SiO2 + 40 (or 20) K 2 O + xBaO; and in series 201, 
Si02 was held constant at 70, 65,60, or 50 per cent by weight, and the ratio 
of BaO to K 2 O was altered. The density increased with the content of 
BaO, and the potash glasses had a lower density than the correspond¬ 
ing soda glasses. The series having the greater K20-content (192) had 
the greater density until 15 molecules of BaO had been added, after 
which the glasses in series 193 had the greater density. 

XjgO-PbO-StOg. Peddle®® measured two series of glasses (182 and 
183) based on the formula 100SiO2 + 40 (or 20) K 2 O + a;PbO; and a 
series (187) in which the ratio of K 2 O to PbO was altered. The results 
are given in Table XVI. 9, and Fig. X. 7. The density increased with 
the PbO content, and the potash glasses had a lower density than the 

“Lai, C. F., and Silverman, A., /. Am. Ceram. Sac., 13, 393 (1930). 

w Peddle, C. J., /. 8oc. OlasB Tech., 4, 46 , 71 (1920). 

“Peddle, C. J., /. 8oc. Glass Tech., 5, 212 and 228 (1921). 

“Peddle, C. J., /. 8o€. Glass Tech., 4, 820 (1920). 

* Unpublished results of Merwin, H. E., and Morey, G. W. 
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corresponding soda glasses. Andersen and Merwin determined the den¬ 
sities of some analyzed glasses in this system, with the results given in 
Table XVI. 6. 

Mg0-Ca0-Si02> Larsen measured the density of a series of 
glasses on the binary join CaSiOs-MgSiOa and three other glasses in the 
system not on the join (Table XVI. 13). Compositions were probably 
correct to 0.3 per cent. Separate determinations on powder from the 
same melt usually agreed to =^0.002, but the difference was somewhat 
greater when the powders were from different melts. No mention was 
made of annealing. 

Fotir-Component Glasses 

Li^O-Na^O-CaO-SiO^- The densities of these glasses were deter¬ 
mined by Waterton and Turner,®^ using the flotation method. The 
samples, in small pieces, were annealed by heating to the softening 
point {Mg), cooling to the transformation point [Tg) at a rate of 1° 
to 2° per minute, then down to room temperature at about 4° per minute. 
The results are in Table X. 3. The glasses were made to contain con¬ 
stant percentages of Si02 (75) and CaO (10), with the proportion of the 
alkaline oxides changing from glass to glass. Because of the diflBculty 
of separation, the alkalies were determined by difference, after deter¬ 
mining Si02 and CaO in the conventional manner. As Li20 replaced 
Na20, the density first rose, then fell, and Waterton and Turner rep¬ 
resented it by two straight lines intersecting at the ratio Li 20 to 2 Na 20 . 

L^O-K^O-CaO-SiOft, This system was studied by Waterton and 
Turner,®^ using the same procedure as with the Li20-Na20-Ca0-Si02 
glasses. Table X. 3. The density increased with substitution of Li20 
for K 2 O. There was no maximum of density, as with the system con¬ 
taining Na 20 , but a break at the composition Li 20 : 2 K 20 was indicated. 

Na20-K20-Ca0-Si02- Glasses in this system were measured by 
Peddle with the results given in Table XVI. 9. Series 169 was based 
on the formula 100SiO2 + 2 OK 2 O + 20Na2O -f xCaO; 170 on the for¬ 
mula 100SiO2 + 10 Na 2 O + IOK 2 O + a:CaO; and in 171 Si02 was held 
constant at 70, 65, or 60 per cent by weight, Na20 and K 2 O were added 
in equivalent amounts, and CaO was altered. Comparison of these 
glasses with similarly planned glasses in the ternary systems containing 
one alkali shows that for two glasses in which the percentages of CaO 
and SiOj are the same, the one having NagO alone has a greater density 
than one having KgO alone, and when the two alkaline oxides are pres¬ 
ent in equivalent amounts the density is nearer that of the Na 20 glass 
than that of the K 2 O glass. 

“Larsen, E. S., Am. J. ScL, 28, 283 (1909). 

® Waterton, 8. C., and Turner, W. E. S., /. Soc. Glass Tech., 18, 268 (1934). 

“Peddle, C. J., /. Soc. Glass Tech., 4, 59, 71 (1920). 
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Waterton and Turner®^ measured a series of glasses of the general 
formula, by weight percentage: 75 Si 02 , lOCaO, 15(Na20 + K 2 O) (Table 
X. 3) by the same method used by them in studying the glasses Li 20 - 
Na 20 -Ca 0 -Si 02 . The density increased as Na 20 replaced K 2 O. The 
results were represented by two straight lines intersecting at the equi- 
molecular ratio of the alkaline oxides. 

iV'ajgO-X^gO-SaO-SiO^. Glasses in this system measured by Peddle 
are included in Table XVI. 9. In series 194 the compositions were based 
on the formula 100 SiO 2 + 20 Na 2 O + 2 OK 2 O + a:BaO; in 195, on 100 SiO 2 
+ 10 Na 2 O 4 - IOK 2 O +a:BaO; and in series 202 mixed glasses contain¬ 
ing the same percentages by weight of Na 20 and K 2 O, with Si 02 held 
constant at 70, 65, 60, or 50 per cent, were made by altering the ratio 
of BaO and alkali. Comparison of these glasses with similarly planned 
glasses in the ternary system containing only one alkali shows that the 
dominant effect is the increase in density resulting from the addition 
of BaO. The Na 20 glasses have a higher density than the K 2 O glasses, 
and the mixed glasses have intermediate density. 

iVa^O-iiCgO-PbO-SzOg. Peddle made three series of glasses in this 
system, and the results are included in Table XVI. 9. Series 184 was 
based on the formula 100 SiO 2 + 20 Na 2 O + 2 OK 2 O + a:PbO; series 185 
on 100 SiO 2 + 10 Na 2 O + IOK 2 O + a:PbO; and in series 188 Na 20 and 
K 2 O were each held constant at 10 per cent while the ratio of Si 02 to 
PbO was altered. Comparison with the corresponding series containing 
only one alkali shows that the dominant effect is the increase in density 
resulting from the increased content of PbO. The Na 20 glasses have 
a higher density than the K 2 O glasses of the same alkali content; and 
mixed glasses have intermediate density. 

Na20-Mg0-Ca0-Si02. Five glasses in this system (series 490-92) 
measured by English and Turner,®® are included ki Table X. 3. 

NaiO-MgO-ZrOg-SiOg. Glasses in this system studied by Dimbleby, 
English, Firth, Hodkin, and Turner®® are included in Table X. 3. 
Replacing MgO by Zr 02 increased the density. 

NagO-CaO-AlsOs-SiOg- Larsen ®^ measured the densities of the 
glasses on the binary join albite (Na 20 • AI 2 O 3 • 6 Si 02 )-anorthite (CaO 
* AI 2 O 3 ' 2 Si 02 ) by the pyknometric method, using powder of 100 -mesh 
size. Separate determinations on powder from the same melt usually 
agreed to =^ 0 . 002 , but the difference was somewhat greater when the 
powders were from different melts. The compositions were probably 

“ Peddle, C. J.. /. Soc. Glass Tech., 5, 220 and 228 (1921). 

Peddle, C. J., J. Soc. Glacis Tech., 4, 820, 880 (1920). 

English, S., and Turner, W. E. S,, /. Soc. Glass Tech., 6, 108, 128 (1922). 

•Dimbleby, V., English, S., Firth, E. M., Hodkin, P, W., and Turner, W. E. S., /. Soc. 
Glass Tech., 11, 52 (1927). 

• Larsen, E. S., Am. J. Set., 28, 263-274 (1909). 
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correct within 0.3 per cent. No mention was made of annealing. The 
results are in Table XVI. 13. 

NagO-FeO-FeiOs-SiO^^ This system was studied by English, Howes, 
Turner, and Winks.^® The glasses were made in 28-pound batches, 
melted at 1400°, and fined at 1350° or 1400°. The batch proportions 
were of the molecular formula OSiOg * (2 — a:) Na 20 * a;Fe 203 , but about 
15 per cent of the FeoOa was reduced to FeO, as shown by the analyses. 
The compositions and densities are included in Table X. 3, 

K20-Rhji0-Ca0-Si02. This system was studied by Waterton and 
Turner,using methods described under the system Li 20 -Na 20 -Ca 0 - 
Si 02 . The density increased as K 2 O was replaced by Rb 20 , and the 
results, included in Table X. 3, are represented by a straight line. 

MgO-CaO^AUOs-SiOji. Ferguson and Buddington measured the 
densities of some glasses in the binary system akermanite ( 2 CaO • MgO 
• 2 Si 02 )-gehlinite ( 2 CaO * AI 2 O 3 • Si 02 ), using the pyknometric method, 
with the results given in Table X. 10. The density of crystalline aker¬ 
manite was 2.944 at 25°, less than that of the glass. 

Table X. 10.—Densities of Some Glasses in the Binary System Akermanite-Gehlinite. 

{After Ferguson and Buddington) 


Gehlinite 

Wt. pet. 

Density 

100 

2384 

75 

2.903 

50 

2.919 

25 

2.938 

0 

2.955 


Fiye-Camponent Glasses 

Na 20 -‘K 20 -Ca 0 -B 203 -Si 02 - A series of glasses of the general for¬ 
mula, in percentage by weight: (75.8 — x) Si 02 , a:B 203 , 8.56 CaO, 6.86 
Na 20 , 7.9 K 2 O, was studied by Turner and Winks,with the results 
given in Table X. 3, Nos. 755-755 p. The density of the glass, powdered 
to 20 - to 30-mesh, was measured by the pyknometric method, using tol¬ 
uene as the liquid. The density increased to a broad flat maximum at 
10 to 14 per cent B 2 O 3 and then decreased. 

iVa^O-JX^gO-CaO-Al^Oj-SiOj. Berger made an orienting study in 
this system, and presented his results in a series of groups of plane dia¬ 
grams in which two of the components were held constant, a scheme 
of representation devised by Zschimmer; it is not feasible to summarize 
the results. 

English, S., Howes, H. W., Turner, W. E. S., and Winks, F., / 8oc. Olass Tech., 12, 81 (1928). 

^Ferguson, J. B., and Buddington, A. F., Am, /, Bci,, SO, 131-140 (1920). 

™ Turner, W. E. 8., and Winks, F., /. Soc. Olaet fecH., 9, 389 (1925). 

^ Berger, E., Glasteeh. Ber„ 5, 609-79 (1928). 
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Multicon^ponent and Commercial Glasses 

The densities of many pieces of commercial glass have been measured 
incidentally to other studies, usually without knowledge of the composi¬ 
tion, and such measurements are not reproduced. Many standard types 
of glass, such as Pyrex resistant laboratory ware and Jena are of 
such widespread use that their density becomes a matter of general inter¬ 
est. Fortunately such glasses usually are constant enough in composi¬ 
tion for the density commonly given to be used for all but the most exact¬ 
ing work. The densities of many commercial and experimental glasses 
are given in Table I. 2, and the compositions in Table III. 4. In addi¬ 
tion the densities of a number of optical glasses are in Tables XVI. 22, 
23, and 26. 

Density of Glass at High Temperatures 

Most of the measurements of density have been at ordinary tem¬ 
peratures, and the change of dc^nsity with temperature up to the soften¬ 
ing point can be calculated from the numerous measurements of the 
cocfBcient of expansion. Some measurements have been made at higher 
temperatures, but more extensive and accurate determinations are 
needed. 


Table X. 11 —Densities of Some Glasses at High Temperatures* 


After Li 



Density 
at 1208* 

Density 


Density 

Density 

No. 

at 1454* 

No. 

at 1206* 

at 1454* 

2 

2.19 

2.15 

8 

2.26 

2.20 

3 

2.42 

2.41 

9 

2.26 

2.28 

4 

2.28 

2.35 

10 

2.31 

2.23 

5 

2.61 

2.59 

12 

2.28 

2.23 

6 

2.46 

2.41 

13 

2.31 

2.28 

7 

2.31 

2.26 

15 

2.48 

2.45 




16 

2.40 

2.43 


* Compositions are given in Table VII. 9. 

An apparatus for the determination of density at temperatures above 
the melting point of tin was described by Day, Sosman, and Hostetter."^^ 
It was an adaptation of Archimedes method with molten tin as the 
buoyant liquid, and the sample was submerged in a graphite bell. The 
weights were carried by a graphite yoke, and the position of the bell was 
determined by an electrical contact. The apparatus was well adapted to 
the purpose for which it was intended, the measurement of density of 
minerals; but complications enter into its use with glasses much above 
the softening point. 

Li measured the* density at 1206° and 1454° of the glasses used 

'’'*Day, A. L., Sosman, R. B., and Hoatetter, J. C., Am, J. Sci., 37, 1 (1914). 

“^Li, S. H., Thesis, Univ. of III., 1922. Cited by Washburn, Shelton, and Libman, Univ. lU, 
Sng, Expt. 8ta, Bull., 140 (1924). 
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by Washburn, Shelton, and Libman in their studies of viscosity and 
surface tension, with the results given in Table X. 11. 

Hanlein used the displacement method, with molten salts as the 
buoyant liquids. Some experiments were made with molten NaCl, some 
with the eutectic mixture of NaCl-KCl, and some with the eutectic mix¬ 
ture of LiCl-NaCl. The glass was in a platinum crucible, suspended in the 
salt bath, and the whole apparatus was evacuated before using to remove 
gas bubbles. There either was no reaction between salt and glass, or not 
enough to introduce error greater than the error of measurement. The 
apparatus was calibrated with optically-clear silica glass. The two glasses 
used had the percentage compositions: Si02, 71.0; Na20, 16.5; K 2 O, 


2.55 
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>s2.45 
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Figure X. 8.—Curves showing the Change with Temperature of the Density and the 
Coefficient of Expansion of a Glass. The Curves above and below the “Transi¬ 
tion Point” were obtained by different methods, and no weight should be given 
to the abrupt changes shown at that point. After Hanlein. 


1 . 0 ; MgO, 3.5; CaO, 5.5; AI 2 O 3 , 0.5; BaO, 2.0 (lime-magnesia glass); 
and SiOo, 69.9; B 2 O 3 , 16.3; Na 20 -K 20 , 5.1; CaO, 0 . 2 ; PbO, 6.1 (hard 
glass). The measurements with the eutectic mixture of LiCl-NaCI gave 
results differing from those with NaCl-KCl by 0.5 per cent at 1100®, 
but agreed at 800®. The expansion curve was calculated from the 
density curve. The results are shown in Fig. X. 8. The transformation 
point, indicated by the vertical line, was determined from the break in 
the curve of electrical conductivity versus temperature, using a heating 
rate of 5® per minute. The measurements of expansion below the trans¬ 
formation point were made on well-annealed samples with a differential 
expansion apparatus, and the values of density were calculated. They 
are not to be compared with the density measurements above that point, 

«Hanlein, W., Glastech. Ber., 10, 126 (1932). 
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and no weight should be given to the abrupt change in density shown 
by the curves at the transition point. 

Heidtkamp and Endell used Hanlein’s method with sodium silicate 
melts containing more than 65 per cent Si02, and they found no appre¬ 
ciable reaction between the NaCl and the sodium silicate melts. The 
melts containing less than 65 per cent SiOo were too fluid for the method, 
and with them the displacement method was used, with a platinum 
weight and the melt as the buoyant liquid. The maximum error for the 
glasses containing more than 65 per cent Si02 was estimated as 1.3 per 
cent; for those containing less Si02, 1.2 per cent. The results are in 
Table X. 12. The compositions given are by analysis. For any one 


Table X. 12 —The Density of Sodium Silicate Glasses at High Tcmiperatures 


Ajier Heidtkamp and Endell 

-Density at Temperature Shown 


Per cent 
SiOg 

79.9 



987“ 

1090“ 


2.270 

2.255 

69.9 

1004“ 

1045“ 


2270 

2265 

54.4 

1044“ 

1131“ 


2260 

2.245 

49.8 

1075“ 

1123“ 


2250 

2.245 

44.6 

o 

o 

1122“ 


2.245 

2.240 

39.1 

1052“ 

1144“ 


2.250 

2.220 


1146“ 

1168“ 

1249“ 

2250 

2.250 

2240 

1150“ 

1244“ 

1252“ 

2.250 

2235 

2.230 

1170“ 

1243“ 

1284“ 

2240 

2.225 

2.210 

1259“ 

1310“ 

1348“ 

2215 

2.205 

2.200 

1208“ 

1258“ 

1305“ 

2.215 

2205 

2.190 

1218“ 

1243“ 

1319“ 

2.195 

2.190 

2.165 


1265“ 

1304“ 

1388“ 

2235 

2230 

2220 

1342“ 

1400“ 


2.215 

2205 


1340“ 

1413“ 


2.205 

1421“ 

2.180 

2.190 


1356“ 

1412“ 

1428“ 

2.175 

1413“ 

2.145 

2.165 

2.160 


glass, the variation in density with temperature was linear; the lines 
were divergent at higher temperatures, and intersected at about 1000° 
to 1120°. When the interpolated values of density at 1000°, 1200°, 
and 1400° were plotted against composition, the curves rose to a flat 
maximum showing first a slight increase in density with addition of 
Na 20 , then a decrease, indicating that Na 20 retained its effect in pro¬ 
ducing a high coefl5cient of expansion. There was no correlation with 
the liquidus curve. 

Parmelee and Lyon measured the density of a glass, of the com¬ 
position given on p. 204, by finding the loss in weight of a 0.55 cc. plati¬ 
num ball immersed in the molten glass. The results are in Fig. VII. 1. 


Heidtkamp, G., and Endell, K., Glastech. Ber,, 14, 89 (1936). 

Parmelee, C. W., and Lyon, K. C., /. 5oc, Glass Tech., 21, 44 (1937). 



Chapter XI 

The Coefficient of Expansion of Glass 

The rate of expansion of glass witli temperature is a property of 
scientific and technologic importance. The change in volume of glass 
vessels with temperature, and the change in dimensions of thermometer 
tubing have been the basis for highly accurate measurements of the 
coeflScient of expansion. The successful joining of glass, either to other 
types of glass, as in the construction of scientific apparatus, in the 
manufacture of bifocal lenses and radio bulbs, and in the production of 
flashed glassware,^ or to other materials such as metals ^ and ceramic 
bodies, requires that the materials to be joined have nearly the same 
coeflScient of expansion. All these applications necessitate a knowledge 
of the effect of the change in composition on the rate of expansion of 
glass; and the coefficient of expansion is a property of glass which is 
greatly affected by change in composition. 

Definitions 

The expansivity may be expressed in several ways, of which the 
commonest is the mean linear coefficient of expansion, a. It is the 
increase in length Ai = I 2 — h of the specimen, divided by the original 
length li, when heated over the temperature interval At — t2 — h; that 
is, the change in length per unit of length per degree rise in temperature, 

1^ 

It At* 

Sometimes, instead of the ratio of the differences in length and tem- 
Al 

perature, —, the slope of the length-temperature curve at the given 
At 

dl 

temperature, —, is used. In that case, if the measurement is referred 
at 

to the length of the specimen at the given temperature, the value is 
known as the true linear coefficient of expansion; and if the length at 
some other temperature is used, the value obtained is that of the true 
coefficient of expansion referred to the given temperature. 

^ Sharp, D. E., J. Am, Ceram. Boc.^ 4, 219 (1921), 

^Tbe joining of glass to metals is an important operation which is not discussed in this book. 
References are: Littleton, J. T., Phye, Bev., 22, 510 (1923); Housekeeper, W. G., /. Am. Jmt. 
17/ec. Bng,, 42, 954 (1923); Hull, A. W., and Burger, E. E., Phyekn, 5, 8M (1934); Littleton, J. T., 
/. Am. Ceram, Boc., 18, 239 (19^). 
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The cubical coeflScient of expansion refers either to the change in 
specific volume, or to the change in unit volume, with change in tempera¬ 
ture. The quantity which usually enters into thermodynamic formulas, 
the true dilatation, is the rate of increase in specific volume with tem- 

perature, —, at the temperature in question. The coefficient of dilata- 
St 

tion more frequently refers to unit volume; and when the volume is that 
at the temperature in question, the quantity is the true coefficient of 
dilatation; if referred to the volume at some other temperature, the 
quantity becomes the true coefficient of dilatation referred to the tem¬ 
perature in question. When, instead of the slope of the volume-tem¬ 
perature curve, the quantity is the difference between initial and final 
volume at the corresponding temperature, the quantity becomes the mean 
coefficient of dilatation. In any case, the cubical coefficients are three 
times the linear coefficients. Failure to define the coefficient frequently 
leads to confusion. 

Methods of Measurement 

The methods used for measuring the coefficient of expansion of glass 
are those commonly used for other materials. They fall into two classes, 
namely, those which measure the expansion in volume, called volumeno- 
metric methods, and those which measure the expansion in length. In 
the first class is the mercury-in-glass volumenometer, a bulb of glass 
containing mercury. The expansion of the mercury is measured either 
by volume or by weight, and from the known true cubical coefficient 
of expansion of mercury, that of the glass is calculated. This type of 
apparatus was used by English and Turner ^ in their extensive measure¬ 
ments in the temperature range below 100®. Another type of volume¬ 
nometer, used by Spaght and Parks ^ in their study of boric oxide, makes 
use of a metal container for the glass and of mercury as the reference 
liquid. 

Changes in length frequently have been measured by direct obser¬ 
vation of the elongation, with micrometer microscopes focused on lines 
ruled near the ends of the specimen. The elongation sometimes is mea¬ 
sured by an optical lever, actuated by the expanding glass rod through 
a suitable mechanism. The Goerz dilatometer used by Wenig and 
Zschimmer® was of this type. The interferometer affords an excellent 
method of measuring coefficients of expansion, and an apparatus of this 
type was described by Peters and Cragoe.® 

A differential method, in which the expansion of a rod of glass is 

•English, S., and Turner, W. E. S., /. 5oc. Glass Tech., 3, 288 (1919). 

* Spaght, M. E., and Parks, G. S., /, Phy«. Chem., 38, 103 (1934) 

•Wwiig, R., and Zschimmer, E., Sprechsaal, 62, 855 (1929). 

•Peters, C. G., and Cragoe, C. H., Bur. Standards Scic7}tifi.c Papers, 393 (1920), 
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compared with that of a standard substance, usually silica glass, is used 
frequently. The apparatus described by Turner and Winks,*^ and used 
for numerous studies on glass at temperatures to the softening point, was 
of this type. Cohn ® described a self-registering apparatus based on the 
same principle. 

Effect of Heat Treatment 

Observations have shown that the rate of linear expansion of glass 
with temperature is almost constant over a considerable temperature 
interval up to the annealing range of the glass. More accurate measure¬ 
ments, however, require equations of three or more constants to repre¬ 
sent them; and when such high accuracy is in question, the thermal his¬ 
tory of the glass becomes of importance, as well as the thermal after¬ 
effect. At higher temperatures, the expansion of glass becomes a less 
simple matter, and its dimensional changes over the entire range up to 
the temperature at which it becomes a liquid of low viscosity cannot 
be represented in any simple manner. 

Of particular interest is the rapid change in the coefficient of expan¬ 
sion near the annealing temperature, first indicated by the work of Cal¬ 
lender,® of Callender and Griffiths,^® of Holborn and Griineisen,^^ and 
of So.^2 Holborn and Grlineisen found that a rod of Jena thermometer 
glass 59^^^ 5.7 mm. in diameter and 435 to 438 mm. long, when held at 
500° for five hours, shortened 0.79 mm. With the temperature held at 
500°, half-hourly readings showed successive contractions of 0.084 mm., 
0.038 mm., 0.036 mm., and 0.018 mm. So found that the expansion of 
glass used was nearly linear up to 400°, and that in the next 50° rise in 
temperature a considerable contraction took place in unannealed glass. 

A thorough investigation of the dimensional changes which take place 
when glass is heated was’made by Peters and Cragoe,® using the interfer¬ 
ometer method. A summary of their results is given in Table XI. 19, 
and Fig. XI. 1 gives typical expansion curves. The expansion is nearly 
linear up to a temperature which is dependent upon the compositions of 
the glass, and above which the expansion first increases, then decreases. 
In the first run, shown in curve A-A, Fig. XI. 1, the furnace was held at 
constant temperature for 15 minutes before each measurement was 
made; in the others a constant heating rate of four degrees per min¬ 
ute was maintained throughout and the observations taken when every 
fifth fringe passed the reference mark. Below 510° the expansion was 
nearly linear and reproducible for the different determinations. Between 

'^Turner, W. E. S., and Winks, F., /. Soc. Olasg Tech., 12, 57 (1928). 

® Cohn, W. M., /. Am. Ceram. Soc., 14, 265 (1931). 

® Callender, H. L., Trans. Roy. Soc. (London), A, 178, 161 (1887). 

Callender, H. L., and Griffiths, E. H., Trans. Roy. Soc. (London), A, 182, 128 (1891). 

«Holborn, L., and Qrilneisen, E., Ann. Physik, €, 136 (1901). 

«So, M., Proe. Tokyo Math, Phys. Soc., % 426 (1918). 
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510° and 530° (the lower critical point or transition point) the rate of 
expansion increased rapidly. This rapid expansion continued up to 580° 
or 590°. With further heating the rate decreased, and an apparent con¬ 
traction caused by settling began at 608°. Below the first point of 
inflection the dimensional changes produced by heat were reversible, at 
least insofar as was determined. Above this point a contraction, which 
probably was caused by settling or sagging under the weight of the 



Figure XI. 1.—Thermal Expansion Curves of a Barium Flint Glass. After Peters 

and Cragoe. 

interferometer plate, was superimposed upon the expansion caused by 
the increase in temperature. At the onset of this stage the rate of con¬ 
traction was small; the sample first expanded, then at constant tempera¬ 
ture slowly contracted. At a higher temperature the contraction pro¬ 
ceeded more rapidly, until the rates of the two opposing processes became 
equal, and on further increase in temperature rapid contraction took 
place. Similar curves have been obtained by later workers who have 
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carried the measurements to the softening point, including the several 
studies by Turner and his colleagues, Schonborn,^® and Pietenpol.^^ 
Turner and Winks gave an excellent example of the effect of strain 
on expansion in the critical region, which is reproduced as Fig. XI. 2, 



Figure XL 2. —The Effect of Internal Strain on Thermal Expansion. The full 
curve is that of a well-annealed sample; the lowest curve is that of a quickly- 
chilled sample, as manufactured; the intermediate curves are those of samples 
in an intermediate condition of annealing. After Turner and Winks. 

The glass had the percentage composition: Si02, 56.76; B 2 O 8 , 19.43; 
AI 2 O 3 , 0.90; FegOs, 0 . 10 ; CaO, 8.54; Na 20 , 7.38; and K 2 O, 7.14. The 
continuous curve is that for a well-annealed rod, and immediately below 
it are two other curves, diverging slightly at about the lower critical tem- 

“SchSnbom, H., Keram, Rundschau, 33, 17 (1925). 

“Pietenpol, W. B., Chem, Met, Eng., 23, 876 (1920). 

"Turner, W. E. S.. and Winks, F., /. 8oc. Glass Tech., 14, 84 (1930). 
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perature, the amount of divergence increasing with the intensity of the 
strain. The lowest curve represents the expansion of a highly strained 
rod. On increase in temperature the rod underwent actual contraction 
up to 557°, and from that point the expansion was rapid. At lower tem¬ 
peratures the curve for the annealed rod is below that of the strained 
rod, and the two curves cross at about 330°, which indicates that flow 
took place in the strained rod far below the critical range. 

The temi)erature at which a sudden change in the coefficient of expan¬ 
sion * takes place in a glass heated at approximately four degrees C. per 



Figure XI. 3. —Thermal Exi)ansion Curves of Samples of the Same Glass, having 
Different Thermal Histories. After Littleton. 

minute has been designated the '‘transformation point,” Tgy considered 
to be a characteristic temperature for a given composition. When the 
heating is at the given constant rate, and other conditions are com¬ 
parable, the transformation point can be located with fair precision.^® 
There is not unanimity of opinion as to the meaning of the "tran¬ 
sition point.” Littleton and Morey consider that the effect observed 
is the result of failure of the glass to reach internal equilibrium at lower 
temperature with the result that, when the viscosity has been sufficiently 
diminished by heating, the frozen-in lag is suddenly released. It has 

♦The transformation point, Tg, has been specified by other means. Cf. p. 461. 

" Berger I E., Thomas, M., and Turner, W. E. S., /. Soc. Olaas Tech., 18, 79 (1984). 

” Compare the discussions on pp. 169-172. 

Littleton, J. T., Ind. Eng. Chem., 25, 748 (1933). 

» Morey, G. W., /. Am. Ceram. 8oc., 17, 315 (1934). 
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been shown that at temperatures well below the transformation point 
the properties of the glass change with continued heat treatment, and the 
time required for the attainment of the equilibrium condition increases 
rapidly as the temperature is lowered. 

The effect of change in heat treatment is illustrated by Figs. XI. 3 
and XI. 4. Curve 1 of Fig. XI. 3 gives the normal expansion of an 
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Figubb XI, 4.—The Change in Length with Titne, and Constancy of Temperature, 
of the Glass of Curve 2, Fig. XI. 3. After Littleton. 

annealed glass heated at 2° C. per minute. The transformation took 
place at about 510°. The glass was then cooled from 520° sufficiently 
slowly to be well annealed, but fast enough so that the properties of the 
520° state were retained. Curve 2 is the expansion curve then obtained, 
but at 480° the temperature was held constant for five hours. Fig. XI. 4 
shows the constancy of temperature during the five-hour period, and the 

•oLiUie, H. R., /. Am. Ceram. Sac., 16, 619 (1933); Morey, G. W., and Warren, B. E., Ind. 
Eng. Chem., 27, 966 (1936). 

»Littleton, J. T., Ind. Eng. Chem., 25, 748 (1933). 
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change of length of the specimen. Five hours evidently is almost suf¬ 
ficient for the glass to become stabilized, and it is evident that the expan¬ 
sion change observed by Peters and Cragoe and subsequent workers 
takes place, not at a fixed temperature, but at a temperature which 
depends on the thermal history of the glass and the rate of heating of 
the test specimen. When the heating rate is 4° per minute there is not 
time for the equilibrium condition to be reached below the transition tem¬ 
perature, and at that temperature the change resulting from the altera¬ 
tion in internal condition of the glass is superimposed on the normal 
expansion, producing the deviation called the transformation point. That 
such a point can be observed in the manner described is not doubted, but 
its theoretical significance has been greatly over-emphasized. 

Some recent publications on the coefficient of expansion of glass, 
especially from the Department of Glass Technology at Sheffield, have 
held that the expansion curve of a glass at temperatures below the usual 
annealing range consists of a series of straight lines, intersecting at 
points called ^Transition points.’^ The complexity resulting from this 
interpretation is indicated by the following statement made concerning 
boric oxide glass: ^Tn very recent work it was found that transition 
points, some of them of very slight character, occurred at 109°, 125°, 
140°, 145°, 155°, and 199°.^^ Littleton,discussing the transition points 
found by Turner and Winks for a glass consisting of Na20 and Si02, 
concluded that the experimental results could be represented within 
experimental error by a cubic equation, and that there was not sufficient 
justification for regarding the assumed breaks as real. 

Turner and Winks made a careful study of the thermal expansion 
of several glasses up to the annealing temperature, and Seddon and 
Turner made a study of the effect of slow heating on the observed 
coefficients of expansion. They are convinced that these change points 
exist, especially because some glasses, measured in the same apparatus, 
do not show them, and other glasses do; and consider that the occurrence 
of transition points at about 120° to 150°, and sometimes at 350°, in 
glasses of greatly different compositions suggests a common explanation, 
which has not been found. 

Saunders and Tool found that the mean linear expansivity between 
20° and 200° C. of Pyrex glass could be changed as much as 10 per cent 
by subjecting the glass to heat treatments in the range from 450° C. to 
750° C. For the original untreated glass, the coefficient of expansion 
was 3.41 X 10“®; after treating at about 750°, the coefficient was altered 

** Gooding, E. J., and Turner, W. E. S., J. Soc. Gian Tech., 18» 32 (1234). 

M Littleton, J. T.. /, Soc. Gian Tech., 15, 262 (1931). 

Turner, W. E, S„ and Winks, F., J. Soc, Gian Tech., 14, 84 (1930) 

*** Turner, W. E, S, and Winks, F., /. Soc. Glass Tech., 14, 110 (1980) 

««Seddon, E., and Turner, W. E. S., /. Soc. Glass Tech., 17, 324 (1933). 

*’■ Saunders, J. B., and Tool, A. Q., Bur. Standards J. Research, 11, 799 (1033); RP 626. 
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to 3.45 X 10'®; treatment at 450° gave 3.07 X 10"®; treatment near 650° 
restored the original condition. Between 650° and 450° the coeflScient 
decreased with decreasing temperature of heat treatment. A sample of 
glass having the maximum density, obtained by heating at 450°, on 
being reheated to 550° increased in volume during the heating by an 
amount approaching 50 per cent of the cubical expansion during heating 
from 20° to 550°. A slow rate of heating in the range 450° to 550° thus 
resulted in an apparent thermal expansion coefficient greatly exceeding 
the true value in this range. It is general experience that glass quickly 
cooled has a higher expansivity up to some limiting temperature than 
when annealed. 

Klein heated pieces of borosilicate crown, 5X5X1 mm., at 2° 
per minute to a predetermined temperature, then rapidly cooled them 
in air, and measured the linear coefficient of expansion, with the follow¬ 
ing results. The first number is the temperature of chilling, the second, 
aX 10®; 300°, 6.3; 400°, 6.3; 450°, 6.2; 500°, 5.8; 560°, 6.2; 580°, 6.1; 
600°, 6.6; 620°, 6.8; 640°, 7.6; 730°, 8.0; 1000°, 8.0. 

Additive Relationship 

Like many other properties of glass, the coefficient of expansion is 
roughly an additive property. Over the range in which the expansion 

Table XL 1 —Factors for Calculating the Linear Coefficient of Thermal 
Expansion of Glass* 


Winkelmann English Qilard 

and Schott and Tuirner and Dubnil 

SiO. . 2.67 OiiO 0.4 

BsOst . 0.33 — 6.53 — 4 + O.lp 

NasO . 33.33 41.6 51 — 0.333p 

KiO . 2833 39.0 42 - 0.333p 

MgO . 0.33 4.5 0 

CaO . 16.67 16.3 7.5 + 035p 

ZnO . 6.0 7.0 7.75- 1.25p 

BaO . 10.0 14,0 0.1 + 0.14p 

PbO . 10.0 10.6 11.5-0.05p 

A1.0. . 16.67 1.4 2 

• Values of Oi, Uj, ... a« in; X = OiPi + Osp. + ... + onpn, in which pi, etc., are the perceiilagee of 
the given oxides. X = -j- — 

I Lit 


t Calculated only for that portion of the curve from 0-12% B20a. 


is approximately a linear function of temperature, the coefficient of 
expansion of a complex glass may be calculated on the assumption of 
additivity by means of the equation 

a ~ aipi + aspa + . . . 4- anpn 

in which a is the cubical coefficient of expansion, pi, p 2 , . . . Pw are the 
percentages by weight of the various components, and ai, a 2 , . . . a« 

“Klein, N., Compt. rend., 200, 1320 (1035). 
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are the constants for the various oxides. The relative effect of the vari¬ 
ous constituents of glass on expansibility is indicated by these constants. 
The major constituent of most glasses, SiO^, is noteworthy in possessing 
an exceedingly low expansion; two other common constituents, Na 20 
and K 2 O, both of large atomic volume, increase the thermal expansion 
greatly; and the remaining constituents usually are of intermediate 
expansibility. 

In Table XI. 1 are assembled the factors for the calculation of the 
coefficient of expansion proposed by several authors. The work of 
Winkelmann and Schott is classic. The factors proposed by English 
and Turner probably are the most reliable, and are self-consistent. 
They are based largely on trisilicate glasses. Gilard and Dubrul dis¬ 
cussed the calculation of the coefficient of expansion from the composi¬ 
tion, and proposed a set of factors of the type 

a X 10® = (ax 4 hx") 

in which x represents the percentage by weight of a given constituent, 
and a and b are empirical factors. 

An outstanding difficulty in calculating factors for thermal expansion 
is the value to be assigned to silica. In one method all the factors, 
including that for Si 02 , are chosen so as to give the best average values 
over the entire curve. This results in a different factor for Si02 for each 
system, and adjustment is necessary. Another, probably the better 
method, is to assign to Si 02 in glass the expansibility it possesses in the 
pure state, and adjust other factors accordingly. 

Since the coeflBcient of expansion changes with temperatures, it is not 
to be expected that factors which give approximately correct values for 
the temperature range from 0® to 100° will be satisfactory at higher 
temperatures. Turner and Winks gave the following factors for 
a X 10® for Na20, deduced from work with binary Na20-Si02 glasses: 


Temperature 

aX10« 

range 

o 

o 

1 

o 

4.16 

130*-250‘’ 

4.49 

250®-350" 

4.76 

350"~Ci 

4.96 


Expansion at Higher Temperatures 

The preceding measurements have all dealt with the coefficient of 
expansion below the annealing temperature. There is a limited amount 

Schott, 0., Vortraa «, Sitzmq Ver. Beford. Oeiverhefleistes. 1892. Winlcdmann, A., and 
Schott, O., Ann. Phygik, 51, 735 (1894). Hovestadt, H., “Jena Glass,*’ translation by Everett, J. D. 
and A., Macmillan, New York, 1902. 

“English, S., and Turner, W. E. S., /. Am, Ceram. Soc,, 10, 551 (1927), with revisions in 
y. Soc. Olaae Tech., 12, 700 (1929). 

•'Guard, P., and Dubrul, L., Verre mlicatea ind., 5, 122 (1^4). 

“Turner, W. E. S., and Winks, F., /. Soc. Olaat Tech., 14. 110 (1930). 
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of data on the coeflScient of expansion at higher temperatures of either 
experimental or commercial glasses, which has been discussed in the 
chapter on density, page 259. 

Volarovitch and Leontjewa^^ measured the volume at high tempera¬ 
tures, and from it calculated the coefficient of expansion, by determining 
by an electrical contact method the expansion of the molten substances 
in a platinum test tube. K 2 Si 03 , NaB 02 , and K 2 B 4 O 7 were measured 
over the temperature ranges 1050'^-1200‘^, 1140°-1250'^, and 820'^-1250°, 
respectively. The changes in volume w'ere linear with temperature, and 
the mean cubic coefficients of expansion, referred to the volume at the 
lowest temperatures were 2.1 X 10 '^, 3.2 X 10 “^, and 1.8 X 10 "^, respec¬ 
tively. The expansion coefficient of Na 2 B 407 , over the interval 859°- 
1305°, was 2.6 X 10 The accuracy of the results by this method is 
questionable. 

One-Component Glasses 

Boric oxide, The coefficient of expansion of boric oxide has 

been studied by several authors, and the results of most of them have 
been summarized by Gooding and Turner 22 in a table reproduced as 

Table XI. 2— Linear Coefficients of Expansion and Critical Temperatures of 

Fused Boric Oxide.* 


f -Temperature-^ 

Investigator O'- 50® 100® 150® 200 ® 230® 250* Tw 

Samsoen" (a). 1430 1475 1518 1565 1612 1641 17,912 245’’ 

(b). 1450 1533 17,890 

d-ioo® 

Grenet’* (a). 1414 

1446 

100-200® 264-284® 

Cousen and Turner* .... 1510 1523 1368 239 2 

Wenig and Zschimmer '^ ... 1522 1531 

Seddon and Turner”. 1541 1438 219 281 

250-286® 

Gooding and Turner ^. 1527 1566 9356 220 285 


* Values are of 10® o = ^ ~ 

l\ At 

^ Gooding, E. J., and IHimer, W. E. S., /. Boc. Glass. Tech., 18, 82 (1034). 

* Samsoen, M. O., (a) Bull. Soc. d’Encourag., 185, March, 1929, (b) Coinpt. rend., 181, 354 (1925); 
181, 517 (1926). 

® Grenet, L., Compt. rend., 123 . 891 (1896): BvH. Sor. d'Enrourao., 95, 1557 (1896). 

^Cousen, A., and Turner, W. E. 8,, J. Soc. Glass Tech., 12, 169 (1928). 

® Wenig, R., and Zschimmer, E., Sprechsaal, 62, 855, 874, 889 (1929). 

® Seddon, E., and Turner, W. E. S., /. Soc. Glass. Tech., 17, 324 (1933). 

Table XI. 2. “It is impossible to state with certainty the precise mean¬ 
ing to be attached to the values given by M. Samsoen, but it appears 
likely that they represent values taken at the temperature mentioned. 
Both series of measurements were made with a Chevenard dilatometer, 
and no reason is apparent for the differences shown unless strained speci- 

«»Volarovitch, M. P., and Lwntjewa, A. A., Z. anorg. allgem. Chem., 225, 327 (1936). 
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mens were used. The results of L. Grenet were obtained using a modi¬ 
fication of Fizeau's interference method.^’ 

In the experiments of Seddon and Turner the boric oxide was heated 
to 1400^^ for a prolonged period. The measurements were made with 
a uniform heating rate, in one series, 1^ C. per minute; in another series, 


Table XI. 3—True Cubica,! Coeflficient of Expansion of Boric Oxide 
Ajter Spaght and Parks 


Partially Carefully 



-U nannealed-^ 

3 a X 10^ 

' C.“ 

-Anneal ed- 

3 a X 10< 

' C.® 

■Annealed -^ 

3 a X 10^ 

122.1 

0.40 

120.6 

0.56 

1145 

0.54 

152.3 

0.19 

152.9 

0.59 

143.4 

0.49 

180.4 

-0.19 

177.8 

0.71 

171.8 

0.59 

204.9 

- 1.07 

198.3 

0.85 

199.6 

1.18 

229.4 

0.55 

217.1 

1.62 

226.9 

4.35 

250.2 

4.10 

233.1 

4.64 

250.0 

6.13 

270.0 

6.22 

249.1 

6.64 

270.0 

5.92 

293.8 

6.35 






10° per hour. The glasses heated at the faster rate were annealed 
by heating slowly to the softening point {Mg)j holding for one hour, 
then lowering the temperature to 1° per minute for the first 100°, 
then at 1° per minute to room temperature. For the glasses heated 
at the slower rate, the approach to the softening point was slower, the 
period of constant temperature was two hours, and the cooling rate was 
10° per hour. The slower rate gave larger values for thermal expansion 
and the expansion coefficients were a little lower in the range from 100° 
to 200° than in the range from 0° to 100°. A retrogression connected 


Table XI. 4 — Mean Coefficient of Cubical Expansion from 0® C. ( 3a==~-^ i 

\ lo At / 

and True Coefficients of Dilatation, dv/dt, of Silica Glass 


After Sosman 


t, «C. 

3 a X IQo 

bv/bt 

t,^C. 

3 a X 108 

bv/bt 

-250 

-1.05 


150 

1.55 

1.7 

-200 

-0.6 

-2.6 

200 

1.6 

1.7 

-50 

-0.1 


300 

1.67 

1.8 

— 100 

+ 0.4 

-0.9 

400 

1.70 

1,8 

-50 

0.75 


500 

1.70 

1.7 

0 

1.15 

+ 1.1 

600 

1.68 

1.6 

+ 50 

1.3 

1.5 

800 

1.62 

1.5 

100 

1.45 

1.7 

1000 

1.62 

1.9 


with the “transition pointbegan at 200°, and at 211° a very greatly 
increased expansion set in. This was probably due to change or 
“stabilization” of the glass. 

The results of Wenig and Zschimmer®^ were obtained on material 


•*Wenig, R., and Zschiminer, E., Sprechsaal, 62, 855, 874, 889 (1929). 
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which had been melted three hours at 1250°, then 20 minutes at 1500° 
to 1600°, then cast into rods. They were annealed at 300°, then left in 
a freely cooling furnace. For the annealed glass the linear coefiScient 
of expansion was found to be: in the range 25° to 75 °, 152.2 X 10 '^; 
in the range 75° to 150°, 153.1 X 10 '^. For a strained glass the coefficient 
in the lower range was variable; in the range 75 ° to 150°, it was 167 
to 175 X 10-7. 

Spaght and Parks ^ studied the thermal expansion of B 2 O 3 , using a 
stainless steel volumenometer, with mercury as the displaced liquid. 
The material was heated for two hours at 1200 °. Since boron trioxide 
is a very poor conductor of heat, it was important to allow sufficient 
time for complete equalization of temperature within the sample. 


Table XI. 5 ^Linear Coefficients of Expansion, Transition Points, and Transforma¬ 
tion Points in the Ternary System NaaO-BaO^-SiOa* 

After Gooding and Turner 

linear Coefficient of Expansion ; a — 

,-Transition and Transformation Points-, ' S Tt ^ ' 

No. tj t, t, T, 


26C 

Gradual curvature 


230 

26B 

Gradual curvature 


220 

25B 

140 Then gradual curvature 

270 

6B 

130 

240 d 


320 

5B 

130 

240 

300 vd 

370 

4C 

130 

240 d 

350 vd 

430 

34 

130 

250 d 

350 vd 

425 

IH 

120 

240 d 

360 d 

440 

14B 

100 

220 

290 d 

360 

22B 

100 

120 d 

330 vd 

380 

27A 

130 

230 

300 vd 

140" 

28A* 

100 

200 

260 d 

470 

22C 

130 

250 

350 vd 

500 

28C 

130 

250 

350 vd 

470 

28B 

130 

250 

460 

520 

29C 

100 

220 

350 

460 

29A 

100 

240 

350 vd 

490 

29B 

130 

250 d 


440 

30A 

130 

270 

420 d 

470 

32C 

100 

250 vd 


360 

32 

130 vd 

240 


350 

15D* 

130 

250 d 


280 

15E^ 

130 



250 

40 

130 

240 

360 

395 

4P 

100 

190 d 

250 

400 

39 

130 

240 

350 

476 

37 

100 

250 

350 

526 

36 

130 

260 vd 

350 vd 

660 

38«* 

130 

250 vd 

450 vd 

560 

42 

Gradual curvature 


585 


* Compositions are in Table X. S. 
d = doubtful. vd == very doubtful. 

I Probably misprint for 440. 

t8-t4 = i480; f = 



O-f. 

tr-t. 



^3 

292 

Gradual increase, 

1412 to 1474 

290 

Gradual increase, 

1386 to 1444 

329 

1102 

Gradual increase, to 1330 

378 

932 

10.38 


1160 


430 

849 

974 

1045 


1134 

470 

895 

1030 

1133 


1223 

472 

913 

1043 

1136 


1282 

484 

1025 

1222 

1382 


1540 

413 

1525 

1700 

1904 


2024 

427 

1419 

1623 

1756 


1932 

469 

1302 

1433 

1581 


1612 

494 

1145 

1332 

1411 



550 

999 

1134 

1210 


1290 

543 

1007 

1075 

1162 


1231 

575 

778 

912 

974 


1127 

530 

940 

1009 

1121 


1186 

530 

748 

860 

913 


934 

480 

643 

694 


709 


625 

734 

821 

889 


958 

450 

841 

930 


977 


405 

827 

847 


1033 


341 

929 





325 

1168 





432 

1388 

1571 

1732 


2080 

465 

1285 

1366 

1472 



508 

1104 

1205 

1318 


1379 

576 

855 

982 

1082 


1131 

598 

724 

812 

837 


870 

595 

624 

680 

713 


765 

610 

Gradual increase from 503 to 534 


»fi - = an. * «1207. 

»f4== 350; ta-f4 = 15e4; ~ « 1648. 

• Gradual curvature likely. 
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Accordingly, in some cases the temperature of the copper block was 
maintained constant for periods as long as two and a half hours.” 
Measurements are given in Table XI. 3 for a sample carefully annealed, 
obtained by cooling from 300° at 5° per hour; in a partially annealed 


Table XI. 6—Linear CoefRcients of P^xpansion of Sodium Silicate Glasses 
Ajter English and Turner 

Weight per cent SiOa 66.91 70.38 74.05 76.27 79.13 81.34 82.83 

10" a 1346 1240 1138 1035 917 849 755 


condition, cooled from 300° at 25° per hour; and in the unannealed con¬ 
dition, obtained by cooling the volumenometer and contents in ethyl 
alcohol. The values given are of the true coefficient of dilatation. 

Silica, SiOg. Sosman discussed the coefficient of expansion of 
silica glass and gave tables showing both the true coefficient of dilata¬ 
tion and the mean coefficient referred to 0 °, which are reproduced in 
Table XI. 4. 

Two-Component Glasses 

Na^O-BzOs- The glasses from B 2 O 3 to Na 20 * 2 B 2 O 3 were studied by 
Gooding and Turner,^^ using a differential expansion apparatus of Tur- 


Table XI, 7—Linear Coefficients of Expansion of Some Soda-Silica Glasses ♦ 

After Samsocn 


Weight per 
cent SiO- 

a X 10" at 15“ 

Trnnsfonnatlon 
temperature (“C) 

a X 10® after 
transformation 

49.2 

12.6 

420 

83 

53.0 

15.55 

390 

72 

55,0 

18.78 

345 

65 

57 

18.52 

355 

60 

60 

16.50 

420 

59 

63 

13.80 

445 

50 

66.2 

13.45 

460 

42 

70 

12.85 

355 

37 

76 

11.60 

350 

32 

82.5 

10.2 

420 

20 

85.3 

9.50 

445 

17 

92 

7.7 

540 

11 


^ 1 Ai 
h At 


ner and Winks. The compositions of the glasses are given in Table X. 3, 
the expansion results, in Table XI, 5. 

Na^O-SiOu. English and Turner studied glasses in this system by 

Sosman, R. B., “The Properties of Silica”; Chemical Catalog Co. (Reinhold Publishing 
Corp.). New York, 1927. 

M English, S., and Turner, W. E. S., /. Soc. Qlm* Tech., 5, 121 (1921), 
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means of a mercury-in-glass volumenometer, with the results given in 
Table XL 6. Samsoen used a dilatometric method, with the results 
given in Table XI. 7. He found a maximum in the coefficient of expan¬ 
sion at 56 per cent Si02. The transition temperatures passed through 
a maximum at the composition of Na 20 • 2 Si 02 , and through minima at 
the eutectic compositions. This result has not been confirmed. 

Turner and Winks determined the thermal expansion of more 
glasses over a temperature range extending over the ^^ncipient softening 
point^^ {Ct)j where the expansion curve took a marked upward trend, 


Table XI. 8 —^Linoar Coefficients of Expansion, “Incipient Softening Points/’ Ct, and 
“Upper Annealing Temperatures/* A*, of Some Sodium Silicate Glasses* 


After Turner and Winks 


No. 

Per cent 
SiOa 

0 

o 

CO 

o 

130-250* 

250-350 

c 350-C, 


C,-A, 

At 

114 

51.15 

1765 

1968 

2243 

(350° 

-At) = 

2375 

440‘ 

115 

55.42 

1657 

1919 

2127 

2376 

400° 

2873 

437’ 

116 

60.28 

1550 

1773 

1926 

2030 

415-20 

2320 

450' 

117 

63.48 

1419 

1653 

1769 

1960 

425 

2397 

465 

118 

67.11 

1345 

1478 

1594 

1715 

450 

2003 

487 

119 

70.27 

1227 

1351 

1456 

1565 

445 

2122 

495 

120 

72.80 

1146 

1253 

1357 

1426 

455 

2304 

500 

121 

73.59 

1094 

1206 

1288 

1368 

455 

1852 

495 

122 

74.65 

1060 

1176 

1247 

1299 

450 

1940 

508 

123 

77.30 

1015 

1086 

1124 

1209 

460 

1944 

515 






250-C.'< 




124 

79.93 

907 

987 


1026 

455 

1627 

515 




0-250* 






125 

82.34 


833 


900 

470 

1144 

530 

126 

85.04 


731 


756 

460 

1020 

520 

127 

88.17 


0-A< 

570 






128 

91.60 


430 







* Values are of 10* a ~ y- ^ 
U 


to the “upper annealing temperature^^ (.4#), where the curve bent sharply 
(Table XI. 8). They used a differential expansion apparatus, described 
by them in another paper. With glasses containing 88 per cent or more 
of Si02, the point At was no longer found on the curves; Navias did not 
confirm this, but he found a softening point. The point Ct could not 
be found on the curves for the glasses highest in Na20. The several 
“transition points^' could not be found on the curves for the glasses con¬ 
taining the larger amounts of SiOj, probably because a previous heat 
treatment had “stabilized^^ the glasses. 

Seddon and Turner made a study of the effect of slow heating on 
the expansion of three glasses in this system, using the differential 

•’^Samsoen, M. O., Compt. rend., 183, 285 (3820). 

“Navias, L., cited by Hull, A. W., and Berger, E. E., Physics, 5, 884 (1834). 
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apparatus described by Turner and Winks. The two rates used were 
1° and 1/6° per minute. The glasses heated at the rate of 1° per minute 
were annealed by heating to the softening point {Mg), by holding con¬ 
stant at that temperature for an hour, by cooling at 0.5° to 1° per minute 


Table XI. 9— Linear Coefficients of Expansion of Sodium Silicate Glasses Heated 

at Different Rates * 


Ajter Seddon and Turner 



Weight 
Per cent 
SiOs 

_ n.inno_ 

,- 100 ® 

A 

. 200 '’ _> 

_onno.anno_ 

__ 300 ®- 400 ®__ 

No. 

At 

B 

B 

A 

B 

A B 

116A 

122 

60.71 

74.65 

1541 

1610 

1560 

1623 

1438 

1633 

1494 

1637 

1854 

1809 


124A 

80.77 

1113 

1144 

1161 

1171 

1229 

1232 

1285 1288 


* Values are of 10” a - ^ ^ 
lo 

t Column A refers to a heating rate of 1° per minute; B to a rate of 1/6® per minute. 


for the first 100°, then at 1° per minute to room temperature. The 
glasses heated at the slower rate were annealed at Mg for two hours, 
and cooled at 10° per hour to room temperature (Table XI. 9). The 
coefficient obtained by the faster heating was usually the smaller. The 
difference was greater at the lower temperature, and with glass 122 from 
300° to 400° the small difference was in the opposite direction. These 
effects probably were due to the slow approach of the glass to its equilib¬ 
rium or stabilized condition at low temperatures. 

The thermal exjiansion of glasses in this system was 
studied by Cousen and Turner,with the results summarized in Table 


Table XI. 10—Linear Coefficients of Expansion* of Boric Oxide-Silica Glassest 
Ajter Cousen and Turner 


Lower temperature range 


No. 

0-100® 
oX 10” 

100-200® 

aX10» 

-Critical Range- 

Temp. (®C) a X 10” 

816a 

1317 

1419 

270-290 

12,000 

816b 

1181 

1260 

280-300 

10,230 

816c 

1114 

1166 

280-300 

9,700 

816d 

870 

897 

300-320 

8,990 

816e 

719 

701 

320-340 

6,940 

816f 

576 

548 

350-370 

5,790 

816g 

498 

508 

380-400 

4,500 

816h 

475 

449 

390-410 

3,010 


* - 1 

t Compositions are given in Table X. 3. 


XI. 10. The apparatus was that used by Turner and Winks. The 
annealing of the glasses was carried out in several cases by heating them 
in the apparatus as for an expansion determination, and allowing them 


Cousen, A., and Turner, W. E. S., /. 5oc. Olatn Tech,, 12, 169 (1928). 
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to cool slowly; a slow current of dry air was passed through the apparatus 
when the glasses were rich in B 2 O 3 . No inflection points were found in 
the lower temperature range. In all cases the coeSicients found were 
less than would be calculated from an additive relationship. 

Three-Component Glasses 

Na20-Be0-Si02- Rencker published some measurements on glasses 
in this system in the form of curves plotted in triangular diagrams, 
showing the lines of equal transformation temperature and of equal 
coefficient of expansion. Table XL 11 is taken from tlie abstract, 


Table XI. 11— Linear Coefficients of Expansion and Transformation Temperatures 
of Glasses in the System NaaO-BeO-SiOs from 20° to 400°* 


BeO 

Ajter Rencker 

Transformation 

NasO SiOa Temp. (®C) 

a X 10« 

6.5 

7.5 

86.0 

655 

5.0 

4.0 

9.5 

86.5 

650 

5.4 

12.5 

12.5 

75.0 

645 

7.3 

11.0 

15.0 

74.0 

640 

8.4 

7.5 

12.5 

80.0 

635 

7.4 

12.0 

16.0 

72.0 

630 

8.8 

10.0 

18.0 

72.0 

610 

9.6 

14.0 

20.0 

66.0 

610 

10.0 

5.0 

19.0 

76.0 

595 

10.0 

11.0 

26.5 

62.5 

595 

12.2 

7.5 

23.5 

69.0 

585 

11.2 

12.0 

31.0 

57.0 

585 

13.1 

3.5 

22.5 

74.0 

530 

10.9 

7.0 

28.5 

64.5 

530 

12.8 

3.0 

26.0 

71.0 

500 

11.8 


20.0 

70.0 

490 

10.0 


25.0 

75.0 

470 

11.5 


27.5 

72.5 

465 

12.6 


30.0 

70.0 

460 

13.6 

37.0 

. 1 AZ 

lo At 

‘^extracted from the triangular 

63.0 17.0 

representation of the results.^^ The com- 

positions are given in the abstract as 

correct to 0.5 

per cent. The 

replacement of either Si 02 or 

Na 20 by BeO caused an 

increase in the 

transformation 

temperature, 

but the 

coefficients of 

expansion were 


scarcely affected by the replacement of Si 02 by BeO, and were dimin¬ 


ished by the substitution of BeO for Na 20 . 

NajtO-MgO-SiO^^ English and Turner studied a series of glasses 
of the general formula 6 Si 02 • (2 — a:) Na 20 • zMgO. The compositions 
and thermal expansions are given in Table X. 3, Nos. 24 to 28, 329 to 
390. The MgO glasses were of lower expansion than the CaO glasses, 

Rencker, E., Compt. rend., 197, 840 (1933); Abstract, /. Soc. Glass Tech., 18, 112 (J934). 

" English, S., and Turner, W. E. S., J. Soc. Glass Tech., 4, 115 (1920). 
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both when plotted on a molecular basis and on a weight-per cent basis, 
as in Fig. XI. 5. A mercury-in-glass volumenometer was used in a tem¬ 
perature range from 25° to 90°. “The glass dilatometers were all 
annealed before being used.” 

NaiO-CaO-SiOs^ Measurements of thermal expansion in this sys¬ 
tem have been made by several observers. English and Turner® made 
measurements on glasses Nos. 1 to 11, 16 and 17 in Table X. 3; Nos. 1 
to 11 were trisilicate glasses in which Na 20 was replaced by CaO. The 
mercury-in-glass volumenometer used held between 150 and 300 g. of 
mercury. The temperature range was approximately from 25° to 90°. 
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Figure XI. 5. —The Effect on the Linear Coefficient of Expansion of Replacing 
Na20 by the indicated Percentages of other Oxides in a Glass of the Composi¬ 
tion 2Na20’6Si02. After Turner. 


Turner and Winks,^ in a study of the effect of cobalt oxide on the 
thermal expansion, measured a glass of the composition: Si02, 74.52; 
AI2O3, 0.40; Fe 203 , 0.04; CaO, 8.14; Na20, 16.86, by a differential expan¬ 
sion method. The values of a X 10® were: 


Temperature 

oX 10« 

Temperature 

oX 10« 

range 

range 

0M00° 

9.02 

o 

O 

8 

9.98 

0‘’-200" 

9.22 

0°-400‘’ 

9.78 

100**-200° 

9.42 

300"-400'’ 

10.69 

0°-300° 

9.47 

0°-500" 

10.55 


They also described the apparatus later used in many studies. 

Seddon, Turner, and Winks made measurements on pure glasses, 
melted in platinum and subsequently analyzed, using the differential 
apparatus described by Turner and Winks. The first reading (at 25°) 
was taken with the temperature rising less than 1° per minute, after 
which the rate of heating was increased to 2° per minute until Tg was 
reached, when it decreased to 1° per minute. The samples were held at 
the softening temperature {Mg) for one hour; the temperature was 
reduced 0.5° to 1° per minute for the first 100°, then 1° per minute down 

"Seddon, E., Turner, W. E. S., and Winks, F., /. Soc. Glass Tech., 18, 5 (1934). 
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to room temperature. The composition, transformation point {Tg)^ 
softening temperature {Mg)j and linear coefficient of expansion (a X 10 ^) 
for temperature intervals between “average transition points/’ are given 
in Table XI. 12 . “This term 'average transition point’ needs a little 
explanation. It has already been shown that these transition points vary 
somewhat in definiteness. Some are strong, others are weak and fugi¬ 
tive. Repetition of a thermal expansion determination on the same 
sample in some cases brings out transition points not brought to light 
in the first determination, whilst the reverse may happen, namely, that 
transition points obtained in the first do not appear in the second 
determination.” 

The first five glasses (151-155) were of the general formula 6 Si 02 
• {2 ~ x) NaoO • a:CaO. It was concluded that the variation in coefficient 
of expansion of a series of glasses made according to linear variation was 
itself linear. 

Seddon and Turner,in a study of the effect of different rates of 
heating on expansion, studied two glasses in this system. The first was 
an experimental melt: Si 02 , 72.35; NaoO, 15.38; CaO, 9.37; and the 
second was a window glass: Si 02 , 72.01; NaoO, 12.70; CaO, 13.11; A^Oh, 
1.92; Fe 203 , 0 . 20 ; B 0 O 3 , 0.17. The annealing procedure was described 


Table XI. 13 —Linoar CoefTicicnls of Expansion of Soda-Lime-Silica Glasses, 
Heated at Different Rates.* 

After Seddon and Turner 



0-100*’ 

100‘’- 

-200^ 

200'’ 

-soo® 

300“ 

-400'’ 

400“ 

-500'’ 


At B 

A 

B 

A 

B 

A 

B 

A 

B 

P152 

843 839 

902 

903 

950 

928 

1014 

1027 

1068 

1002 

Window 

821 851 

853 

889 

922 

886 

1004 

974 

1023 

995 

* Values of 10^ a - ~ 

lo 










t Column A refers to a heating rate of 1®, B to a heating rate of per minute. 

under the Na 20 -Si 02 glasses. The linear coefficients of expansion 
obtained at the two rates of heating, 1 ° per minute and 1 / 6 ° per minute, 
are shown in Table XI. 13. There was so great a difference between 
the two glasses that generalizations cannot be made. 

Schmid, Finn, and Young measured the thermal expansion from 
25° to 400° C., to the critical temperature and to the softening tempera¬ 
ture, by the interferometer method of Peters and Cragoe, with the results 
given in Table X. 4. The critical temperature, or the temperature at 
which the rate of expansion definitely increases, was regarded as the 
temperature at which a straight line drawn through four or five consecu¬ 
tive points on the expansion-temperature curve departed definitely from 
a line drawn through the next higher points. The softening temperature 


^Schmid, B. C., Finn, A. N., and Young, J. C., Bur, Standards J. Researcht 12, 421 (1934). 
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was regarded as the temperature at which the glass became so soft that 
its rate of shortening by deformation was equal to its rate of expansion. 

NaiO-ZnO-SiOz, Glasses in this system of the general formula 
6Si02 • {2 — x) Na20 • rrZnO, were measured by English, Turner, and 
Winks by two methods. One of these was the mercury-in-glass 
volumenometer used in earlier studies by Turner and his colleagues; 
the other was the apparatus described by Turner and Winks. The results 
obtained by the first method are shown in Fig. XI. 5 and are given in 
Table X. 3, together with the compositions of the glasses. The results 
by the second method, given in Table XI. 14, were obtained up to the 


Table XL 14 — Linear Coefficients of Expansion of Some Glasses Containing 

Zinc Oxide* 

After English, Turner and Winks 


No. 

/ . .. • — 


-Temperature Ranges 

CC) - 

-- 

788a 

0-160 

160-250 

250-350 

350-440(0,) 

440-490 (A.) 


1080 

1163 

1219 

1272 

1802 

788b 

0-160 

160-250 

250-350 

350-435(0.) 

435-490(A,) 


1057 

1119 

1192 

1252 

1842 

788c 

0-160 

160-250 

250-370 

370-445(0.) 

445-494(A,) 


1002 

1069 

1135 

1212 

1970 

788d 

0-180 

180-250 

250-450(C*) 

450-493(A,) 



955 

1034 

1082 

1679 


788e/2 

0-150 

150-300 

300-445(CO 

445-500(A,) 


911 

1009 

1087 

1320 


788g/2 

0-150 

150-250 

250-470(Ci) 

470-530(A,) 


819 

871 

923 

1305 



* Values are of KT* a ~ r ; Compositions are in Table X. 3. 
(0 


upper annealing temperature, and indicated three ^'quite definite change 
points” for the three glasses containing up to 4.55 per cent ZnO, and 
two for the glasses containing from 6 to 11 per cent. 

Fetterolf and Parmelee measured by an interferometer method the 
expansion of a series of glasses containing about 60 per cent of Si 02 , 
and with ZnO replacing Na20. The results are given in Table XL 15. 
They found a factor of 6.17 for ZnO for the calculation of thermal 
expansion from chemical composition (cf. Table XI. 1). 

WagO-BaO-SiOg. Analyzed glasses in this system, of the general 
formula 6Si02, (2 — x) Na20, xBaO, were measured by English and Tur¬ 
ner,^® with the results given in Table X. 3, series 798a-j. Comparison 
of the three series of glasses made according to the above formula, and 
containing CaO, BaO and PbO (Fig. XI. 5), showed that the glasses 
containing PbO had the smallest thermal expansion, and those containing 


** English, S., Turner, W. E. S., and Winks, P., /. 8oc. Olaas Tech., 12, 287 (1028). 
^ Fetterolf, L. D., and Parmelee, C. W., /. Am. Ceram. 8oe., 12, 193 (1929). 
^English, S., and Turner, W. E. S., J. Soc. Glass Tech,, 11, 425 (1927). 
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BaO, the largest, when the coefficient of expansion was plotted against 
moles of oxide to 100 moles of Si 02 . 

Fetterolf and Parmelee measured by an interferometer method the 
expansion of a series of glasses containing about 60 per cent SiO, with 
BaO replacing Si 02 , with the results given in Table XL 15. The com¬ 
positions were calculated from the batch melted. They found a factor 
of 5.7 for BaO for the calculation of thermal expansion from chemical 
.composition. 


Table XI. 15—Cubical Coofficients of Expansion of Some Glassc^s Containing 
Zinc Oxide or Barium Oxide f 

After Fetterolf and Parmelee 


No. 

SiOa 

NaaO 

BaO 

ZnO 

RoOa 

20-100® 

100-300® 

300-400® 

Z6 

59.7 

32.9 


5.8 

1.6 

435.3 

490.5 

568.5 

Z12 

59.9 

27.6 


11.9 

0.6 

377.2 

436.5 

483.6 

Z18 

59.1 

21.6 


17.4 

1.9 

325.5 

357.0 

402.0 

Z24 

59.1 

16.5 


23.8 

0.6 

262.0 

300.0 

337.5 

Z30 

58.8 

10.9 


29.7 

0.5 

195.6 

208.5 

239.2* 

B6 

60.0 

32.3 

6.0 


1.7 

436.5 

513.0 

572.0 

B12 

60.1 

26.8 

12.2 


0.9 

400.0 

468.6 

556.8 

B18 

59.6 

20.9 

18.2 


1.3 

371.7 

418.5 

510.0 

B24 

59.4 

15.7 

24.0 


0.9 

341.1 

368.3 

415.5 

B30 

59.4 

9.9 

30.0 


0.7 

293.5 

324.0 

357.0 


* From 800-600®. 
t Values are of 10”^ (3 a). 


Na20-B20s-&i0Q. Two series of glasses in this system were studied 
by English and Turner using a mercury-in-glass volumenometer. One 
series contained about twenty, the other, about ten per cent Na 20 , with 
B 2 O 3 replacing Si 02 . The compositions and the coefficients of thermal 
expansion, in the range 25° to 90°, are given in Table X. 3. In the 
series with twenty per cent Na 20 , replacing Si 02 by B 2 O 3 lowered the 
coefficient to a broad minimum; in the ten per cent series, to a sharp 
minimum. 

Gooding and Turner 22 studied glasses on the joins NaBOo-SiOo and 
Na 2 Si 03 -B 203 , the compositions of which are given in Table X. 3, using 
the differential expansion apparatus of Turner and Winks. The expan¬ 
sion coefficients and the transition points are given in Table XL 5. 
It will be seen that a large number of the ^Transition points^^ are con¬ 
sidered ^^doubtfuF^ or ^^very doubtful. 

Wenig and Zschimmer®^ measured the coefficient of expansion of 
glasses in the system Na 20 -B 20 -Si 02 , using a Goerz dilatometer, in the 
interval from 25° to 150° with the results given in Table XI. 16. Three 
series of glasses were measured. In Nos. 1 to 7, B 2 O 3 was added to a 
soda-silica glass containing 66.7 per cent Si 02 ; in Nos. 8 to 19, Na 20 
was held constant at 5, 15, or 25 per cent, and Si 02 was replaced by 

^'Engliah, S., and Turner, W. E. 8., /. Soc. Glass Tech., 7, 155 (1923). 
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B 2 O 3 ; and in Nos. 20 to 26, B 2 O 3 was added to the soda-silica glass con¬ 
taining 80 per cent SiOo. Analyses of the glasses were given. The 
measurements were made on rods, either drawn or cast, annealed by heat¬ 
ing two or three hours at the temperatures given in Table XI. 16, after 
which the furnace was allowed to cool freely. Examination showed that 
the glasses were free from strain. The coefficients of expansion were 


Table XI. 16 —Linear Coefficients of Expansion of Glasses in the Ternary 
System Na 20 -B 203 -Si 02 * 


After Weni^ and Zschimmcr 


No. 

SiOo 

B,0:, 

NazO 

Fe^O, 

-f 

AloOa 

Anneal ing 
Tempera¬ 
tures 
("C.) 

a X 107 

1 

66.84 


33.16 

0.19 

490 

141.5 

2 

63.81 

4.33 

31.86 

0.19 

510 

133.3 

3 

61.57 

8.28 

30.15 

0.19 

560 

125.7 

4 

59.53 

11.33 

29.14 

0.17 

690 

118.1 

5 

53,66 

18.05 

28.29 

0.20 

610 

115.1 

6 

55.15 

17.60 

27.25 

0.21 

600 

110.8 

7 

55.74 

18.29 

25.97 

0.15 

600 

105.2 

9 

80.32 

14.63 

5.05 

0.23 

520 

33.1 

10 

75.29 

19.99 

4.72 

0.16 

600 

33.9 

11 

71.77 

23.78 

4.45 

0.15 

610 

37.1 

12 

74.49 

10.76 

14.75 

021 

560 

71.0 

13 

71.43 

14.24 

14.33 

0.18 

610 

69.9 

14 

65.59 

19.94 

14.47 

0.19 

600 

70.0 

15 

61.94 

23.92 

14.14 

0.20 

590 

69.1 

16 

65.49 

10.12 

24.39 

0.21 

540 

105.4 

17 

61.27 

14.57 

24.16 

0.22 

545 

100.9 

18 

55.72 

20.17 

24.11 

0.21 

535 

100.7 

19 

51.00 

24.86 

24.14 

0.20 

535 

100.4 

20 

79.89 


20.11 

0.19 

500 

95.8 

21 

76.99 

4.68 

18.33 

0.19 

500 

88.2 

22 

73.38 

8.71 

17.91 

0.19 

550 

83.3 

23 

70.05 

12.79 

17.16 

0.16 

550 

78.8 

24 

67.55 

16.29 

16.16 

0.18 

575 

74.0 

25 

65.65 

19.33 

15.02 

0.16 

570 

72.1 

26 

62.04 

22.80 

15.16 

0.20 

550 

72.3 


* 1 

“ lo M 


represented by a cylindrical surface in a solid model, in which per¬ 
centages of Na 20 and B 2 O 3 were plotted on the base, and the coefficients 
perpendicular to the base. This surface could be derived from the 
empirical formula 

a X 10" == 0.0588 (B20fl - 15)" + 3.80 (NaaO - 5) + 33 

in which B 2 O 8 and NaoO represent percentages by weight. Direct com¬ 
parison with English and Turner, or Gooding and Turner, is not possible 
because of differences in composition, heat treatment, and temperature 
range; but there is general agreement within the range 0 to 12 per cent 
B2O8. 
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Na^0-AU0s-Si02> English and Turner studied a series of trisili¬ 
cate glasses made according to the formula GSiOo * (2 — a:)Na 20 • a::Al 203 , 
with the results given in Table X. 3 (Nos. 441 to 6 ), which also gives 
the compositions of the glasses. The effect of alumina is shown in 
Fig. XL 5. When the substitution is plotted on a mole per cent basis, 
the glasses containing alumina show a smaller coefficient of expansion 
than those containing MgO or CaO; but when plotted on a weight per 
cent basis, as in Fig. XL 5, the alumina glasses do not greatly differ 
from those containing lime. 

Dimbleby, English, Hodkin, and Turner^® studied glasses in which 
AI 2 O 3 replaced Si 02 . In one series (680-3), the plan was to hold Na 20 
constant at twenty per cent, in the other series (684, 684a and 685), 
at fifteen per cent, and to alter the percentages of Si 02 and AI2O3 by 
weight. The results arc given in Table X. 3. In these glasses, there was 
little effect on the coefficient of expansion when Si 02 was replaced by 
AI 2 O 3 . 

xVa^O-rfOg-SiO.^. Sheen and Turner measured the coefficient of 
expansion from 25^ to 90° by a mercury-in-glass volumenometer of a 
series of glasses of the general formula 6 Si 02 * (2 — .r) Na^O • a;Ti 02 . 
The compositions of the glasses and the expansion coefficients are given in 
Table X. 3. In this scries of glasses, Ti 02 was less effective in reducing 
the coefficient of expansion than MgO, but more effective than CaO. 

Na20-Zr02-Si02^ The results of measurements on three series of 
glasses in this system by Dimbleby, English, Firth, Hodkin, and Tur¬ 
ner are included in Table X. 3. In the first scries (748), having the gen¬ 
eral formula 6 Si 02 • {2 — x) Na 20 * xZrOo, replacement of Na^O by Zr 02 
resulted in a rapid decrease in expansion. For glasses containing approxi¬ 
mately equivalent molecular proportions of CaO, MgO, AI2O3, and Zr 02 , 
the corresponding coefficients were: 988, 947, 811, and 808 X 10 "®. In 
a second series (757), Zr 02 replaced Si 02 according to the formula 
(6 — x) Si 02 * 2 Na 20 • :rZr 02 ; and in a third series (797), Na 20 was held 
approximately constant at 20 per cent, and the percentages of SiOo and 
Zr 02 were altered from 75 to 65 and from 5 to 15 per cent, respectively. 
These glasses indicated that Zr 02 increased the thermal expansion of 
silicate glasses less than most of the other oxides. 

Wa^O-PbO-iSfOg. Mori determined the linear coefficients of expan¬ 
sion of a series of analyzed glasses of the general formula 6 Si 02 • (2 — a:) 
Na 20 * a:PbO, with the results given in Table XI. 17. 

"English, S., and Turner, W. E. S., /. Soc. Glass Tech,, 5, 183 (1921). 

" Dimbleby, V., English, S., Hodkin, F. W., and Turner, W. E. S., /. Soc. Glass Tech., 8, 
173 (1924). 

“Sheen, A. R., and Turner, W. E. S., /. Soc. Glass Tech., 8, 187 (1924). 

^ Dimbleby, V., English, S., Firth, E. M,, Hodkin, F. W., and Tumor, W. E. S., /. Soc. Glass 
Tech., n, 32 (1927). 

“Mori, J., J. Japan. Ceram. Assoc., 368, 176 (1923); Ceram. Abstracts, 2, 244 (1923). 
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English, Turner, and Winks also studied glasses of the general for¬ 
mula 6 Si 02 • (2 — x) Na 20 • o^PbO, with the results given in Table X. 3. 
The measurements were made with a mercury-in-glass volumenometer. 
The composition range studied overlapped that studied by Mori, and 
the agreement between the two sets of results is not close. 

Four-Component Glasses 

NauO-MgO-ZrO^-SiO^. Glasses in this system measured by Dim- 
bleby, English, Firth, Hodkin, and Turnerare included in Table X. 3. 
In the series 803 a-e, SiOo and Na 20 were held constant at 72 and 20 
per cent, respectively, and the ratio of MgO to Zr 02 was altered. In 
the series 796 a-e, the same procedure was planned, but by mistake it 
was not carried out. The effect of replacing MgO by Zr 02 weight for 


Table XI. 17—Linear Cpefficicmts of Expansion of Soda-Lead Oxide-Silica Glasses* 

After Mori 


SiOa 

PbO 

Na,0 

AlaOa 

CaO 

MgO 

a X 10* 

51,21 

41.83 

5.61 

123 

tr. 

0.09 

705 

52.61 

3924 

6.90 

1.14 

0.10 

tr. 

729 

53.58 

37.45 

7.88 

0.96 

0.10 

0.03 

761 

54.10 

36.60 

827 

0.97 

0.06 

tr. 

781 

54.84 

33.96 

10.02 

1.09 

0.08 

0.01 

844 

55.87 

31.57 

11.35 

1.15 

0.04 

0.02 

880 

58.52 

28.01 

12.40 

0.98 

0.09 

tr. 

903 

60.30 

24.33 

13.83 

1.19 

0.33 

0.02 

934 

61.67 

22.94 

14.06 

1.15 

0.18 

tr. 

929 

65.95 

16.35 

16.34 

1.15 

0.14 

tr. 

966 


. _ 1 A? 

“ hM 

weight was not large, but there appeared to be some reduction in thermal 
expansion, despite the much larger molecular weight of Zr 02 . 

NanO-CaO-AUOs-SiO^. English and Turner studied a series of 
glasses made by substituting AI 2 O 3 for CaO in the parent glass 6 Si 02 
• 0.9 CaO • 1.1 Na 20 . The compositions of the glasses and the thermal 
expansions in the range 25® to 90® are given in Table X. 3, Nos. 458 to 
460. The substitution lowered the coeflScient of expansion. 

WagO-FeO-FegOs-SrOg. English, Howes, Turner, and Winks studied 
a series of glasses made according to the formula 6 Si 02 * {2 — x) Na 20 
•a;Fe 203 . During the melting, about 15 per cent of the ferric iron was 
reduced to the ferrous condition, as is shown by the analyses in Table 
X. 3. The expansions were measured with a mercury-in-glass volu- 


ra English, S., Turner, W. E. 8., and Winks, F., /. 8oc. Olans Tech., 11, 800 (1027). 

Dhnbleby, V., English, S., Firth, E. M., Hodkin, F. W., and Turner, W. E. S., /, Soc. Glasti 

Tech., 11, 52 (1927). 

® English, S., and Turner, W. E. S., /. 8oc. Olass Tech., 5, 183 (1921). 

English, S., Howes, H. W., Turner, W. E. S., and Winks, F., J, Soc. Olmt Tech., 12, 31 (1028). 
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menometer from 25° to 90° and also with the differential apparatus 
described by Turner and Winks, with good agreement over the common 
temperature range. The results of the former series of measurements 
together with the composition of the glasses are given in Table X. 3; 
and those of the latter series together with the transition points are given 


Table XI. 18 — Linear Coefficients of Expansion of Soda-Iron Oxide-Silica Glasses, 
of Compositions given in Table X. 3 * 

After English, Howes, Turner and Winks 


No. 

20° - 

h 

ti — ts 

h 

h ■ L', 




814a 

1044 

130° 

1152 

250° 

1226 

435° 

2266 

492 

814b 

998 

135 

1105 

250 

1199 

450 

2757 

497 

814c 

1003 

135 

1120 

250 

1214 

450 

3023 

493 

814d 

859 

150 

925 

250 

1137 

465 

3490 

515 

814e 

847 

130 

933 

250 

1016 

450 

3225 

507 

814f 

839 

140 

911 

240 

1019 

465 

4068 

512 

814g 

769 

130 

880 

240 

984 

450 

3450 

500 

814h 

799 

130 

900 

250 

987 

450 

3242 

503 

814i 

732 

130 

785 

250 

857 

465 

2400 

525 

814j 

673 

130 

752 

240 

795 

475 

2402 

531 


* Values are of 10" ” p ^ 

in Table XL 18. In general there was diminution of expansion as soda 
was replaced by iron oxide in these glasses. 

iVasO-XgO-CaO-BgOa-SiOg. The thermal expansions of a series of 
glasses of the general formula, in percentage by weight: (75.8 — x) Si 02 , 
XB 2 O 3 , 8,56 CaO, 6.86 Na 20 , 7.9 K 2 O, were measured by Turner and 
Winks.^^ The compositions of the glasses and the expansion coefficients 
are given in Table X. 3. Substitution of B 2 O 3 for Si 02 first lowered the 
coefficient to a poorly defined minimum at about 16 per cent B 2 O 3 , then 
increased it slightly. 

Multi-Component and Commercial Glasses 

The coefficients of expansion of numerous multi-component and com¬ 
mercial glasses are included in Tables I. 2 and XI. 19. Table I. 2 , 
which includes other properties of the same glasses, contains part of 
the work by Winkelmann, Pulfrich, and other associates of Schott in 
Jena; other work from the same group is in Table XL 19. The com¬ 
positions of these glasses are in Table III. 4. Table XI. 19 also includes 
the work of Peters and Cragoe,®** who made the first thorough study 
of the expansion of glass in and near the annealing range. They used 
a Fizeau-Pulfrich interferometer. The values given are of the mean 
coefficient of expansion referred to the original length. The rapid increase 
in expansion in the upper part of the annealing range is noteworthy. 

^ Turner, W. E. S., and Winks, F., /. 8oc. Glass Tech,, 9, 389 (1925). 

“Peters, C, G., and Cragoe, C. H., /. Optical Soc. Am., 4, 105 (1920); Bur. Standards Sci. 
Papers, 393 (1920). 
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Table XI. 19 — Mean Coefficients of Expansion of Some Miscellaneous Glasses 
a. Compositions are in Table III. S 




Temp. 




Temp. 


No. 

aX10« 

Range ('* C.) 

Lit. ref. 

No. 

aX 10* 

' Range (® C.) 

Lit. ref. 

5 

5.6 

19-414 

1 

20 

3.6 

21-471 

1 


40.4 

540-562 



15.1 

552-571 




b. Compositions are 

in Table 111. 4 



1 

5.27 

35 (mean) 

2 

26 

9.0 

10- 93 

2 


5.52 

92 (mean) 


29 

7.02 


4 


5.86 

149 (mean) 


31 

8.23 


4 


6.12 

212 (mean) 


32 

5.87 


4 

5 

9.17 

18- 97 

3 

35 

6.48 


4 

6 

7.64 

39 (mean) 

2 

36 

7.88 

11- 99 

5 


7.82 

55 (mean) 


38 

8.76 


4 


8.26 

95 (mean) 


40 

8.75 


4 


8.79 

151 (mean) 


42 

8.33 


4 


9.37 

217 (mean) 


43 

8.03 

20- 94 

5 

8 

7.79 


4 

44 

8.18 


4 

11 

9.20 

37 (mean) 

2 

47 

9.34 

18- 99 

5 


10.04 

93 (mean) 


50 

5.60 

0-100 

3 


10.61 

151 (mean) 


52 

5.37 

0-100 

3 


11.11 

212 (mean) 


53 

3.66 

10- 93 

5 

13 

9.03 

16- 94 

3 

70 

9.30 

18- 93 

5 

19 

5.23 

7- 92 

3 

74 

8.71 

21-100 

5 

20 

8.14 


4 






c. Compositions and descriptions 

are given 

in e 

and j below 


1 

9.9 

19-461 

1 

9 

8.8 

22-451 

1 


37.3 

563-579 



34.9 

494-512 


2 

10.8 

20-508 

1 

10 

7.0 

23-420 

1 


40.1 

540-560 



292 

495-511 


3 

10.1 

23-494 

1 

11 

10.2 

22-426 

1 


46.0 

563-583 



55.5 

502-^22 


4 

9.9 

21-496 

1 

12 

10.4 

24-422 

1 


47.7 

564-^89 



54.8 

494-^07 


5 

9.4 

21-513 

1 

13 

9.0 

22-498 

1 


42.4 

587-613 



39.3 

539-562 


6 

9.7 

23-402 

1 

14 

10.7 

23-445 

1 


39.6 

452-478 



30.9 

510-534 


7 

8.8 

22-494 

1 

15 

10.3 

22-452 

1 


33.1 

519-550 


16 

10.2 

22-464 

1 

8 

9.0 

23-499 

1 


31.8 

523-552 



64.9 

589-610 







d. 

Compositions unknown; descriptions given 

in / below 


17 

12.0 

21-372 

1 

20 

11.6 

23-405 

1 


23.4 

506-525 



20.5 

509-545 


18 

9.1 

21-338 

1 

21 

9.0 

23-383 

1 


23.6 

464-483 



28.3 

456-481 


19 

9.8 

22-364 

1 

22 

8.3 

22-376 

1 


28.4 

510-551 



25.8 

460-485 



^Peters, C. G., and Cragoe, C. H., /. Optical Soc. Am., 4, 106 (1020); Sci. Paper, Nat. Bur. 
Standards, No. 393 (1920). 

* Reimerdes, in *'Jena Glass," Hovestadt, H., translated by J. D. and A. Everett. Macmillan 
and Co., London, 1902. 

•Pidfrich, C., in "Jena Glass." 

^ Zschimmer, E., Silikat ZeiUchrift, 2, 129 (1914). 

® Pulfrich, C., Ann. Phyatk Chem., 45, 609 (1892). 



COEFFICIENT OF EXPANSION 


289 


Table XI. 19 — {Continued) 



e. 

Compositions of glasses 

in c above 


No. 

SiOa B 2 O 3 

Na^O K 2 O 

CaO MgO 

BaO ZnO PbO FeaOa 

AsaOa 

1* 

71.5 

13.4 0.1 

12.5 

0.3 

0.1 

0.9 

2* 

72.0 

16.2 0.3 

10.2 


0.1 

0.3 

3* 

72.0 

13.7 

12.4 


0.1 

0.1 

4* 

72.5 

13.8 0.2 

11.5 


0.1 


5* 

71.3 

10.4 0.4 

14.7 


0.4 


6 

44.3 

3.5 5.0 

3.0 


44.0 

0.2 

7 

58.8 1.7 

1.7 8.3 



14.3 2.5 12.7 


8 

47.6 4.0 

2.0 6.0 



29.2 9.9 

1.4 

9 

53.9 

1.0 7.6 

2.0 


35.2 

0.3 

10 

54.0 

1.0 6.0 

2.0 


36.7 

OB 

11 

68.5 3.5 

12.0 5.0 



9.7 1.0 

02 

12 

67.0 3.5 

12.0 6.0 



10.6 1.5 

0.4 

13 

66.5 7.8 

9.8 5.9 



7.8 2.0 

0.2 

14 

74.0 

17.1 

5.8 

3.1 



15 

74.3 

17.2 

5.5 

3.0 



16 

74.0 

16.1 

7.2 

2.7 



* indicates compositions determined by analysis; 

others 

were calculated from batches melted. 



/. Descriptions 

of glasses 

c and d 


1, 2, 3, 

American-made 

plate glass 


12, 

light crown optical 

glass, 

4, 

German plate 




BS103 


5, 

French plate 



13, 

borosilicate crown 

optical 

6 , 

medium flint 

optical glass, 



glass, BS94 



BSllO 



14, 15, 16,commercial glasses 


7, 

barium flint 

optical glass, 


17, 

^‘soda^' tubing 



BS145 



18, 

‘dead'l tubing 


8, 

barium crown 

optical glass, 


19, 

“fluorite” tubing 



BS87 



20, 

vacuum-tube tubing 


9, 

light flint optical glass, BS188 


21, 

fusing-in glass, German 

10, 

light flint optical glass, BS33 


22, 

fusing-in glass, Corning Glass 

11, 

light crown optical glass, BS20 



Works 



Glass No. 6 in Table XI. 19 was Jena borosilicate thermometer glass 
59111 (No. 56, Table III. 4 ), which has been measured by several observ¬ 
ers. Henning found a = 4.23 X 10 ® from — 19P to +16°; Holborn 
and Griineisen found a = 6.33 X 10~® from 0° to 500°; and Peters and 
Cragoe gave 6.38 X !I 0 ‘® from 38.5° to 488°. 


Table XI. 20 —Average Coefficients of Expansion, a = 
Chemical Resistant Glass 


1 M 
L AT' 


of Pyrex 


Mean Temp.* - 

Interval . 

a X 10“ . 


After Buffington and Latimer 


307° 

273** 

233" 

202" 

158" 

121" 

99" 

17.9° 

49.r 

30.6" 

33B" 

54.7" 

18.6" 

25.1 

0.37 

0B4 

0.32 

0.29 

0^24 

0.17 

0.11 


* Temperatures are in Degrees Absolute. 


Glass No. 61 of Table III. 4, which also is in Table I. 2 , was Jena 
^^NormaP^ thermometer glass, which has been much used for low-tem- 

«* Henning, F., Ann. Pkysik, 22, «81 (1907). 

^Holborn, L., and Qrlineisen, £., Ann. Phynik, 136 (1001). 
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perature work, especially at Leiden. Several studies from that labora¬ 
tory have given values for its expansivity, of which the most recent 
is by Keesom and Bijl.^^ They made measurements at the temperature 
of boiling liquid hydrogen, oxygen, ethylene and water, and represented 
their results by the formula: 


Al 




I 

100 . 


i) 


■'"‘^(100/ 


WdC 


t 

Vioo, 


:)'l 


xl0“« 


in which a = 722.0; b — 51.6; c ~ 7.49; and d — 10.14. A determina¬ 
tion by a rnercury-in-glass volumenometer from 0° to lOO'" gave 242.1 
X 10 as the mean coefficient of linear expansion referred to 0°. 

Buffington and Latimer measured the mean linear coefficient of 

/ I Al\ 

expansion ( a = --) of Pyrex chemical resistant glass at low tem- 

\ L 

pcratures, witli the results given in Table XI. 20. 

Damour and Thuret measured the coefficient of expansion of some 
commercial glasses, including some types not studied b}^ others. The 
compositions of the glasses and the thermal expansions are given in 


Table XI. 22 — Linear Coefficient of Expansion and Softening Points of Some 


Glasses Containing Beryllium 

Fluoride 


Ajter Heyne 

Softening 


Composition, in Per cent 

Point (® C.) 

a X 10^ 

59 BeF,, 41 NaF. 

160 

253 

58 BeF., 30 KF, 12 NaF . 


237 

50 BeF,, 26 KF, 24 MpFi . 

265 

216 

51 BeFs, 25 NaF, 24 MgFs. 

240 

231.5 

47 BeFs, 36 KF, 17 AlF.s. 

240 

241 

55 BeFj, 25 NaF, 20 KF . 


325 


Table XI. 21, which also includes values of the “lower annealing tempera¬ 
ture,’^ the temperature at which the coefficient of expansion deviates from 
a straight line, and values of the “commencement of fusion,” the tem¬ 
perature at whicli expansion ceases. 

Non-Silicate Glasses 

GeOs. Dennis and Laubengayer gave expansivity curves deter¬ 
mined by the National Bureau of Standards, showing that Ge 02 -glass 
was similar in its characteristics to the usual glasses. The average 
coefficient of expansion from 20^^ to 420° was about 7.7 X 10"®, and the 
softening temperature was about 600°. 

Keesom, W. H., and Bijl, A., Proc, Acad. Set. Amsterdam, 32, 1164 (1929). 

Buffington, R. M., and Latimer, W. M., /. Am, Chem. Soe., 48, 2305 (1926). 

Damour, E., and Tliuret, G., Compt. rend., 185, 939 (1927). 

^ Dennis, L. M., and Laubengayer, A. W., /. Phj/s. Chem., 30, 1510 (1926). 
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Beryllium Fluoride Glasses, Heyne prepared a number of glasses 
containing beryllium fluoride, and measured the softening point and the 
coeflBcient of expansion from 20° to 100° on the compositions given in 
Table XL 22. The glasses were readily attacked by water and weathered 
rapidly in moist air, especially if lithium was a constituent. 

e->HejTie, G., Angew. Chem., 46, 473 (1933). 



Chapter XII 

The Elastic Properties of Glass 

When a piece of glass is strained by the action of an applied force, 
on removal of the force the glass returns to its original size and shape, 
provided the temperature is not too high and the force is neither too 
great nor applied for too long a time. The property by whicli the glass 
regains its original dimensions is called elasticity; a substance is said 
to be elastic when, on being left free, it recovers wholly or partially 
from a deformation.^ Glass is an elastic substance at ordinary tempera¬ 
tures according to this definition, which excludes the long-continued 
application of a deforming force. A perfectly elastic substance is some¬ 
times defined as one which, when brought to any one state of strain, 
requires at all times the same stress to hold it in this state, however 
long it may be kept strained or however rapidly its state may be altered 
from any other strain, or from no strain, to the strain in question.^ Glass, 
in common with most other real substances, is not an ideal solid from 
tlie point of view of this definition. The ex])eriments of Berndt^ (Table 
XII. 1) illustrated the extent to which glass returns to its original dimen- 


Table XIL 1— The Relation Between Stress and Strain in a Glass 
After Berndt 

Permanent 


Stress 

Strain 

Strain/Stress 

deformation 

153.5 

685 

4.46 

0.00 

253.5 

1138 

4.49 

— 0.01 

353.5 

1593 

4.51 

— 0.01 

511.6 

2285 

4.47 

0.00 

611.6 

2740 

4.48 

0.00 

711.6 

3180 

4.47 

0.00 

1011.6 

4130 

4.48 

0.00 

(1011.6) 

(4580) 

(4.53) 

0.00 


sions after deformation. The sample used was a borosilicate crown, 
near No. 8, Table III. 4, cross-section 2X5 mm. The stress is expressed 
as total load in grams, the strain is in arbitrary units, and the per¬ 
manent deformation is in millimeters. The values in parentheses rep¬ 
resent a repetition of the load of 1011.6 g., under which the piece broke. 
After the preceding stress of the same amount, however, the test-piece 

1 T&ii, P. G., “Properties of Matter/’ 146, Adam and Charles Black, 4th ed. rev., London, 1899. 

* Kelvin, Lord, and Tait, P. G., “Treatise on Natural Philosophy," 2, 212, Cambridge Univ. 
Press, 1895. 

® Berndt, G., Z. Instrumentenk., 40, 20. 37, 56, 70 (1920). 
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had returned to its original dimensions; no permanent deformation 
resulted after loading to the breaking point. 

The third column of Table XII. 1 gives the ratio of the strain to 
the stress producing it; the ratio is constant within the limits of experi¬ 
mental error. That the stress is proportional to the strain is a funda¬ 
mental property of perfectly elastic substances, and the statement of 
the proportionality is known as Hookers Law. Throughout the region 
in which Hooke’s law holds, the material is perfectly elastic by defini¬ 
tion, and the limit beyond which the strain is no longer proportional 
to the deforming stress is called the elastic limit. With many substances 
the region of higher stress can be investigated, and in such plastic sub¬ 
stances the proportionality no longer holds. As illustrated by the 
experiments of Berndt, glass breaks at its elastic limit, and there is no 
plasticity at ordinary temperatures. 

GriflBth ^ found Hooke’s law to hold to within the error of measure¬ 
ment, about =^0.3 per cent, and Williams^ found the stress-strain dia¬ 
grams to be straight lines. 

The constant of proportionality for each type of stress is a charac¬ 
teristic property of a substance. The stress may be applied in various 
ways, for example, by hydrostatic pressure, producing a pure compres¬ 
sion; by torsion, producing a shear; or by bending or tension, each of 
which produces both compression and shear. The behavior under stress 
is described by the elastic moduli, each of which represents the ratio of 
a stress to a strain. The specification of the strains resulting from a 
system of stresses applied to an elastic substance requires in the most 
general case the specification of 21 elastic constants, but for the case 
of an isotropic substance these are reduced to two. The commonly used 
moduli are the modulus of rigidity, or shear modulus, R\ the modulus 
of compressibility, or bulk modulus, K\ and the modulus of extension in 
tension, or Young’s modulus, E, In addition an important elastic con¬ 
stant is Poisson’s ratio, o, the ratio of lateral to longitudinal strain under 
unidirectional stress. Any two of these four moduli may be regarded as 
fundamental, and the other two may be calculated from them. 

Tait ® developed the relations among these elastic constants in terms 
of the deformations resulting from the application of a tension to the two 
sides of a unit cube. The edges normal to these faces will be elongated 
by the amount (P), while the other edges will be shorter, each in 
amount q. When a similar system of stresses is applied to another pair 
of sides, the result is a shear, and the modulus of rigidity, P, is equal 
to P/2(p — q), in which P is the force, and p and q are the deformations 

♦GriiRth, A. A., Trans. Roy. Soc. (London), A, 221, 163 (1320). Sec p. 202 for the com¬ 
position of the glass. 

'Wmiains, A. E., /. Am. Ceram. 8oc., 6, 980 (1923). 

* Tait, P. Q., *TropertieB of Matter/* 140, Adam and Charles Black, 4th ed. rev., London, 1899. 
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given above. If a compressive force P be applied uniformly to all sides 
of the cube, the bulk modulus, K, becomes P/3(p — 2q), The reciprocal 
of this quantity is the compressibility, p, Young^s modulus, E, is P/p] 
and Poisson^s ratio, o, is p/q. Any one of these moduli can be expressed 
in terms of any other two. Young^s modulus in terms of: (1) the moduli 
of compression and rigidity, (2) the modulus of compression and Pois¬ 
son’s ratio, and (3) the modulus of rigidity and Poisson’s ratio is given by 

E = = SKU- =«/?(/+ a) 

Several other systems of expressing the elastic constants have been 
developed, which have been compared in tabular form by Winkelmann.'^ 

Dimensions and Units 

Each one of the moduli of elasticity is the ratio of a stress intensity 
to a percentage strain. The intensity of a stress is the ratio of the 
number representing total stress to the number representing the area 
over which the stress is distributed, hence the dimensional formula of a 
modulus of elasticity is FL'^. When the unit of stress is a weight, as is 
frequently the case, the conversion factor to change from one system of 
units to another is in which m and I refer to the ratios between 
the magnitudes of the old and the new units. Thus, to change from 
pounds per square inch to kilograms per square millimeter, ml~^ becomes 
0.4559 (25.4),-2 or 7.0307 X 10'^ 

When a unit of weight is used as a unit of force, its absolute value 
changes with the value of gravity; true force units, such as the poundal 
and the dyne, are independent of gravity, and are to be preferred. The 
unit used in this book is the bar. A barie is a force of one dyne per 
square centimeter; the bar is 10® baries; the kilobar is 1,000 bars. A 
bar is not greatly different from a normal atmosphere. The unit in the 
pound-foot-second system corresponding to the dyne is the poundal. 
The conversion factor for changing weights used as forces to true force 
units, and of moduli involving these weights, naturally involves the 
value of the acceleration of gravity, g; it is taken as 980.665 centimeters 
per second per second, or 32.1739 feet per second per second. When 
absolute force units are used, the form* of the conversion factor is dif¬ 
ferent from the above. The dimensional formula of a modulus of elas¬ 
ticity, using weight units, is FL~^; the dimensions of force are MLT~^] 
hence the dimensional formula of a modulus of elasticity, using force 
units, is The conversion factor to change from poundals per 

square foot to baries is, since the same time unit is used in both, mH, 
14.8816 X 10'®. Table XII. 2 gives conversion factors for the several 
units. 

^ Wiixkelmami, A., “Handbuch der Phyaik/' 1, 539, Barth, 2nd ed., Leipzig, 1905-9. 
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Poisson^s ratio, the ratio between two quantities of like dimensions, 
is a pure number, and it is the same whatever system of units is 
employed. 

The elementary treatment of strain assumes that the substance is 
isotropic, and for crystalline substances such as metals the above inter¬ 
relations between the elastic constants may be far from the experimental 


Table XII. 2— Conversion Factors for Pressure and Stress Units 


Barye 
(Dynes 
per cm.) 

1. 

mm. Hg. 
at 0** C.* 

7.50062 

XlO"* 

Poundal 
per sq. 
inch 

Pound 
wt. per 
sq. inch* 

Kg. wt. 
per sq. 
cm.* 

Bar 

1.0 

X10-’ 

Normal * 
atmos¬ 
phere 

9.86923 

XlO-" 

Kg. wt. 
per sq. 
mm.* 

Kilobar 

1. 

XlO-* 

1.33322 

XlO* 

1. 

6.22147 

XlO-' 

1.93370 

X10-" 

1.35951 

X10-* 

1.33322 

X10-* 

1.31579 

X10-* 

1.35951 

XlO-® 

1.33322 

X10-® 

2.14295 

X10» 

1.60735 

1. 

3.10808 

X10-" 

2.18520 

X10-* 

2.14295 

X10-* 

2.11493 

X10-* 

2.18520 

XlO-® 

2.14295 

X10-* 

6.89471 

XIQ* 

5.17148 

XlO 

3.21739 

XlO 

1. 

7.03070 

X10-* 

6.89471 

X10-" 

6.80455 

X10-" 

7.03070 

X10-* 

6.89471 

X10-® 

9.80665 

XW 

7.35557 

XlO" 

4.57619 

XlO" 

1.42233 

XlO 

1. 

9.80665 

XlO"’ 

9.67841 

XlO-' 

1. 

X10-" 

9.80665 

XlO-* 

1. 

XlO" 

7.,50062 
XlO" 

4.66650 

XlO" 

1.45038 

XlO 

1.01972 

1. 

9.86923 

XlO-' 

1.01972 

X10-" 

1. 

X10 * 

1.01325 

XIO® 

7.6 

XlO" 

4.72838 

XlO" 

1.46960 

XlO 

1.03323 

1.01325 

1. 

1.03323 

X10" 

1.01325 

X10-* 

9.80665 

XIO" 

7.35557 

XlO* 

4.57619 

XlO* 

1.42233 

XlO* 

1. 

XlO" 

9.80665 

XlO 

9.67841 

XlO 

1. 

9.80665 

X10-" 

1. 

Xlif 

7.50062 

XlO® 

4,66650 

XlO® 

1.45038 

XlO* 

1.01972 

XlO* 

1. 

XlO* 

9.86923 

XlO" 

1.01972 

XlO 

1. 


* All units containing weights used as forces are at standard temperature, pressure and gravity. 


fact. In the case of glasses, the agreement, insofar as a comparison can 
be made, is fair. For example, from the measurements on Jena 16^^^ 
(No. 61, Table III. 4) of and of o, the value of compressibility is cal¬ 
culated to be 2.23 X 10"^, and direct determination gave 2.20 at 0"^, 
2.26 at 30°. 

The definition of the elastic properties is of special interest in con¬ 
nection with glass, because it is by means of such definitions that glass 
is placed by some in the class of*solid substances. Indeed, glass has been 
called the perfect solid because for some types Poisson’s ratio is near 
0.25, a value assumed to be typical of the perfect solid. Poisson’s ratio, 
however, ranges from 0.13 to 0.32 in the glasses listed in Table I. 2, and 
the assumption that Poisson’s ratio for the ^^perfect solid” should be 
0.25 is not tenable. Bingham ® said: '^Only by the behavior of materials 
under shearing stresses are we enabled to distinguish between a fluid 
and a solid. If a body is continuously deformed by a very small shearing 

• Bingham, E. C., “Fluidity and Plasticity/' 216, McGraw-Hill, New York, 1922. 
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stress, it is a liquid; whereas if the deformation stops increasing after 
a time, the substance is a solid. This distinction is theoretically sharp 
like the distinction between a liquid and a gas at the critical tempera¬ 
ture, but just as a liquid may be made to pass into a gas insensibly, 
so a solid may grade insensibly into a liquid. Glass and pitch are 
familiar examples of very viscous liquids. Paint, clay slip, and thin mud 
in a similar manner must be classed as soft solids. 

The question as to whether or not a glass is a liquid from the point 
of view of the elastic properties is a difficult one to answer experi¬ 
mentally. In that connection the question as to whether or not glass will 
flow under its own weight at ordinary temperatures is an interesting one, 
which Rayleigh ® and Spencer attempted to answer. Rayleigh loaded 
a glass rod 4.9 mm. in diameter, 1 meter between supports, with a load 
of 300 g. (the rod was broken at the end of the experiments by a load 
of 1060 g.), and observed an initial depression of 2.8 cm., which per¬ 
sisted without significant alteration for seven years. The final position 
of the middle point under load was only 1 mm. lower than the initial 
position; but it was not stated whether or not the rod recovered its 
original form on removal of the load. Spencer made a similar experi¬ 
ment, using a tube 110 cm. long, 1 cm. diameter, 1 mm. wall, supports 
1 m. apart, loaded at the middle with 885 g., which was just short of 
the average weight necessary to break a number of tubes of the same 
diameter. After the lapse of six years there was a “permanent^^ defor¬ 
mation of the middle point of 9 mm. “Both experiments lead to the 
same conclusion, namely, that glass rods and tubes of mature age do 
not bend under their own weight,” but they do not prove that glass does 
or does not flow at ordinary temperature. The subsequent discussion 
of “elastic after-effect” indicates that some flow does take place; and 
the experiments of Perman and TTrry may be corroborative. The experi¬ 
ments of Pulfrich showed that the originally plane ends of a cylinder 
of borosilicate crown (No. 6, Table III. 4) became concave after having 
been kept for some time at 96°. Wright stated that even at room 
temperature prisms and lenses made of strained glass do not retain their 
shape, and that there is danger of surface warping if the strain exceeds 
a small limit. There appears to be no doubt that loss of figure resulting 
from warping does take place in large astronomical mirrors which have 
not been properly annealed. In this case the sensitivity of the measure¬ 
ment is far greater than in any other test which could be applied, and 
seems to indicate that tlicre may be flow in glass at ordinary tempera- 

» Rayleigh, l.ord, Nature, 125, 311 (1030). 

^’’Spencer, C. D., Nature, 125, 707 (1930). 

u Pulfrich, C., quoted by Hovestadt, H,, “Jena Glass,” English translation, Macmillan, New 
York, 1902. 

p p ^ “The Manufacture of Optical Glass and of Optical Systems,” C/. S, Ordnance 
Dept,, Document No. 20S7, Govt. Printing Office, Washington, 1921. 
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tures. Whether or not the facts observed are the result of mechanical 
strain, or of a shift in the ^^nternal equilibrium^^ in the mass is an open 
question. 

The above results tend to indicate that glass is a truly viscous liquid, 
that it possesses no true elastic limit, and that it cannot support a per¬ 
manent load. Griffith,however, stated that glass can support a per¬ 
manent load at 700°, thus indicating that it is plastic even at compara¬ 
tively high temperatures. This is not in accord with the usual opinion, 
and is directly contrary to the result of Washburn, Shelton, and Lib- 
man,who stated: . the yield value of the molten glasses is zero, 

that is, they flow as viscous liquids, not as plastic solids.” The problem 
is one which requires not only more exhaustive experimental work, but 
also a more rigorous theoretical treatment. 

Historical 

The earliest determinations of the elastic constants of glass were 
made by Wertheim and Chevandier,^^ Voigt,^® and Cornu.^^ Their 
measurements are of historical interest only, although the method devised 
by Cornu has been used, with modifications, by several later investi¬ 
gators. Von Kowalski,^® from bending and torsion experiments, calculated 
the elastic constants of a glass whose composition was not stated. 
Indeed, this is a criticism to be applied to much of the data in regard 
to glass; properties are measured, oftentimes with a high degree of 
accuracy, but information as to the composition and physical condition 
of the material is lacking. The classic experiments of Winkelmann and 
Schott and of Winkelmann are not free from this criticism. They 
carried out an extensive series of experiments on glasses of a definite 
type, but the compositions were calculated from batch compositions, and 
differed from the actual composition by an amount which is not neg¬ 
ligible, and which is, furthermore, erratic. Their determinations were 
criticized by Clarke and Turner on the grounds of a lack of homo¬ 
geneity and the presence of numerous bubbles. The results of Winkel¬ 
mann and Schott, however, remain the chief source of information as 
to the magnitude of Young^s modulus for many types of glass. They 
are supplemented by the work of Straubel,^^ who determined the value 
of Poisson^s ratio for a number of the same glasses. He found the value 

^Grifiith, A. A., Trans. Roy. Soc. (London), A, 221, 163 (1920). 

Washburn. E. W., Shelton, G. R., and Libman, E. E., Univ. 111. Eng. Exvt. 8ta. Bull., 140, 
48 (1924). 

w Wertheim, G., and Chevandier, Compt. rend., 20, 1887 (1845). 

w Voigt, W., Ann. Physik Chem., 15, 497 (1882). 

Cornu, A., Compt. rend., 69, 833 (1869). 

^von Kowalski, .T., Ann. Physik Chem., 36, 807-22 (1889); ibid., 39, 155-8 (1890). 

^•Winkelmann, A., and Schott, O., Ann. Physik Chem., 51, 697 (1894). 

a® Winkelmann, A., ibid., 61, 105 (1897). 

» Clarke, J. R., and Turner, W. E. S., /. 8oc. Glass Tech., 3, 260-66 (1919). 

“Straubel, R., Ann. Physik Chem., 68, 369-413 (1899). 
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obtained for o to be affected by the size of the piece tested, but variation 
of the distance between knife edges did not consistently affect the results. 
Andrews, in a discussion of a paper by Perman and Urry criticized 
Straubel’s method in that the separation of the knife edges was not 
great enough. Jessop found differences of about 1 % in both Young's 
modulus and Poisson’s ratio as determined after 1 minute and after 
50 minutes, which may indicate viscous flow. 

Clarke and Turner studied the effect of systematic change in com¬ 
position on the properties of a series of glasses. They chose a series 
simple enough to make possible the correlation of change in proportion 
of a given component with the change in physical properties. Gehlhoff 
and Thomas made more extensive experiments but did not analyze 
their glasses; their results are of more technical than scientific value. 
Further systematic work of the same kind, in other systems of a limited 
number of components, is greatly needed. JessopTwyman and 
PerryWagstaff,^® and Searle^'* have written primarily on methods; 
and they, too, failed to determine the composition of their glasses, though 
Twyman and Perry gave the batch compositions and the optical 
constants. 

One-Component Glasses 

Of the various oxides which enter into the composition of the many 
types of glass, only two, silica (SiOo) and boric oxide (B 20 a), are com¬ 
monly known in the glassy condition. There is an extensive body of 
literature in regard to the elastic properties of silica glass which has 
been discussed at some length by Sosman, whose summarized results are 
given below. Boric oxide glass, on the other hand, has scarcely been 
studied. 

Silica glass, SiO^. The data existing in the literature on silica glass 
have been summarized by Sosman,^® v/ho gave the following table: 

Table XII. 3. —^Elastic Constants of Silica Glass^ 


Bulk modulus. 

.... K 

370 

kilobars 

Rigidity modulus . 

Young’s modulus . 

.... R 

305 

kilobars 

.... E 

700 

kilobars 

Poisson’s ratio . 

.... a 

0.14 kilobar 


♦ Unit: 1 kilobar == 10" bars« 10® dynes per sq. cm. 

1 bar = 1.020 Kg./cm.® =« 14.50 lb./in.“ 

“Perman, E. P., and Urry, W. D., Proc, Phyn, Soc. (London), 40, 186 (1928). 

“Jessop, H. T., PhU. Mag., (6), 42, 561 (1921). 

Gehlhoff, Q., and Thomas, M., Z. tech. Phyttik, 7, 105 (1926). 

“Jeasop, H. T., Phil. Mag., (6), 42, 551-68 (1921). 

“Twyman, P., and Perry, J. W., Proc. Phys. Soc. London, 34, 151 (1922). 

"Wagstafif, Proc. Cambridge Phil. Soc., 21, 59-65 (1922-3). 

“Searie, Proc. Cambridge PhU. Soc., 21, 772-80 (1922-3). 

“ SoemEm, R. B., “The Properties of Silica," p. 487, Chemical Catalog Co. (Reinhold Publishing 
Corp.), New York, 1927. 
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Some measurements on the compressibility of silica glass at high tem¬ 
peratures and pressures are given in Tables XII. 8 and 12. 

Boric oxide glass, The only elastic constant of boric oxide glass 

which has been determined is Poisson^s ratio, which Straubel -- found 
to be 0.283. 

Two-Component Systems 

No systematic investigation has been made of the variation of elastic 
constants with composition in a binary system. The only binary glasses 
on which data are available are a few studied in the course of other 
investigations. 

Three-Component Systems 

The first systematic study of the effect of change in composition on 
elasticity was that of Clarke and Turner,who determined Young’s 
modulus for a scries of glasses of the general formula (Na^O + CaO) 

• 3Si02, in which the Na^O content ranged from 25 to 13 per cent, the 
CaO content from 0 to 12 per cent. The compositions of their glasses, 
as determined by analysis, and the values of Young’s modulus are given 
in Table XII. 4. Glass 16 does not belong in the series and No. 11 is 


Table XII. 4—Young s Modulus for a Sorios of Soda-Lime Glasses 


After Clarke and Turner 


E 


No. 

SiO, 

Na^O 

CaO 

1 

74.05 

25.34 

021 

2 

73.92 

23.80 

1.50 

3 

74.08 

23.00 

2.61 

4 

74.07 

21.50 

3.81 

5 

73.78 

20.78 

4.50 

6 

73.18 

19.38 

6.26 

7 

74.41 

17.20 

7.45 

8 

74.99 

16.00 

8.16 

9 

74.96 

14.88 

9.36 

10 

74.59 

14.22 

10.38 

11 

74.93 

13.02 

11.68 

16 

66.71 

12.72 

18.17 


MgO 

AljjOa 

Fe^Oa 

(Kilobars) 

tr. 

0.24 

0.14 

567.2 

tr. 

0.21 

0.14 

581.5 

tr. 

0.28 

0.15 

605.6 

tr. 

0.38 

0.14 

621.0 

0.15 

0.58 

0.19 

630.2 

021 

0.30 

0.61 

657.0 

0.24 

0.31 

0.40 

667.2 

020 

0.42 

0.09 

683.0 

0.28 

0.45 

0.16 

689.8 

030 

0.38 

0.21 

710.9 

0.31 


0.17 

(677.8) 

0.85 

1.41 

0.31 

818.2 


discordant. A second sample of the same melting gave a similar result, 
but a melt made to have the composition 0.9 Na20 • 1.1 CaO • 6Si02 
(Si02, 75.2%; Na20, 11.9%; CaO, 12.9%), but presumably not ana¬ 
lyzed, gave a value of E of 749.4 in harmony with the remainder of the 
series. There was a regular increase in elasticity with CaO content, and 
the results were represented by the linear equation E = \S.9y + 565.6, 
in which y = weight per cent CaO. 

Gehlhoff and Thomas determined Young’s modulus on a series of 


^ Clarke, J. H., and Turner, W. E. S., J. 8oc. Glass Tech., 3, 260>66 (1919). 
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glasses derived from a two-component glass containing 18% Na 20 , 82% 
Si02 by weight, by replacing Si02 by one of the oxides NaoO, K 2 O, MgO, 
CaO, ZnO, BaO, PbO, B2O3, AI2O3, or FesOs. Two series of NaaO- 
K 20 -Si 02 glasses were made; one in which Si 02 was replaced by K 2 O, 



Figure XII. 1.—The Effect on Yoimg^s Modulus, in a Glass containing 18 per cent 
NaaO, and 82 per cent SiOa, of Replacing Sid« by the indicated Percentages by 
Weight of other Oxides. After Gehlhoff and Thomas. 


the other in which Na20 was replaced by KoO. The results were given 
in a series of diagrams, which is reproduced in Fig. XII. 1. Replacing 
Si 02 by either Na 20 or K 2 O resulted in a decrease in elasticity, and 
replacing Na20 by K 2 O resulted in a slightly increased elasticity. All 
other oxides increased the elasticity, although PbO had but little effect. 
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The curve for B 2 O 3 passes through a well-marked maximum, and it is 
probable that the AI2O3 curve would have a similar shape. 

Fetterolf and Parmelee determined Young’s modulus for some 
soda-zinc oxide-silica, and some soda-barium oxide-silica glasses. They 
used a cantilever beam, with the beam 20 cm. long ground to size; the 
other dimensions were not given. The glasses were not of high quality. 
Each had about 60 per cent SiOo, with a ratio of Na 20 to ZnO or BaO 
altered; the analytical compositions are in Table XI. 15. Duplicate 
determinations showed a mean deviation from the mean of 8 parts in 
1000. Following are average values for Young’s modulus in kg. per 
mm. 2 : ( 1 ) Zinc oxide glasses: Z 6 , 4950; Z 12 , 5570; Z18, 5780; Z24, 5910; 
Z30, 6480; (2) Barium oxide glasses: B 6 , 5360; B12, 5240; B18, 5590; 
B24, 5600; B30, 5830. 

Horak and Sharp studied the effect of substitution of ZrO for CaO 
in a series of four glasses, each of which contained 74 per cent Si 02 , 17 
per cent Na 20 . The initial glass, A, contained 9 per cent CaO and no 
Zr 02 ; B, 8 per cent CaO, 1 per cent Zr 02 ; C, 7 and 2 ; and D, 5 and 4. 
Values for Young’s modulus, when the glasses were measured on a beam 
supported at two points and loaded in the middle, were: A, 439; B, 367; 
C, 325; D, 275 kilobars. The modulus of rigidity was measured by the 
torsion pendulum method, using fibers 1 mm. in diameter, 3 ft. long. 
The values obtained were: A, 266; B, 251; C, 243; D, 238 kilobars. 

Multi-Component Systems 

Most of the data in the literature pertain to commercial glasses, sys¬ 
tems of from four to eight or even twelve components. Such determina¬ 
tions are of value only in respect to the piece of glass measured, and in 
lesser degree, in regard to the particular glass type. The glasses are 
too complicated, and the data too scanty, to permit the assigning of any 
particular part of the elasticity to any one component, even if the under¬ 
lying assumption that the property is colligative had been substantiated. 
Nevertheless, Winkelmann and Schott,®^ from a series of experiments 
on such glasses, obtained factors by means of which they proposed the 
calculation of Young’s modulus from the composition. Their first paper 
contained such a series of factors, but on attempting to apply these fac¬ 
tors to the additional glasses contained in the second paper, they found 
marked discrepancies. Accordingly they divided the glasses into three 
groups, giving each oxide an independent factor in each group. Many 
of the experimental results on which the factors were based are in 
Table I. 2 , together with the values of Poisson’s ratio, determined by 

® Fetterolf, L. D., and Parmelee, C. W., /. Am. Ceram. 8oc., 12, 198 (1929). 

“Horak, W., and Sharp, D. E., /. Am. Ceram. 8oc., 18, 282 (1935). 

Schott, O., Ann. Physik Chem., 51, 697 (1894); Winkelmann, A., ibid., 

oly lOo V*v97}* j 
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Straubel.^^ The serial number refers to Table III. 4, in which are given 
the compositions of the glasses; additional properties of some of these 
glasses are given in appropriate places. The compositions were all 
calculated from the compositions of the batches melted, which differ 
from the true compositions to an unknown degree. The factors given by 
Winkelmann and Schott for the calculation of Young^s modulus are given 
in Table XIL 5. Examination of their results shows an agreement within 
the experimental error between the observed and the calculated values 

Table XII. 5—Factors for Calculating Young’s Modulus from Chemical Composition 




- Winkelmann and Schott 

B 

c" 

Clarke anti Turner 

SiO. 

6.9 

6.9 

6.9 

3.9 

BaOa 


5.9 

2.5 


Na^O 

6.0 

9.8 

6.9 

10.8 

K 2 O 

3.9 

6.9 

2.9 


CaO 

6.9 

6.9 


23.5 

BaO 


6.9 

2.9 


ZnO 

5.1 

9.8 



PbO 

4.5 


5.4 


MgO 


3.9 

2.9 

29.4 

AW. 

17.6 

14.7 

12.7 

11.8 

FeaOa 




11.8 

PaOs 



6.9 


AS 2 OB 

3.9 

3.9 

3.9 



^Factors under A are for glasses free from B 2 O 81 PsOb, BaO, MgO; under B, for glasses free 
from PbO, PsOb; under C, for borosilicates, lead borosuicates* and phosphates. 


of Young’s modulus, but this is not so much a justification of the additive 
hypothesis as an indication of the crudity of the measurements. Clarke 
and Turner found discrepancies amounting to 28 per cent when their 
own experimental results were compared with the values calculated using 
Winkelmann and Schott’s factors; and they calculated a new set of fac¬ 
tors, even for adventitious ingredients amounting to a few tenths of a 
per cent. Their factors also are given in Table XII. 6 . 

In addition to these more extensive studies, several investigators have 
published results on isolated glasses of known composition. Griffith^® 
gave Young’s modulus for a glass of the composition: SiOa, 69.2; NagO, 
0.9; K 2 O, 12.0; CaO, 4.5; AI 2 O 3 , 11.8; MnO, 0.9, as 621 kilobars, Pois¬ 
son’s ratio, 0.251. Twyman and Perry, 2 ^ using a glass whose batch com¬ 
position was Si 02 , 54.83, Na 20 , 6.23, K 2 O, 4.30, PbO, 34.64, and optical 
properties = 1.5759, v = 41.3 found Young’s modulus to be 619.8 and 
Poisson’s ratio, 0.196. Berndt®® found Young’s modulus to be 798.9 
for a borosilicate crown, Ud, 1.616, v, 64.0 (No. 8 , Table III. 4 ). Strau- 
bel made an extensive study of Poisson’s ratio, using Cornu’s method; 
his glasses were mostly those used by Winkelmann and Schott, and his 


®*Berndt, Q., Z. Inatrummtenk,, 40, 20 (1920), 
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Table XII. 6— Compressibilities of Some Natural and Artificial Glasses’*' 

After Bridgman 


^ - 80 “-, ^- 75 *-^ 

Glass o bah 

Pyrex. 3.042 X 10 " 7.1 x 10 “ 3.068 X lO " 4.96 X 10-* 

Coming 714x. 2.744 4.90 2.810 5.0 

Coming 722Q . 2.451 1.33 2.538 — 4.28 

Coming, SiOs-free glass_ 1.716 — 10.4 1.754 — 10.65 

Tachylyte Torvaig . 1.910 — 11.22 1.949 - 11.32 

Pitchstone Meisses . 2.545 — 5.54 2.543 — 5.78 

Tachylyte Kilauea . 1.353 1.401 - 928 


* Numbers given are the constants in the equation A V/Vq = op + bp*; pressure in kilobars. 


the calculation of the effect of pressure on Young’s modulus and Pois¬ 
son’s ratio (see p. 314). They were: A, a potash lead silicate of very high 
lead content; B, “Pyrex”; C, a soda-potash lime silicate; D, a soda zinc 
borosilicate; -B, a soda lead borosilicate, opacified with calcium and alu¬ 
minum fluorides; and F, a soda lime silicate containing a small per¬ 
centage of boric oxide. Bridgman used a method in which the bulk 
compressibility w^as calculated from the linear compressibility, and he 
found the values given in Table XII. 7. 

The increase of compressibility with the increase in pressure found 
by Bridgman for Pyrex chemical resistant glass was confirmed by Adams 


Table XII. 7— Compressibility of Some Glasses ♦ 
After Bridgman 




30“ -, 

, - 75“ - 

- 


a 

h 

a 

b 

Glass 

XIOT 

X10« 

XIO^ 

X10« 

A 

30.54 

— 243 

30.60 

-22.6 

B 

30.12 

+ 6.1 

29.72 

4- 6.7 

C 

24.69 

-22.0 

25.44 

-21.2 

D 

25.97 

+ 4.0 

26.30 

+ 0.2 

E 

27.78 

+ 2.5 

27.71 

+ 3.8 

F 

23.29 

- 6.1 

23.92 

-10.1 


* Values of ^V/Vq = — (ap + bp®); pressure in kg/cm*. 

and Gibson,^® who measured directly the bulk compressibility. They 
gave as the most probable value of the cubic compressibility: 10® 

= 304.5 + 1.42 P in reciprocal kilobars at 25° C. They also confirmed 
the observation of Bridgman that silica glass exhibits the greatest 
increase of compressibility with pressure of any substance yet examined, 
and gave for the most probable value of the cubic compressibility of 
silica glass: 10®^ = 268.9 + 15 P. 

Glasses A, C, D, and E, and “ordinary Pyrex laboratory glass” (No. 
20, Table III. 3), and silica glass were measured by Birch and Dow*^ 


»Adam«, L. H., and Gibson, ». E., /. Wath. Acad. Sei.. 21, S81 (IIBI). 
« Birch, F., and Dow. K. B., BuH. Oeol. 8oc. Am., 42, 1S85 (1936). 
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at a series of temperatures, the highest of which was, in each case, 
between 300° and 400°. The results are in Table XII. 8; and in Fig. 
XII. 2 values of the average compressibility, 

FoUP 

to 10,000 kg./cm. are plotted against temperature. “The results for 
the glasses support the conclusion that the appearance of .a negative 
coefficient of compressibility is possible only below a certain temperature, 
which depends on the composition of the glass. Thus, for glasses A, D, 
and this temperature is about 220°, for ^Tyrex,’’ 270°; for pure silica 


Table XII. 8—Compressibility of Some Glasses at High Temperatures and 
Pressures* up to 10,000 Atmospherest 


After Birch and Dow 


t 

aXlO^ 

b X 10« 

X 1(H 

t 

a X 10* 

' b X 10® 

x‘ X 10* 


Silica 

glass 



Glass C 


11 

24.94 

-33.3 

28.27 

8 

23.61 

17.7 

21.84 

100 

25.18 

-26.7 

27.85 

100 

24.52 

16.7 

22.85 

247 

24.09 

-17.3 

25.52 

15 

23.66 

13.9 

22.27 

390 

24.09 

- 6.5 

24,74 

100 

24.51 

13.1 

2320 





230 

26.60 

17.0 

24.90 


Pyrex 

glass 


313 

27.61 

15.7 

26.04 

5 

100 

30.40 

29.54 

-0.8 
- 1.0 

30.48 

29.64 


Glass D 


217 

27.35 

-6.7 

28.02 

9 

24.91 

- 17.7 

26.68 

385 



28.58 

100 

25.78 

-9.2 

26.70 





220 

25.23 

-4.2 

25.65 


Glass A 


227 

25.45 

- 1.2 

25.57 

12 

100 

218 

30.96 

31.45 

29.54 

20.4 
29.7 

18.5 

28.92 

28.48 

27.69 

318 

318 

319 

25.90 

25.20 

27.16 

- 1.9 
-5.4 
+ 11.0 

26.09 

25.74 

26.06 

231 

30.45 

22.9 

28.16 


Gl'Oss E 


316 

32.69 

20.1 

30.68 



322 

32.73 

23.1 

30.42 

7 

27.85 

-1.6 

28.01 





100 

27.54 

-1.7 

27.71 





218 



2721 





316 

28.53 

-5.4 

29.07 

* Pressure Unit = 10® kg/cm* = 

0.9800 kilobar. 



1 /sv\ 

“ Vo\6PJ ® 


t Values of a and b in 

the equation: —AF/Fo 

=* ap —bp^; 

and of x’ 

~ 10,000b. 


glass it lies above 400° and was not reached in these experiments. The 
other glass, C, exhibited a positive and nearly constant temperature 
coefficient from the beginning. It should be noted that an increase in 
compressibility with temperature means thermal expansion decreasing 
with pressure, and conversely, a negative temperature coefficient of com¬ 
pressibility requires a positive pressure coefficient of thermal expansion. 

'^The shapes of the curves in Fig. [XII. 2], the high values of the 
compressibility, and the rapid changes with temperature fit well with 
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the conception of an essentially liquid nature for the vitreous state. 
This same sort of irresponsible variation of compressibility with tem¬ 
perature has been demonstrated by Bridgman for a number of true 
liquids at high pressure and in the temperature range from 0° to 35°. 
There is another feature of the compressibility of glasses which has, 



Figure XII. 2. —Average Compressibilities of Some Glasses at High Temperatures 
and Pressures. Compare Table XII. 8. After Birch. 

however, no counterpart in the behavior of ordinary liquids; this is the 
increase of compressibility with pressure already observed by Bridgman 
for glasses D and for ^Tyrex,^^ and for silica glass. There seems to 
be a tendency for this abnormality also to disappear at higher tem¬ 
peratures, although the experimental uncertainty as to the exact value 
of the curvature is too great to permit a more definite statement. In 
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one case, glass D, after a number of exposures to a temperature of over 
300°, the curvature finally became normal; that is, the compressibility 
decreased with pressure/^ 

Effect of Temperature on Elastic Constants 

The difficult problem of determining the effect of temperature on elas¬ 
ticity has been attacked by few investigators. Von Kowalski found that 
the elasticity coefficient diminished with increasing temperature, but did 
not state the kind of glass used. Winkelmann made the only extended 
contribution to the subject; his results serve more to emphasize the diffi¬ 
culty of the investigation than to provide reliable data. He found that 

Table XII. 9—EfToct of Temperature on Youngs Modulus* 


After Winkelmann 

No. Glass 

Table III. A Type logjo« logjo P ‘max. 

1 . 496/644 752 9.018 0.428 482 

3 . 606/602 655 1.618 0 448 

4 . 511/640 740 4.352 0 475 

7 . 513/573 684 5.912 0.065 409 

10 . 517/609 709 4.369 0 433 

11 . 517/602 654 _4.575 0 394 

19 . 545/503 549 1^.452 0.706 383 

25 . 571/430 009 10.973 0.499 374 

27 . 573/575 744 6.923 0.165 427 

40 . 645/341 540 24.492 0.945 340 

43 . 751/276 539 8.634 0.401 357 

48 . 507/614 492 J.449 0 281 

55 . 738 5.543 0.082 460 

57 . 721 5.114 0 482 

58 . J.616 0 434 

59 . 652 15.401 0.717 433 

60 . 741 n.092 0.553 407 

61 . 730 6.435 0.232 426 

64 . 604 5.696 0.113 455 

66 . 577 J.193 0 417 

68 . 532 13.897 0.643 413 

69 . 798 5.330 0.094 486 

72 . 558/670 631 6530 0555 412 


* E, = E-m [1 — (t — 20)1: range, room temperature to t-’nit 1#> bars. 

at higher temperatures the deflection for a given load increased rapidly 
as the load was left on; and therefore it was necessary to take readings 
immediately after loading. The elasticity was greatly affected by the 
previous thermal history of the sample. For example, when a piece of 


"von Kowalski, J., Ann. Phyaik Chem., 39, 155 (1890). 
"Winkelmann, A., Ann. Phyeik Chem., 61, 105 (1897). 
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glass was heated, the elasticity as measured immediately after cooling 
was found to have been increased, but then it slowly decreased with time. 
After several repeated heatings with intervening cooling, the elasticity 
became constant. The constant values so obtained are those given in 
Table XII. 9; they are considerably higher than those given for the same 
glasses in Table L 2, doubtless because of the heat treatment. Winkel- 
mann found that some glasses gave a linear relation between elasticity 
and temperature, but with the majority the elasticity fell off more rap¬ 
idly, The relation between temperature and Young’s modulus was rep¬ 
resented by the relation 

Et = 11-a it-20)^], 

in which Et and Eoo are Young’s modulus at and at 20°, and a and /? 
are empirical coefficients. His results are assembled in Table XII. 9; 
the first column gives the reference number of the glass, from which its 
approximate composition can be obtained from Table III. 4; the second 
and third columns, values of log a and log /?, respectively, and the last 
column gives the highest temperature to which the glass was heated. 

The experimental results led to no satisfactory conclusion as to the 
effect of composition on the temperature coefficient of Young’s modulus. 
Winkelmann suggested that probably the simultaneous presence of Na 20 
and K 2 O favors the decrease in elasticity with temperature, the effect 
being partially nullified by the presence of B2O3. It also appears prob¬ 
able that the presence of lead causes the elasticity to fall off more rap¬ 
idly, but the effect is not proportional to the amount of lead present. 

Winkelmann pointed out that there are two methods of expressing 
his experimental results: the first ignores the change in dimensions of 
the test-piece as the result of thermal expansion, and the second applies 
a correction for this expansion. The results quoted above are uncorrected 
for thermal expansion; the requisite data for applying the correction 
were not available for the majority of glasses, and in the two cases in 
which the correction was made the data were not satisfactory. Applying 
this correction to glasses III. 4. 57 and III. 4 . 1 , which were noteworthy 
as showing the smallest falling off of Young’s modulus with temperature, 
indicates that the true elasticity was independent of temperature. 

Wandersleb later repeated unpublished work of Winkelmann, which 
showed that in some glasses containing large amounts of Sb 203 the elas¬ 
ticity increased with increasing temperatm-e. The compositions were 
not given, but it was stated that four glasses, all borosilicates, containing 
3.6, 3.5, 20 , and 21 per cent 86203 showed an increase in Young^s modulus 
with temperature, while two other glasses, containing 10 and 15 per cent 
Sb 203 , gave the usual decrease. The abnormal glasses gave temperature- 
elasticity curves with maxima at about 200 °, Young’s modulus being 

Wandersleb, E., Ann, Phygik, (k), 8 , 887 (1902). 
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about two per cent greater at the maximum than at 15°. The above 
correction for thermal expansion was not made. 

The experiments of Birch and Dow, included in the discussion of 
compressibility, were made at temperatures up to from 300° to 390°, and 
are probably of greater accuracy than any of the above measurements. 

Badger and Silverman measured Young’s modulus at temperatures 
up to 446° by measuring the extension under load. The extension 
measured was that produced by increasing the load from 400 grams to 
500 grams, and from the result a value of the modulus, called a ^^chord 
modulus of elasticity,” was calculated. The average diameter of the 
fiber was 0.43 mm., the length, 143.2 mm.; and the average stress at 
loads of 400 and 500 grams was 3.652 and 4.336 bars, respectively. The 
composition of the glass was: Si 02 , 68 . 10 ; Na 20 + K 2 O, 18.59; MgO, 
4.09; CaO, 5.84; and AI 2 O 3 + Fe 203 , 3.38. The fiber was annealed by 
heating to 550° and allowing it to cool slowly in position in the furnace. 
The results are given in Table XII. 10; the unit of E is the kilobar. 

Table XII. 10 — Change of Young^s Modulus with Temperature 
After Badger and Silverman 

E (kilobars) . 658 645 641 633 629 595 578 567 560 

Average Temp C C) . 25 100 150 200 250 300 350 400 450 

The modulus decreased slowly to about 250°, at a rate given by the 
equation ~ 659.3 — 0.125i, then decreased rapidly. From 350° 
to 450° the change is given by: = 639.0 - OASt. The duration 

of the loading was not given. 

Stong^® measured Young’s modulus on a ‘^Corning bulb glass,” com¬ 
position not given, strain point 480°, annealing point 510°. At the begin¬ 
ning of the first run (Curve 1, Fig. XII. 3), the sample showed about 
200 mju per cm. birefringence. This run was made on a heating schedule 
of three hours per 50° C. temperature interval. The furnace was allowed 
to come to constant temperature, and measurements were made about 
two hours after each temperature increase, except that the furnace was 
at 450° for five hours before measurements were made. After the 
measurement at 450° the furnace was cooled at the rate of 50° C. for 
each three-hour interval, and measurements were made at the several 
temperatures during cooling. After its removal from the furnace, the 
sample was almost completely free from strain, and the dimensions had 
increased by about 0.1 per cent. To investigate the effect of heat treat¬ 
ment, the sample was held at the annealing temperature for 15 minutes, 
was cooled 200 ° at one-half degree per minute, and a second run 

** Badger, A, E., and Silverman. W. B., /. Am. Ceram. Soc., 18, 278 (1935). 

«Stong, G. E., /. Am. Ceram. Soc., 20, 18 (1937). Cf. p, 316. 
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(Curve 2) was made under the same conditions as the first run. The 
modulus of elasticity showed a regular decrease with increasing tempera¬ 
ture, and the rate of decrease increased rapidly as the temperature 



Figure XII. 3. —The Change in Young’s Modulus with Temperature, with a Heating 
Rate of 50° C. in Three Hours. After Stong. 


approachd 450° C. Samples having different thermal histories gave 
different modulus-temperature curves. 

Taylor, McNamara, and Sherman,using annealed fibers of a soda- 
lime-silica glass, found that the deformation immediately below the 


Table XII. 11—^Young’s Modulus for a Glass Fiber at Various Temperatures 
After Taylor, McNamara, and Sherman 


Temp. (°C) . 475 500 525 

E^ (Kg/mm*) . 4.4 3.5 2.4 

i?, (Kg/mm*) . 2.3 2.4 2.4 


‘^transformation point’^ could be analyzed into an instantaneous (within 
5 seconds) elastic distortion, a delayed elastic distortion, and a truly 
viscous flow. The elastic effects were reversible on removal of the load. 

Taylor, N. W., McNamara, E. P., and Sherman, J,, 8oc. Olasa Tech., 21, 61 (1987). 
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Values of Young’s modulus for the instantaneous elongation (Ei) and 
for the total elastic elongation after 100 minutes (JSJ2) are given in 
Table XII. 11; the “transformation point,” determined from thermal 
expansion measurements, was 515° C. The value of Ei decreased with 
rising temperature, and Eo appeared to be independent of temperature 
in the range studied. The delayed elastic distortion required less than 
five seconds above 520° C., which was interpreted to mean that glass 
behaves as an ordinary liquid above this temperature. 



The preceding measurements have all been made by static methods, 
in which the rate and the manner of loading become increasingly impor¬ 
tant factors as the temperature is raised. A dynamic method of deter¬ 
mining Young’s modulus is afforded by measuring the velocity of sound 
in glass, which is connected with Young’s modulus by the relation: 

velocity = y/E/d, 

in which d is the density. Ide"'^ measured the velocity of sound in 
(1) an obsidian, (2) silica glass, (3) Pyrex chemical resistant glass, and 
(4) a soda-lime glass, glass “C” studied by Bridgman (p. 306) and 
by Birch and Dow (p. 307), by means of an oscillatory system, which 
produced vibrations with a period of 0.00007 second. The results 

M Ide, J. M., /. GeoL, 45, 689 (1937). 
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obtained for the velocity of sound in the several types of artificial glass 
at several temperatures are shown in Fig. XII. 4; the velocity decreased 
with temperature in glass C, increased in silica glass, and first increased, 
then decreased in Pyrex chemical resistant glass. In the Pyrex, the 
decrement of the vibrations showed no noticeable variation until about 
650° C.; then it increased rapidly until the observing system became 
practically non-oscillatory above 700° C. On cooling the glass to room 
temperature, the velocity of sound returned to a value of 1.3 per cent 
higher than at the beginning of the measurements; and on repeating the 


Table XII. 12— Values of Young’s Modulus, in Kilobars, at Several Temi>eraturcs, 
Calculated from the Velocity of Sound 

Ajter Ide 


Temp. C C.) 

Obsidian 

Silica 

“Pyrex” 

Glass C 

0 

694.0 

722. 

630.0 

703. 

100 

696.3 

736. 

647.5 

697. 

200 

697.3 

747. 

657.7 

683. 

300 

698.9 

754. 

667.5 

657. 

400 


763. 

673.0 


500 


775. 



600 


783. 



700 


786. 



800 


787. 




experiments, the irreversible effects shown in the figure were given. It 
would be of interest to apply this method to the study of the rate of 
''stabilization^^ of glass in the upper part of the annealing range. The 
values of E at various temperatures calculated by Ide are given in 
Table XII. 12. 

Effect of Pressure on Elastic Constants 

Bridgman studied the effect of pressure on the rigidity of five 
types of glass, the compositions of which are given in the discussion of 
compressibility. A differential method was used, and "the accuracy 
was not sufficient to justify an attempt to determine departures from 
linearity.” The final results obtained with different varieties of glass 
are shown in Table XII. 13. The units are kg./cm^. The table also 
includes values for Young’s modulus and Poisson’s ratio, calculated from 
the given values of rigidity and the values for compressibility previously 
given, "The negative sign of the effect was a surprise to me; by very 
crude analogy with the effect of pressure in enormously increasing the 
viscosity of liquids, I had expected a rather large increase of shearing 
modulus. On reflection, however, the negative sign does not seem so 
strange in view of the fact that the compressibility of a number of dif¬ 
ferent kinds of glass has been shown to increase with increasing pressure. 

® Bridcman, P. W., Proe. Am, Acad. Arts 8ci., 63, 401. (1920). 
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In fact, turning to the table of compressibilities, it will be seen that just 
those glasses, B, D, and E, which have the abnormal increase of com¬ 
pressibility with pressure also have the largest decrease of shearing 
modulus, and the two glasses, A and C, which are most normal in their 
decrease in compressibility also have the smallest numerical change of 
shearing modulus under pressure/’ 

Effect of Strain on Elastic Constants 

When glass is allowed to cool without special precautions from the 
temperature at which it can be worked or shaped, it is in a strained 
condition, the outermost layers being under compression, the innermost 


Table XII. 13 — Effect of Pressure on Elastic Moduli of Some Glasses ♦ 

After Bridgman 




1 /8B\ 


1 dE 


1 da 

Glass 

R 

R V tp )t 

E 

E dP 

<T 

a dp 



X 108 


X 103 


X 108 

A 

260 

-0.62 

620 

2.2 

0.19 

19.1 

B 

231 

-8.45 

560 

-8.2 

022 

1.5 

C 

233 

-2.15 

590 

0.7 

026 

13.7 

D 

314 

-8.02 

740 

-7.5 

0.18 

3.3 

E 

254 

-8.80 

620 

-8.0 

0.21 

4.6 

F 

(664) 

-3.86 






* Values i^iven are of the modulus of rigidity, B; Young’s modulus, E\ 
Poisson’s ratio cr; and of the pressure coefficient of these moduli. Unit 
« 108 kg/cm® = 0,9806 kilobar. 


under tension. The complete removal of this strain is a matter of con¬ 
siderable difficulty, and is rarely accomplished except in the case of 
optical glass required for special instruments. Strain is usually present 
in glass, and its effect on the elastic properties thus becomes of 
importance. 

Early investigators found that unannealed glass has smaller elas¬ 
ticity coefficients than annealed glass. Quincke found that Young’s 
modulus was smaller for strained glass than for unstrained, but he gave 
no data. Winkelmann and Schott compared the values of Young’s 
modulus, as determined from the velocity of sound, of strained and 
annealed Jena 16^^^ glass. No. 61 of Table III. 4; the values found 
were respectively 701.8 and 563.2. Ludwig, also working with Jena 16^“ 
glass, but of slightly different composition, found values of 679.8 and 
712.4 for strained and annealed samples. 

The most extensive study of the effect of strain was that of Berndt,®^ 
who determined the effect on a number of properties. He used an optical 
glass (near No. 8, Table III. 4) and found Young’s modulus for the 
strained glass to be 755, for the annealed glass 814, thus confirming the 

“Bemdt, Q., Z, Inutrument&nk., 46, 26, 37, 66, 70 (1920). 
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conclusion that the elasticity of strained glass is less than that of glass 
free from strain. 

Meikle compared Young’s modulus of the thermally toughened 
glass “Armourplate” with that of untreated glass of the same composi¬ 
tion, and found the difference to be small, 780 and 759 kilobars, for 
sheets of ^^Armourplate” J and ^ inch thick, respectively, and 869 and 
863 kilobars for the corresponding sheets of untreated glass. 

That the effect of annealing is not only to remove mechanical strain, 
but also to bring the glass into a condition approximating to internal 
equilibrium has frequently been mentioned. Stong^® (cf. p. 311), in a 
careful and precise study in which the effect of annealing in removing 
mechanical strain, and of heat treatment below the annealing tempera¬ 
ture were separately considered, found that Young’s modulus could be 
altered by about seven per cent by heat temperature, the value of the 
modulus increasing with decreasing temperature of heat treatment. It 
is not sufficient to specify “annealed glass” when reporting values of 
modulus of high accuracy. The complete annealing schedule must be 
given. 

Elastic After-effect 

The preceding discussion dealt with elastic effects in which the orig¬ 
inal dimensions were regained immediately on removal of the load. 
Indeed, every care was usually taken in the manner of loading that this 
should be so; the load was quickly put on, readings were taken imme¬ 
diately, and the load was removed, for experience has shown that even 
within the limit of “perfect elasticity” the time element is an important 
factor. Much study has been given to the phenomenon of elastic after¬ 
effect in glass. Among early workers were Weber,®^ Kohlrausch,®® and 
Boltzmann,^'^ while the most exhaustive investigation was that of Weid- 
mann,^^ which was given in considerable detail by Hovestadt.^® 

The earlier experiments showed that when glass w^i-s subjected to 
a deforming stress, maintained for a considerable time, on removal of 
the stress all the strain did not immediately disappear. Weidmann 
defined elastic after-effect as the ratio of the deformation remaining after 
a given time to the original deformation. He showed that the after¬ 
effect was independent of the original deformation and also of the dimen¬ 
sions of the test-piece, and was determined only by the composition of 
the glass and the duration of loading. Further, if a light loading was 

"Meikle, J., /. 8oc. Olass Tech., 17, 149 (1933). 

"Weber, G. E., Ann. Physik Chem., 34, 247 (1836). 

"Kohlrausch, F., Ann, Physik Chem., 119, 337 (1863); 128, 1, 207, 399 (1866); 158, 837 (1876). 

w Boltssmann, L,, Ann. Phyaik Chem. Erg. Bd. 7, 624-664 (1876). 

"Weidmann, G., Ann. Phyaik Chem., 29, 214-49 (1886). 

"Hovestadt, H., "Jena Glass," English translation by Everett, J. D. and A., Maomhlan, 
New York, 1902. 
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immediately followed by a heavy one, the after-effect showed an increase; 
if, however, several successive observations were made with this heavy 
loading, the after-effect diminished again, and after about three such 
loadings it resumed and retained its original magnitude. Transition 
from heavy to light loading gave the opposite result. The after-effect 
was increased by tapping the loaded glass, but diminished by tapping 
or warming after removal of the load. The after-effect diminished with 
increasing temperature. 

The effect of composition was studied with a series of special glasses, 
and one Thuringian glass; the compositions are in Table XII.14. In 


Table XII. 14 —Elastic After-effect in Experimental Glasses 
After Weidmann 


, -Time after rraaoval of load (seconds)- 

Glass Temp. 


No. 

20 

40 

60 

90 120 

180 

300 420 

600 900 C.) 

11 

.0018 

.0008 

.0005 

.0003 



3 

IV 

.0011 

.0006 

.0004 

.0003 



11 

V. 

.0036 

.0028 

.0022 

.0018 .0014 

.0010 


4 

VII 

.0088 

.0073 

.0059 

.0047 .0037 

.0023 

.0014 

3 

X 

.0027 

.0021 

.0017 

.0014 .0010 

.0008 


4 

XI 

.0038 

.0025 

.0019 

.0013 .0009 

.0005 


12 

XIX 

.0085 

.0057 

.0040 

.0027 .0019 

.0011 

.0005 

4 

XXII 

.0150 

.0138 

.0124 

.0113 .0094 

.0085 

.0075 

.0054 .0042 16 

16111 

.0065 

.0045 

.0033 

.0025 .0019 

.0014 


7 

17111 

.0323 

.0259 

.0221 

.0185 .0157 

.0128 

.0096 .0079 

.0057 .0032 3 

Igni 

.0036 

.0024 

.0015 

.0011 .0008 

.0005 


8 

Thur. 

.0106 

,0095 

.0084 

.0075 ,0066 

.0057 

.0039 

.0021 1 




Compositions of the above glasses 


No. 

SiOa 


Na,0 

K 2 O 

CaO 

BaO ZnO 

PbO AI 2 O 3 Li^O 

II 

24 


7 



53 

16 

IV 

70 



13.5 

16.5 



V 

54 



16 


30 


VII 

51 

9.3 




27.7 

3.7 1.8 6.5 

X 

46 

6 

8 



40 


XI 

65 

12 


18 



5. 

XIX 

50 


15 



15 20 


XXII 

66 


14 

14 

6 



16111 

67.5 

2 

14 


7 

7 

2.5 

17111 

69 


15 

10.5 



5 

Igni 

52 

9 


9 


30 


Thurin- 








gian 

68.69 


5.87 

7.32 

15.72 


2.1 


carrying out the experiments, thick-walled capillary tubes were clamped 
at one end, further supported on a knife-edge, and the load was applied 
at the other end. The load was left on in all cases for ten minutes. 
Table XII.14 gives the elastic after-effects, in terms of the ratio of 
deformation remaining after a given time to the original deformation, as 
defined above. The outstanding conclusion drawn by Weidmann was 
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that glasses containing both potash and soda show the largest, and those 
containing only one alkali show the smallest, elastic after-effect. 

Phillips stretched a fiber of glass for about 14 hours, and found a 
slow elongation, x, in magnitude proportional to the logarithm of the 
time, ty after the beginning of the pull, represented by the formula x 
= a + b log ty in which a and b are constants. Reproducible results 
could not be obtained with freshly-drawn fibers, but were obtained 
with fibers which had been aged a few months. “When the load was 
left on for a long time and then removed the creep back was proportional 
to the logarithm of the time which had elapsed since the removal of the 
load if the duration of the observations was short compared with the 
time since the load was put on.” 

Borchard found an elastic after-effect in which the strain increased 
as a logarithmic function of the time. It was independent of the amount 
of deformation and the dimensions of the sample, and was independent 
of the method of producing the deformation. The elastic after-effect 
became smaller with increasing temperature and was increased by 
vibration. Vibration after removal of the stress increased the rate of 
recovery from the deformation. 

The experiments of Spencer give conclusive evidence of recovery 
from deformation. He wrapped fibers of glass, of percentage composi¬ 
tion: Si02, 63; Na20, 9; K2O, 6; PbO, 22 around a cylinder two centi¬ 
meters in diameter, and held them for months. On cutting the fibers 
loose they immediately opened out to coils of about 60 centimeters in 
diameter, and seemed to have acquired a “permanent set.” They were 
left floating on mercury, and they gradually diminished in curvature, 
but after five years they were still slightly curved. 

The experimental evidence is not unanimous as to creeping of glass 
under load. No evidence of creep before breaking was found by Grenet 
(p. 336). Experiments by J. T. Littleton, cited by Preston, made with 
strong rods of a borosilicate glass, using high stresses and delicate optical 
tests, gave no evidence of creep; nor did experiments by G. A. McKee, 
also cited by Preston, in which laths of glass were subjected to cross¬ 
bending for from four to fifteen hours. The observed differences in 
behavior may result from differences in the compositions of the glasses 
used, or from differences in the manner of carrying out the experiments; 
or other uncontrolled factors may be important. 

Similar results have been obtained in studying the “thermal after¬ 
effect,” a phenomenon which probably is the result of the same causes 
as the elastic after-effect. A newly-made thermometer slowly contracts 

PhiUips, P.. Pha. Mag., 9, 620 (1906). 

« Borchard, K. H., Sprechioal, 67, 297 (1934). 

**Sp6ncerj C. D., “Diacuscion of the flow of glasa subjected to stress,'* presented at the 
^nual Meeting, American Ceramic Society, February, 1931. Not published; details are quoted 
from Preston, P. W., /. Am. Ceram. 8oc., IS, 220 (1936). 



ELASTIC PROPERTIES 


319 


at ordinary temperatures, causing the ice-point to rise slowly, an effect 
known as the “secular rise of the zero." This creeping-up of the ice-point 
can be interrupted by raising the temperature of the thermometer to 
100° C. and cooling it quickly; the lowering of the ice-point so produced 
is the “depression constant.” On being left in ice the zero again rises, 
and the rate of recovery, as well as the depression constant, is dependent 
on the composition of the glass. 

The thermal after-effect was discussed at length by Hovestadt®® on 
the basis of experiments by Weber** and by Wiebe.®^ The studies of 
Wiebe, made in collaboration with Schott, considered the depression- 
constant as well as the speed of recovery, permanence of zero and suit¬ 
ability for blowpipe working, and resulted in the selection of the “normal 
thermometer glass,” 16“^ and the “borosilicate thermometer glass,” 
59"h They also found that glasses containing both Na20 and K 2 O gave 
large depression constants, and that the best glasses contained only one 
alkali. The correlation between elastic and thermal after-effects was 
made by Weidmann, who said, “There is a relation between the elastic 
and thermal after-effects, and a thermally good glass is also good 
elastically, while a thermally poor glass is poor elastically.” 

Mueller ®® gives the following depression constants, in ° C., for stand¬ 
ard thermometer glasses: Verre dur, 0.07 to 0.11; “Kew glass,” 0.20; 
normal thermometer (Jena 16”^ or Corning 881), 0.04 to 0.08; borosilicate 
thermometer (Jena 59*” or Corning 880), 0.03 to 0.04; Jena 
1565*”, 0.01; Jena combustion, 0.03. 

Weber, R., Sitzher. k. preuss, Akad. Dec. 13, 1883. 

^ Wiebe, H. F. W., Sitzber. k. preuss. Akad, Wm., July 17, 1884; Nov. 12, 1885. Zeit. Instni- 
mentenk., 6, 107 (1886). 

Mueller, E. F., Jnt. Critical Tables, 1, 55 (1926). 



Chapter XIII 
The Strength of Glass 

When glass is subjected for short periods to stresses within the 
limits of elasticity, the resulting strain disappears after the removal of 
the stress, and the piece returns to its original dimensions. With most 
substances, on addition of load beyond the elastic limit, a condition is 
reached in which yielding takes place continuously, and if the load is 
maintained, fracture results. The substance in which there is an 
initial elastic limit, that is, which is not viscous, is said to be in a con¬ 
dition of plasticity in the region beyond the elastic limit in which defor¬ 
mation takes place continuously. With glass, there appears to be no 
region of plasticity, and Hooke’s law holds up to the breaking point of 
the glass. There is no accepted relation between the elasticity of a 
substance and its ultimate strength. A high value of Young’s modulus 
does not necessarily imply a large tensile strength, nor does a high 
modulus of compressibility imply a large crushing strength. Also, glass 
may be broken in any one of many different ways, by tension, compres¬ 
sion, twisting, or impact; but there is no connection between the 
numerical values of the breaking strengths as determined by these several 
methods. Indeed, it is probable that in all the various methods of 
applying stress to glass, fracture always takes place in tension. A 
failure in uniform compression is unthinkable, and fracture results from 
tensile stresses developed by the manner of applying the load. 

There is no consensus of opinion as to the conditions under which a 
body is ruptured. It has been assumed that rupture takes place when a 
maximum tension is reached; or when a maximum extension is reached; 
or when the difference between the greatest and least stresses reaches a 
maximum value. Love ^ summarized evidence tending to disprove each 
of these hypotheses, but did not attempt to replace them. The work of 
Griffith 2 on glass, and of Joffe ^ on crystals makes probable the hypothesis 
that since the true ultimate strength in tension is that determined by the 
molecular cohesion the far lower values found in practice are caused by 
surface scratches or flaws. Griffith assumed that the molecules in the 
glass orient themselves in groups such that in certain directions the 

iLove. A. E. H., “The Mathematical Theory of Elasticity/' 119, 2nd ed., Cambridee Univ. 
Press, 1906. 

“Griffith, A. A., Tram. Roy. 8oc. (London)t A, 221, 162 (1920). 

“Joffe, A. F., “The Physics of Oystals,^ McGraw-Hill, New York, 1928. See also Zwicky, F., 
Proc. Natl. Acad. Set. U. S., 15, 253 (1929). ' 
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attractive forces are minimum, and that such groupings are incipient 
flaws. Other writers have emphasized the importance of flaws and 
surface scratches, but the usual conception of such imperfections is less 
hypothetical than that of Griffith. 

Griffith proposed a theory of the fracture of glass based on the 
“theorem of minimum energy,'^ according to which the equilibrium state 
of a body deformed by surface forces is such that the potential energy of 
the whole system is a minimum. “The new criterion of rupture is obtained 
by adding to this theorem the statement that the equilibrium position, if 
equilibrium is possible, must be one in which rupture has occurred if 
the system can pass from the unbroken to the broken condition by a 
process involving a continuous decrease in potential energy.’’ Rupture 
thus involves the formation of a new surface, with a concomitant increase 
in surface energy; and mathematical analysis of the case of a rupture 
proceeding from a crack leads to the expression for the breaking stress, jB, 



in which E is Young’s modulus, T, the surface tension, o, Poisson’s 
ratio, and c the half length of the crack. A test of this expression, 
using glass bulbs and tubes, gave a mean value of J? c of 239, with a 
maximum of 251, while the value calculated from the experimentally 
determined values of E and T was 266. Calculation of the maximum 
stress at the end of the crack indicated that the maximum strength of 
the glass was of the order of 200 kilobars. This value is of the same 
order as that calculated from the “intrinsic pressure” or molecular 
cohesion, and values of the same order were found in tensile tests on 
fibers. 

The theoretical treatment of Polanyi ^ is frequently reproduced. If 
it is assumed that the elastic energy stored in a rod at the moment of 
breaking is all transformed into the energy of the two new surfaces 
formed, then l/2{Fd) = 2y; and if it is further assumed that Hooke’s 
law holds up to the breaking point, - 4E/a; in w^hich F is the break¬ 
ing stress, E Young’s modulus, d the extension at the breaking point 
of a length equal to the intermolecular distance, a, and y the surface 
tension. It will be observed that the introduction of the quantity a 
involves a further unverifiable assumption. Also, the surface tension 
is that at the interface glass:air at ordinary temperatures, and the 
extrapolation of surface tension from the temperature at which it can 
be measured to room temperature is without justification. No method 
has been devised for measuring the surface tension at the interface 
solid: air. 


* Polanyi, M., Z. Phviik, 7, 323 (1921). 
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Other methods for calculating the theoretical strength of glass have 
been proposed. Born and Lande® and Joffe*"* based their discussion 
on the electric forces in a crystal lattice. Andrade ® discussed Polanyi’s 
method and a method based on the periodic variation of shearing 
stresses in a crystal, and in addition gave an illuminating discussion of 
the problem of ultimate strength. The methods which have been pro¬ 
posed are far from satisfactory, and are in contradiction to each other 
and to experiment. Until great advance is made over our present 
knowledge the calculation of the theoretical strength of glass is even 
more uncertain than is the measurement of the strength, and suffers 
from the fault that the necessary underlying assumptions are usually 
so obscured by mathematics as to lend to the calculation an appearance 
of finality wholly unjustified by the facts. 

The strength of a great number of glass samples has been measured, 
but much uncertainty exists as to the significance of the results. Most 
of the data have been obtained with glass of unknown composition. 
Results of a satisfactory degree of concordance have rarely been obtained, 
probably because of the effect of surface scratches, as pointed out by 
Griffith and by Littleton.”^ It has been shown by Inglis ^ that stresses 
are increased around an elliptical discontinuity by twice the eccentricity 
of the ellipse; consequently surface scratches will determine the point 
of fracture and greatly reduce the apparent strength. Brodmann ^ 
increased the strength of glass by etching off the surface with hydro¬ 
fluoric acid, thus rounding out angular discontinuities. Griffith avoided 
the difficulties arising from surface flaws by using freshly drawn fine fila¬ 
ments. Littleton has devised a method for eliminating the surface effects 
in the determination of the tensile strength of glass by using a chilled 
specimen, whose surface is under strong compression. Since glass is 
much stronger in compression than in tension, when the load is applied, 
the interior layers, already under tension, reach their ultimate strength 
before the surface layers. The actual tensile strength is obtained by 
combining graphically the original stress, as determined from the strain 
pattern obtained in polarized light, with the load stress. Both Griffith 
and Littleton obtained much higher results than previous investigators, 
and it would seem probable that in most of the work recorded in the 
literature the results served to measure only the surface condition of 
the glass. 

Murgatroyd cited experiments indicating that when scratches, pro¬ 
duced with a diamond having a 130^ angle, had a width only of the 

*^30111, M., and Land4, A., Ber. deut. phy$ik. Ges., 20, 210 (1018). 

* Andrade, E. N. da C., Science Progreat, April (1036). 

T Littleton, J, T., Phya, Rev. (%), 22, 610 (1028). 

B Inglis, Proc. Inat. Naval Architecta, March 14 (1023). 

* Brodmann, C., Nachr. kgl, Oea. Wiaa. Odttingen, 44, 1804. 

Murgatroyd, J. B., /. 8oc. Glaaa Tech., IT, 260 (1083). 
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order of 5 X 10 ** cm., the effect on thermal endurance was negligible, 
but that with larger scratches the effect became apparent. Both 
Murgatroyd and Preston considered that the probability of the occur¬ 
rence of scratches, which increases with increasing diameter and length 
of the sample, is an important factor. 

Preston carried further the conception that the strength commonly 
measured is chiefly that of the surface by making the assumption that 
“strength^’ is directly proportional to cross-section area and inversely 
proportional to the perimeter. This led to the equation W — j in 
which W is the load carried, D the diameter, j, a quantity called surface 
strength/^ having the dimensions of a force per unit length, which are 
those of a surface tension. An examination of the results of Griffith 
on fibers showed a smaller range of values for j than for ^^breaking 
strength^^ in the ratio of 1:12, and a discussion of the fracture produced 
by a steel ball pressed on a disc likewise indicated the probability 
that such a physical quantity as j determines the strength of the glass. 

Milligan found that the strength of glass containing cracks was 
greatly influenced by the medium in contact with the glass surface. 
Exposure to air saturated with water or alcohol considerably reduced 
the strength. Moistening the crack with water reduced the strength 
about 20 per cent, and dry paraffin oil increased the strength by the 
same amount. An increased strength was observed in glass which had 
been dried after wetting with water, and a larger increase in strength, 
about 20 per cent, when the glass was dried after wetting with a 
dilute solution of sodium silicate. Milligan did not advance an explana¬ 
tion of the effects, but did point out that explanations based on the 
difference in the surface tensions in the various cases required more 
knowledge than exists at present in regard to the surface energies 
involved. Such hypotheses fail to explain the increase in strength 
obtained with oil, as well as the fact that wetting with water produced 
no observable effect on the strain relations around the crack. 

When a test-piece under tension is broken under such conditions that 
the initial fracture occurs in the interior, it is probable that the result 
represents the true tensile strength of the glass, or at least is not affected 
by surface flaws. Gehlhoff and Thomas assumed that the “mirror^^ 
part of a fractured surface represented a flaw, and corrected their results 
by an arbitrary assumption of 10 per cent of mirror area in the fractured 
surface. Muller further developed the thesis that the mirror area 
represents a flaw, and is to be neglected, and calculated a *^mirror-free^’ 

Preston, F. W., /. Soc. 0/o«« Tech,, 17, 4 (1938). 

M MUligan, L. H., /. Soc. Glass Tech,, 13, 851 (1929). 

M Gehlhoff, a., and Tlionias, M., Z, tech, Physik, 7, 105 (1926). 

1* Mttller, K. H. H., Z, Physik, W, 431 (1931). 
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strength from the formula Z — 



in which Z is the observed 


tensile strength, the breaking load divided by the total area, q; Zo the 
“mirror-free^^ breaking strength, considered to be a true constant of the 
material; and s the area of mirror fracture.* With rods of thickness rang¬ 
ing from about 2.5 to 4 mm., Zo showed a closer approach to constancy 
than Z. Preston and Littleton questioned the validity of the above 
treatment, and said: “Perhaps it might be well to add here that some 
authors have taken this fissure theory somewhat extravagantly. The 
fissure or flaw is essentially a microscopic or sub-microscopic object, and 
should not be confused with the whole area of the polished-appearing zone 
that surrounds it after the fracture is completed. Thus Gehlhoff and 
Thomas should not have corrected their results by a factor to allow 
for the area of this polished zone. This polished zone is simply that 
part of the advancing fracture that travelled comparatively slowly. 

The studies of Preston on the rupture of glass are helpful in the 
interpretation of the fracture surfaces. He stressed the fact that 
the head of an advancing fissure endeavors to maintain its direction at 
right angles to the principal tension at its advancing head. “A smooth, 
bright (polished) fracture indicates that the parting of the glass is not 
violent—contraction flaws that form slowly have bright clear fractures— 
whilst the hackly fracture indicates a more sudden shock. The coarser 
the hackle the more violent and sudden was the parting of the glass. 

The preceding discussion has referred chiefly to the tensile strength of 
glass. Compressive strength refers to the destruction of the specimen 
by a unidirectional thrust, which produces both a compression and a 
shear. Failure under uniform compression is difficult to conceive, and 
would require stresses sufficient to affect the fundamental atomic forces. 
In compression tests the material actually breaks in tension, either 
that resulting from the normal stress distribution or that developed in 
the surfaces to which the load is applied. 

The manner of applying the load is important. When the press is 
set up with precision, and the surfaces are accurately ground, greater 
strength is obtained with bearing surfaces of harder metals. Softer 
metals flow parallel to the surface of the glass, causing a tearing action. 
In commercial practice, however, it is not usually practicable to use a 
ground and polished surface contact. In this case the hardened metals 
tend to localize the pressures on their points of contact, and hence the 
softer metals are found to give better results. The soft metals flow, 
and thus equalize the distribution of pressure. 


♦ Cf. Apelt, p. 336. 

Preston, F. W., and Littleton, J. T., /. Soc. Ola»$ Tech., 13, 336 (1929). 

»Preston, F. W., /. Soc. Olaas Tech., 10, 234 (1926); /. Am. Ceram. Soc., 9, 654 (1926); /. Am. 
Ceram. Soc., 14, 419 (1931). 
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Definitions and Units 


The usual methods of loading a test-piece to destruction lead to 
definitions of tensile, crushing, and bending strength. The tensile and 
crushing strengths are each defined as the stress per unit area at the 
destruction limit. The bending strength is usually stated in terms of 
the modulus of rupture, J3, which for the case of a rectangular bar of 
width b, height /i, resting on two parallel edges a distance I apart and 

3pl 

loaded at the middle point by a force p becomes B 


2bhr' 


and for a rod 


of circular cross-section becomes B 
cross-section. 




in which r is radius of circular 


The strength of glass is a stress intensity, which in practice is usually 
expressed as mass per unit area, the mass being used as a unit of force. 
The dimensions of the number giving the strength of glass are accord¬ 
ingly the same as those of a modulus of elasticity, as are also the con¬ 
version factors. These are given in Table XII. 2. In the following 
tables and discussions the unit commonly used is the same as that used 
in the discussion of elasticity, namely, the bar. 


One-Component Glasses 

Of the various pure oxides that can be obtained in the glassy state, 
only silica has been measured for its mechanical strength. The data 
in the literature have been discussed by Sosman,^^ and summarized as 


Table XIII. 1 —Strength of Silica Glass 
{After Sosman) 


Strength usually to be expected in small 

sijecimens . 

Maximum observed . 


Tensile 

Strength 

Crushing 

strength 

Bending 

Strength 

(Bars) 

(Bars) 

(Bars) 

3 to 8 

19.5 


11.5 

22.6 

0.675 


shown in Table XIII. 1. The tensile strength given here is that of fibers, 
and is much greater than the usual values for strength of larger samples. 

Two- and Three-Component Glasses 

The only systematic experiments on the strength of glasses as a func¬ 
tion of the composition are those of Gehlhoff and Thomas, discussed in 
detail below. The strengths of a few other two- and three-component 
glasses are included in the tables under multi-component glasses, but 
they represent incidental, not systematic, determinations. 

Sosman, R. B., ‘The Properties of Silica/’ Chemical Catalog Co. (Reinhold Publishing 
Corp.), New York, 1027. 
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Gehlhoff and Thomas made an extensive series of measurements on 
glasses derived from the two-component glass 0.18 Na 20 , 0.82 Si 02 , by 
replacement of Si 02 by CaO, B 2 O 3 , BaO, AI 2 O 3 , PbO, K 2 O, Na 20 , {Si 02 , 
MgO, ZnO, Fe 203 ); the order given is that of decreasing effect on the 
tensile strength, and the oxides in parentheses had but little effect. This 
order does not agree with that of Winkelmann and Schott. The results 
are summarized in Fig. XIII. 1 . In general, the initial effect of any of 
the substituting oxides was to increase the tensile strength. The oxides 
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Figuke XIII. 1. —Tensile Strength of Experimental Glasses. After Gehlhoff 

and Thomas. 


included in the parentheses above had little effect, and it is not certain 
that there was a real diminution in strength. Also, several of the curves 
rise to a maximum, then fall; continued addition of any of these oxides 
results first in an increase, then in a diminution of strength. 

Measurements of bending strength were made by supporting the test 
rods on knife edges 10 cm. apart, and applying the load by adding mer¬ 
cury to a receiver hung from a third central knife edge. The rods were 
always elliptical in cross-section, and the bending strength was calculated 
from the formula F = {PX)/{a^h)i in which F is the bending strength, I 
is the distance between supports, a and h are the major and minor axes 
of the ellipse, and P is the load. The results are summarized in Fig, 
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Figure XIII. 2. —Bending Strength of Experimental Glasses. After GehJhoflf 

and Thomas. 



Figure XIII. 3. —Crushing Strength of Experimental Glasses. After Gehlhoff 

and Thomas. 
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XIII. 2. The order of the oxides in respect to their effect on the bending 
strength is: CaO, BaO, ZnO, MgO, B 2 O 3 , Si 02 , AI 2 O 8 . The alkalies 
have little effect in small amount, but the curves are strongly concave 
upward, and the bending strength at 30 per cent alkali is almost twice 
that at 10 per cent. Greene* pointed out that the formula used by 
Gehlhoff and Thomas was in error, a factor of 8 in the numerator being 
omitted, and that the values obtained by them for bending strength 
should be multiplied by 8 . 

Measurements of crushing strength were made with polished glass 
plates 1.5 to 2 mm. thick, and about 4 mm. square. Even with the most 
careful adjustment of the apparatus the results often varied 15 per cent 
from the mean, and as a rule the variation was 5 per cent. The results 
are summarized in Fig. XIII. 3. The alkali oxides have the greatest 
effect in diminishing the crushing strength, and there is no relation 
between the observed crushing strength and the tensile strength. The 
order found for the oxides is: AI2O3, (Si 02 , MgO, ZnO), B2O3, Fe 203 , 
(BaO, CaO, PbO), NaoO, K 2 O, the oxides in parentheses having about 
the same effect. 

Multi-component Glasses 

Little systematic information exists as to the effect of chemical com¬ 
position on the strength of glass. The early experiments of von Kowal¬ 
ski were made on glass of unspecified composition, and serve only to 
give a possible order of magnitude. The work of Winkelmann and 
Schott was more comprehensive, and included determinations of tensile 
and comprehensive strength of a number of the same glasses discussed 
under elasticity; their values for the tensile and compressive strength are 
included in Table I. 2. The value given for the tensile strength repre¬ 
sents the maximum obtained; the minimum values were from 4 to 22 
per cent lower. Winkelmann and Schott gave factors for calculating 
tensile and compressive strength from chemical composition. The cal¬ 
culated strengths agreed with the observed ones to within about the same 
percentage error as the observations agreed among themselves, that is, 
to about 20 per cent, but did not agree with the results of other 
observers. 

Some additional determinations of the compressive strength of a few 
Schott glasses made by FoppP® are included in Table I. 2 ; the deter¬ 
minations were fewer and less concordant than those of Winkelmann 
and Schott. 

* Oreene, C. H., /. Am. Ceram. Soc., 15, 59 (1932). 

18 Kowalski, J. v., Ann. Physik Chem., 35, 807 (1889); 39, 155 (1890). 

1® Winkelmann, A., and Schott, O., Ann. Phyaik Chem., 51, 697 (1894). 

*8F5ppl, A., Sitzber, math.-physik. Klaaae Akad. Wiaa. Miinchen, 3, 505 (1911); abstract in 
Z. Instrumentenk., 32, 211 (1912). 
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Williams made an extensive study of the transverse strength of 
5000 samples of glass used for glazing purposes, on strips 18 X 2 inches, 
using a 16-inch span, and gave the following values: single or double 
strength window glass and 26-oz. clear sheet glass, 0.48 kilobar (7000 
pounds per sq. in.) ; 29 to 39-oz. or i\-in. clear sheet or J-in. plate, or 
rolled sheet and wire glass, 0.45 kilobar (6500 pounds per sq. in.). 

Holland and Turner made tests on specimens 10 cm. long (effective 
length between knife edges 7.6 cm.), and 0.4 to 1.2 cm. wide, cut from 
14-oz. flat drawn sheet glass, with the length of the specimen at right 
angles to the direction of drawing. The specimens tested either had 
their sides (1) ground and polished, (2) ground, polished, and fire- 
polished, or (3) had their diamond-cut edges in tension. The char¬ 
acteristic fracture was V-shaped. The results could be represented by 
the equation strength (kg./cm.^) - c + m/d, in which c and m are 
constants, and d is the width of the specimen in centimeters. Values of 
the constants were: (1), c — 480, 77i =67; (2) 766 and 219; (3) 451 
and 89. 

Table XIII. 2 —Properties of Some Miscellaneous Glasses 


After Leer enter 

Tensile CrushinR Auer- Volume (oc.) 
Strength Strength bach removed by 
in in Hard- 1 min. 

Density Kilobars Kilobars ness grinding 


Al-Os 

eaO PbO FeaO;, 


No. 

SiO.. 

NaoO 

K,.() 

1 

55.20 


9.92 

2 

49.17 


9.39 

3 

58.35 

7.87 

3.91 

4 

61.74 

7,40 

1.38 

5" 

61.00 

11.24 


6 

71.66 

13.85 


7 

67.91 


20.52 

8 

72.04 

17.02 


9 

73.08 

15.84 


10 

72.19 

15.62 


11 

73.26 

14.43 


12** 

68.43 

15.83 

3.40 



34.81 

0.25 

3.227 


41.17 

0.25 

3.342 


29.42 

0.30 

3.006 

3.73 

25.00 

0.60 

2.971 



0.60 

2.876 

11.48 

2.41 

0.50 

2.541 

10.82 


0.60 

2.497 

10.19 


0.60 

2.521 

10.33 


0.60 

2.504 

11.38 


0.50 

2.547 

11.71 


0.45 

2.513 

8.03 


0.65 

2.503 


0.581 

8.36 

265 

1.696 

0.544 

7.93 

262 

1.593 

0.606 

8.49 

233 

1301 

0.694 

8.78 

202 

1.069 

0.692 

7.58 

231 

0.964 

0.890 

8.98 

133 

0.933 

0.918 

8.57 

243 

0.888 

0.870 

8.99 

134 

0.854 

0.880 

9.11 

141 

0.794 

0.896 

9.02 

130 

0.754 

0.905 

9.14 

131 

0.733 

0.802 

8.77 

226 

0.544 


« Contains 29.61 % BaO Contains 2.51%BaOn. 

In addition each glass contained about 0,15% AsgOf 


Lecrenier^s determined the tensile and compressive strength of the 
glasses of Table XIII. 2. No information was given as to the degree of 
concordance of the observations. 

The method devised by Littleton for diminishing the effect of 
scratches has already been mentioned. The tests were made on a bar 
of glass, cut from the middle of a slab which had been treated in such 
a way as to leave the upper and lower surfaces of the bar under high 
compression, while the inside was in tension. When such a bar was 

Williams, A. E., /. Am. Ceram. Soc., 6, 980 (1923). 

“Holland, A. J., and Turner, W. E. S., J. Soc. Glass Tech., 20, 72 (1936). 

“Lecrenier, A., quoted by Le Chatelier, H., **Kieselsaure und Silicate,” 246, Leipzig, 1920. 

M Littleton, J. T., Phys. Rev., 22, 610 (1923). 
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broken by bending, the tension introduced in the lower surface was 
largely neutralized by the initial compression, so that the maximum 
tension was not in the lower surface, but in a zone nearer the neutral 
axis. The actual tensile strength was obtained by combining graphically 
the original stress, as determined from the strain pattern obtained in 
polarized light, with the load stress. Table XIII. 3 gives the results 
obtained by Littleton with two glasses, a borosilicate and a lead glass. 


Table XIII. 3—The Strength of Glass by Littleton’s Method 


Annealed 

— Borosilicate-^ 

-Strained-. 


f 

Annealed 

— Lead Glass- 

f -Strained 


Tensile 


Tensile 


Tensile 


Tensile 

Strength 

Initial 

Strength 


Strength 

Initial 

Strength 

(Kilobars) 

Compression 

(Kilobars) 


(Kilobars) 

Compre.ssion 

(Kilobars) 

1.052 

0.844 

1.392 


0.667 

1.176 

1.329 

0.573 

1.010 

1.628 


0.744 

1.098 

1.314 

0.692 

0.863 

1.412 


0.814 

0.991 

1J216 

0.755 

1.154 

1.418 


0.559 

1.077 

1.206 

0.585 

0.954 

1.405 


0.537 

1.356 

1.363 

0.706 

0.832 

1.188 


0.705 

1.274 

1.172 

0.612 

1.039 

1.377 


0.751 

1.246 

1.098 

0.717 

1.050 

1.637 


0.849 

1.113 

1.094 

0.630 

0.982 

1.520 


0.688 

1.283 

1.051 

0.767 

0.852 

1.439 


1.185 

0.952 

1.138 




Mean 




0.706 

0.977 

1.445 


0.747 


1.198 



Mean deviation from the mean 



13.3% 


620% 


16.0% 


7.3% 


By making the tests in this manner, the concordance of the results 
is greatly increased, as shown by the smaller value of the mean variation 
from the mean, and the tensile strength is about doubled. The higher 
the initial compression the higher the value of the tensile strength 
obtained, and it is probable that even these results do not represent 
the true tensile strength of glass free from the effect of surface imper¬ 
fections. 

Gooding measured the tensile strength of glass of the percentage 
composition: Si02, 73.80; Na20, 16.00; MgO, 0.09; CaO, 8.85; AUOg, 
0.75; Fe208, 0.04. The specimens were rods, approximately 1 mm. in 
diameter, with constrictions in their middle portions; these constrictions 
were made by heating under load. The type of fracture obtained 
depended on the observed strength; a fracture surface which was largely 
smooth was associated with a lower value of tensile strength than one 
which was rough. The most common type of break (observed in 60 to 
70 per cent of the specimens) was described as: ^^one edge very rough, 
the rest smooth, giving the appearance of a ^castle on a hill.’ Between 

»Ck)oding. E. J.. /. Soc, Olau Tech., U, U& (1932). 



' STRENGTH 331 

the very rough and smooth sections is a narrow zone of smaller ‘hackle/ 
The strength was found to increase with decreasing diameter, an effect 
similar to that observed by Griffith with smaller fibers. Acid polishing 
and matt etching considerably increased the strength. The strength 
did not appear to be affected by the presence of sulfurous acid fmnes 
during annealing, by the temperature at which the constriction was made, 
or by different loading methods. 

Strength of Fibers 

Griffith studied the tensile strength of fibers of the composition 
Si 02 , 69.2; KoO, 12 . 0 ; Na^O, 0.9; AI 2 O 3 , 11 . 8 ; CaO, 4.5; MnO, 0.9, and 
found that it was affected (1) by the maximum temperature to which the 
glass was heated before drawing the fibers, the best results being obtained 
when the glass was heated to from 1400° to 1500°; (2) by the tempera¬ 
ture during drawing of the fibers, low results being obtained when the 
fiber was allowed to get too cold; and (3) by the age of the fiber, strengths 
as high as from 15.2 to 62 kilobars having been observed in fibers up to 
0.5 mm. in diameter within a few seconds after preparation. The 
amount of stress was computed from the angle to which the fibers could 
be bent before breaking. The strength diminished with time, reaching 
a steady state after a few hours. The experiments listed in Table XIII. 4 


Table XIII. 4—Strength of Glass Fibers 
After Griffith 


Diameter 

Tensile Strength 

Diameter 

Tensile Strength 

(mill.) 

(Kilobars) 

(mm.) 

(Kilobars) 

1.016 

1.715 

0.0241 

8.053 

0.1067 

2.912 

0.0191 

9.227 

0.0706 

3.498 

0.0178 

11295 

0.0671 

4.413 

0.0152 

12.72 

0.0508 

5.480 

0.0142 

10.60 

0.0470 

6.094 

0.0127 

13.41 

0.0444 

5.688 

0.0097 

15.98 

0.0355 

5.868 

0.0066 

22.83 

0.0335 

6.850 

0.00418 

34.30 

0.0292 

6.109 

0.00330 

33.83 


were made on fibers which had been aged 40 hours. Results of the same 
order of magnitude were obtained in experiments on cracked bulbs and 
plates. 

Onnes and Braak^*^ determined the tensile strength of fibers of 
Thuringian glass, of unknown composition, at ordinary temperature 
and in liquid air. Their results are assembled in Table XIII. 5. The 
annealed fibers showed a slight decrease in strength, and the low-tem- 


Griffith, A. A., Trans. Roy. 80 c. (London^ A, 221, 168 (1920). 

»rOniiea, H. K., and Braak, C., Verslag. Akad. Wetenschappm (Amsterdam), 16, 890 (1907-8). 
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perature tests showed a marked increase in strength. The interpreta¬ 
tion of this latter fact is uncertain because of the fibers having been 
immersed in liquid air, and it is possible that liquid air tended to 
increase the strength in the same manner that Milligan found dry paraffin 
oil to increase the strength of glass. Onnes and Braak mentioned the 
difference in appearance between the fracture at ordinary temperature 
and in liquid air. The order of magnitude of their results agreed with 


Tablk XIII. 5—Strength of Glass Fibers 


Ajter Oniwfi and Braak 




Tensile 



Tensile 

Load 

Diameter 

Strength 

Load 

Diameter 

Strengl.h 

(grams) 

(mm.) 

(Kilobars) 

(grams) 

(mm.) 

(Kilobars) 



Unannealed fibers 



257.6 

0.119 

2.26 

2615 

0.424 

1.80 

496.5 

0.192 

1.72 

2785 

0.446 

1.74 

457.8 

0.384 

1.24 

1425 

0.351 

1.44 

2325 

0.384 

1.94 

1635 

0.370 

1.72 

1175 

0.257 

2.22 

1325 

0.325 

1.57 

1475 

0.325 

1.73 

1555 

0.298 

2.21 

1695 

0.311 

2.20 

2335 

0.370 

2.11 

4105 

0.487 

217 

Mean 


1.936 




Mean 

deviation 

12.6% 



Annealed fibers 



2920 

0.438 

1.90 

1910 

0.325 

2.29 

3530 

0.597 

1.23 

1760 

0.322 

2.12 

2120 

0.532 

0.94 

2850 

0.445 

1.80 




Mean 


1.715 




Mean 

deviation 

25% 



Fibers at liquid air 

temperature 


1993 

0.280 

3.18 

2498 

0.297 

3.52 

2653 

0.372 

2.38 

2055 

0.286 

3.13 

2523 

0.290 

3.75 

3550 

0.359 

3.44 

1293 

0.236 

2.89 

3865 

0.396 

3.07 




Mean 


3.17 




Mean deviation 

10% 


those of Griffith for fibers within the same range of diameters, but 
there was no tendency in Onnes and Braak^s results toward an increase 
of strength with decreasing diameter, the outstanding feature of Griffith's 
results. 

Strength of Glass Tubes 

In addition to the above, a number of experiments have been made 
on the bursting strength of glass tubes. Among those who have deter¬ 
mined such bursting strengths are Heydweiller,^® Schott and Hersch- 

“Heydwemer, A., Ann. Physik Chem., 84 , 725-34 (1898>. 
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Table XIII. 6 —^Bursting Strength of Glass Tubes 




After Onnes and Braak 



-Diameters-v 



Maximum 

External 

Internal 


Bursting 

Fiber 

2 R 

2 R' 


Pressure, 

Stress 

(mill.) 

(mm.) 

n = R/W (Kilobars) 

(Kilobars) 


Scries 1. 

Thick-ivnlled tubes of large diameter 


9.3 

3.5 

2.66 

0.344 

0.527 

8.8 

4.0 

2.20 

0.284 

0.481 

8.7 

4.2 

2.07 

0.233 

0.413 

9.4 

3.2 

2.94 

0.274 

0.402 

9.2 

3.0 

3.07 

0.385 

0.559 

9.7 

4.2 

2.31 

0.375 

0.618 

10.4 

4.0 

2.60 

0.243 

0.375 

12.8 

5.8 

2.21 

0.263 

0.445 

17.6 

5.0 

3.52 

0.294 

0.411 




Mean 

0.470 




Mean deviation 

14.4% 



Series Capillary tubes 



7.4 

1.0 

7.40 

0.515 

0.661 

6.8 

1.0 

6.80 

0.425 

0.546 

7.2 

0.27 

27.78 

0.466 

0.581 

6.5 

0.35 

18.57 

0.507 

0.633 

6.7 

0.24 

27.92 

0.547 

0.654 

6.7 

0.24 

27.92 

0.810 

1.012 

6.7 

0.24 

27.92 

1.115 

1.392 

6.7 

1.08 

6.20 

0.537 

0.694 

5.9 

0.70 

8.43 

0.689 

0.876 

5.8 

0.46 

12.81 

1.213 

1.530 

5.0 

0.62 

9.52 

0.831 

1.053 

5.3 

0.46 

11.52 

0.932 

1.173 

5.5 

0.46 

11.96 

1.074 

1.370 

6.6 

1.00 

6.60 

0.668 

0.861 

7.2 

1.40 

5.14 

0.527 

0.693 

6.4 

1.35 

4.74 

0.527 

0.699 




Mean 

0.902 




Mean deviation 

27% 


Series 

3. Thiu^walled lubes of large bore 


3.8 

3.42 

1.57 

0.287 

0.698 

5.6 

4.00 

1.40 

0.195 

0.695 

6.4 

4.78 

1.34 

0.224 

0.769 

6.9 

3.91 

1.76 

0.333 

0.692 

7.4 

5.11 

1.45 

0.181 

0.511 

7.9 

5.46 

1.45 

0.159 

0.448 

3.5 

2.26 

1.54 

0.264 

0.665 

6.8 

5.13 

1.32 

0.206 

0.737 

7.4 

5.19 

1.43 

0504 

0.592 

6.8 

5.78 

1.18 

0.067 

0.376 

3.8 

2.42 

1.57 

0.382 

0.931 

3.8 

2.50 

1.52 

0581 

0.721 

6.0 

4.37 

1.37 

0.181 

0.584 

6.8 

4.37 

1.37 

0.171 

0.523 

7.3 

5.62 

1.30 

0.110 

0.414 

7.8 

7.31 

1.067 

0.055 

0.745 

6.8 

5.17 

1.31 

0.161 

0.590 




Mean 

0.628 




Mean deviation 19.6% 
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kowitsch,^® Bradley and Browne,^® Onnes and Braak,^^ and Roebuck/’*^ 
None of these gave the composition of the glass used, and as the experi¬ 
ments of Onnes and Braak were more extensive than any others, and 
agree with the others in order of magnitude of the bursting strength, they 
are given in detail in Table XIII. 6. 

The glass used was described as an ordinary Thuringian glass, and 
was the same as was used for the tensile tests on fibers mentioned above. 
Three groups of experiments were made: (1) with thick-walled tubes; 
(2) with thick-walled tubes of small internal diameter, i.e., capillary 
tubes; and (3) with thin-walled tubes of large bore. The data were 
reduced to a comparable basis by calculating the maximum fiber stresses 
from the formula 

in which Tm is the maximum fiber stress, is the bursting pressure, and 
n is the ratio of external to internal radius, R/R'. In deriving this 
formula, Poisson’s ratio was assumed to be 0.25. It will be observed 
that the results were irregular, and that in no case did the maximum 
fiber stress approximately equal the tensile strength found by Onnes and 
Braak for fibers. (Table XIII. 5.) 

Wartenberg^^ tested a Thuringian glass and three Schott glasses, 
“Supremax,” ^‘Durax,” and ‘^Gerateglas 20,” of varying diameter, wall 
thickness 0.9 to 1.0 mm. The relation used to calculate fiber stress (T) 
from bursting pressure (P) and from outer and inner radii (r^ and re) was: 

P T 

[ra^ + nt 

The maximum fiber stress {T) should have been independent of r, but 
there was a marked variation, different for Supremax and Duran. Aver¬ 
age values of T at 20° in kg./cm.^ for tubes 10 to 25 mm. in diameter 
were: Supremax, 500 30; Duran, 650 30; Gerate 30; Thurin¬ 
gian, 480 50. When Supremax was etched or was scratched with 

corundum, the strength was unaltered; but diamond scratches caused 
breaking. The form of the fused end was without influence. 

Effect of Strain on the Strength of Glass 

If the ordinary experiments on the breaking strength of glass measure 
“not the strength of glass, but the weakness of the surface,”®^ any 

•Schott, O., and Hersohkowitsch, M., Z. Ver, deut, Ing,, 45, 3d9>43 (1901). 

•Bradley, W. P., and Browne, A. W.. /. Phy9. Chern,, 8 , 37-55 (1904) 

•Onnes, H. K.. and Braak, C., Verhandel. Akad. Weten^cfmppen Amsterdam, Aided, Natuur- 
kwide, i§, 890-97 (1907-8). 

•Roebuck, J. R., Phj/s. Rev., 28, 284-78 (1909). 

“ Wartenberg, H. v., Greiner, B., Tabaeznik, Z., Janeszewski, D., and Krawutsohke, A., Z. tech. 
Physik, 13, 479 (1932). 

•Quoted from Littleton, J. T., by Preston, F. W., /. Soc. Glass Tech., 17, 4 (1933). 
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method of improving the condition of the surface should increase the 
strength. This was the basis of Littleton^s method for measuring the 
strength of glass; and was the explanation of the results of Schott®® 
on compound and on thermally toughened glass. The same hypothesis 
explains the ^‘toughened'^ glass developed in recent years, and most 
extensively used for automobile windshields, especially in Europe. The 
effect of strain on the strength of glass has been studied by several 
observers. 

The work of Berndt was done primarily to determine the effect of 
strain on the properties of glass. His first experiments were made on 
compressive strength, using a plate glass of unspecified composition and 
a borosilicate crowm, near No. 4, Table III. 4. The strained glass was 
found to be about seven per cent stronger. Later experiments, using 

Table XIII. 7—Effect of Strain on the Strength of Glass* 


Alter Berndt 

f -Strained —;--Annealed—;- 

Glass Mean Maximum Mean Maximum 

Tensile Strength (KUobars) 

Sawed . 0.746 0.776 0.619 0.678 

Molded . 0.589 0.648 0.619 0.678 

Crushing Strength (KUobars) 

Sawed . 14.92 18.06 13.92 16.60 

Molded . 15.12 16.00 17.77 20.53 

Bending Strength (KUobars) 

Sawed . 0.677 0.756 0.845 0.864 

Molded . 1.109 1.255 1.060 1.100 


* Composition near Table III. 4, No. 8. 


the same borosilicate crown, w^ere more extensive. In these, pieces of 
glass prepared in two different w^ays were used. The first samples were 
made by sawing from a slab, in which the strain was about 50 m/i, but 
the sawed test strip was found to have a strain of only 1 in«, an effect 
which is commonly observed, A second set of samples was accordingly 
prepared by molding into shape. With both sets, experiments were 
made both on well annealed specimens, strain about 1 m^M, and on badly 
annealed specimens, strain about 50 m//. The results are in Table 
XIIL 7. 

Littleton and Preston discussed the theory of thermally toughened 
glass, and showed that by producing a strongly compressed surface layer 
it is possible to increase the tensile strength of glass rods or bars by 50 

* Hoveetadt-Everett, *'Jena Glass/* Macmillan, New York, 1902. 

“Berndt, G., Ber. deut, physik, Oes., 19, 814 (1917). 
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per cent, the bending strength by at least 150 per cent, with a theoretical 
limit of 230 per cent. 

Meikle compared the bending strength of a thermally toughened 
glass, known as “Armourplate,'^ or ^^Securite,’^ with untreated glass of 
the same composition. He used sheets 45 X 10 inches, supported on 
steel bars spread at 36-inch centers, and loaded midway between sup¬ 
ports. The breaking strength, in pounds per square inch, for J-inch 
Armourplate, was 24,980; for 3 %-inch, 27,160; and for untreated glass 
the corresponding values were 5,420 and 6,890. 

Apelt and Thierbach studied the effect on the strength of deform¬ 
ing the rods under load below the annealing temperature, but were not 
able to establish a significant difference in the “mirror-free” strength,* 
although the area of mirror fracture was altered. Apelt also found that 
the chief difference between annealed and unannealed glass was in the 
amount of mirror fracture. 


Table XIII. 8— Effect of Rate of Loading on the ^‘Practical” and 
“Ultimate” Strength of Glass Rods ♦ 




Ajter Apelt 



Rate of 


Practical 

Ultimate 



loading 

Area of 

strength 

strength 

100 is/q) 

No. of 

(sec./kg.) 

rod, q 

Z 


and range 

te.st8 

0,95 =*= .1 

1.31 ± .15 

13.1 ± 1.3 

14.1 ± 1.2 

6.8 (3.4-10.0) 

14 

15 ± .1 

1.37 ± .08 

12.0 ± 1.0 

12.9 ± 0.9 

7.1 (55-10.9) 

8 

6.5 ± .02 

1.34 ± .25 

11.5 ±2.3 

13.3± 1.7 

14.5 (5-33.6) 

19 

150 36 

1.39 ± .09 

8.3 ± 0.4 

11.4 ±0.8 

275 (19.9-34.9) 

5 

306 ± 42 

U2 ± .14 

7.9 ± 1.4 

12.6 ± 1.7 

34.6 (10.9-58.9) 

10 

480 ± 72 

1.40 ± .16 

7 .9 ±1.0 

115 ±1.1 

27.9 (13.2-74) 

13 

660 72 

1.45 ± .53 

7.5 ± 1.5 

12.9 ± 2.0 

385 (19-63) 

5 

990 ±240 

1.48 ±.19 

7.6 ± 0.9 

11.9 ±0.6 

44.7 (29-68.4) 

4 


*Unit: kg./mm.* 


Effect of Duration of Loading on the Strength of Glass 

The effect of long duration of load on the breaking strength was 
studied by Grenet,^^ using a plate glass from St. Gobain. The first 
experiments were made by loading in the middle strips, 3 X 25 mm. in 
section, with smoothed edges, supported at each end; the numbers given 
represent the mean of 20 observations agreeing to 15 per cent. 


Duration of Ix>ad 
40 hours 
2 hours 
40 minutes 
1 second 

♦ Cf. Muller, p. 323; Apelt, p. 324. 

« Meikle, J., J. 8oc. Glass Tech., 17, 149 (1933). 

«• Apelt, a., Z. Physik, 91, 336 (1934). 

»Thierbach, Q., Z. Physik, 91, 844 (1934). 

"Grenet, L., BvU. 8oc. Encouragement, 4 , 839 (1899). Cited by Le C!liatelier, H., “La Silice et lea 
Silicates," 309, Paris, 1914. 


Breaking Strength 
(laiobar) 

0.33 

0.42 

0.47 

0.72 
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In a second series of experiments, in which the load was left on until 
the piece broke, the following results were obtained. 


Load in kilobars 
0.3 
0.25 
0.20 


Broke after 

2 days 

3 months 
Did not break in 

4 months. 


Preston translated the original paper by Grenet, which contained 
interesting experimental detail. A ^^test plate’' was placed on the speci¬ 
men and illuminated by sodium light, thus giving a sensitive measure 
of deformation. ‘While the specimen was being loaded, the deflection of 
the glass produced a displacement of the fringes, and as soon as . . . 
the load became constant, the fringes ceased to move. 

“When a load of six kilograms was reached, corresponding to a stress 
of four kilograms per square millimeter, no further load was added; 
thereupon the fringes ceased to move and at the end of two or three 
minutes fracture took place. 

“While the last kilogram was added, 70 fringes were observed to pass 
(black band to black band, extinction to extinction); no displacement 
of the fringes was observed from the moment the writer ceased to add 
weight until the moment of fracture. 

“As a movement of one-quarter of a fringe would certainly have 
been detected, it is seen that if there had been a permanent deformation 
(or creep) it must have been of the order of magnitude which corre¬ 
sponds to a very small increment of elastic deformation; in fact, the 
permanent set must have been less than the deflection caused by adding 
three and one-half grams weight." 

Preston reports the following average breaking strengths for 20 speci¬ 
mens, in pounds per square inch. The plate glass used was of high qual¬ 
ity, polished on the faces, diamond-cut on the edges, the diamond mark 
being on the compression face in a transverse test of the specimen, which 
was roughly one-fourth inch thick, two inches wide and 16 inches between 
supports. It had the percentage composition: Si 02 , 71.32; Na 20 , 13.00; 
CaO, 13.34; MgO, 0.23; Na 2 S 04 , 0.95; NaCl, 0.73; AS 2 O 5 , 0.17; FegOa 
+ AI2O3, 0.20. 


Duration of test . 5 sec. 1 rain. 30 min. 4 hours 

Average breaking strength . 11,900 8,600 6,000 5,420 

Similar results were obtained on a Foucault window-glass. 

“The tests of long duration are particularly important, because it is 
far from clear whether the strength declines to some finite limit or 

« Qrenet, L., loc. cit. Abridged tranalation by Preston, F. W., Gla&8 Ind., 15, 277 (1984), supple¬ 
mented in /. Am. Ceram. Soc., 18, 220 (1935). 
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whether it actually goes to zero on a very long test. . . . Several experi¬ 
menters have suggested that the strength declines to about one-half; 
Littleton, in conversation, has suggested one-third; the present writer 
is inclined to think the ultimate strength may be zero.’’ 

Effect of Temperature on Strength 

Little is known about the effect of temperature on the strength of 
glass. At ordinary temperatures Hooke’s law appears to hold for glass 
up to fracture, and there is no region of plasticity. There is no evidence 
that with increased temperature a region of plasticity develops. As the 
temperature is increased, the diminution of viscosity makes the strength 
evanescent for loads of a duration decreasing with increasing tempera¬ 
ture. This is illustrated by the results obtained by Laubengayer on 
the collapsing temperatures of glass tubes of 13 mm. bore and 1.8 mm. 
wall-thickness, heated at 3"^ C. per minute, either open to the air or 

Table XIII. 9— Collapsing Temperatures of Glass Tubes 
After Laubengayer 

, -Temp, r C)-, 


Glass Open E^'acuated 

Soft soda-lime, Greiner and Fredericks. 700 585 

Resistance, Greiner and Fredericks. 750 635 

Pyrex, Corning Glass Works*. 820 670 

Bohemian Combustion . 860 740 

Moncrieff Combustion . 820 770 


* This probably refers to Pyrex chemical re-sistant glass, Table III. 3, No. 20. 

evacuated to 3 mm. pressure. The results are assembled in Table XIII. 9. 

Wartenberg tested glass tubes under internal gas pressure at tem¬ 
peratures 40° to 50° below the ‘Transformation point,” and found that 
they withstood for the duration of the experiment (one hour) 80 per 
cent as much pressure as at 20°. He concluded that glass retains its 
strength undiminished up to the transformation point. 

Brittleness 

Brittleness is a term descriptive of the tendency of some substances 
to break or shatter when subjected to a stress exceeding the elastic limit, 
in contrast to the gradual and continuous deformation of a plastic sub¬ 
stance under similar conditions. The term usually implies a shattering 
under sudden stress, and does not admit of precise definition or mea¬ 
surement. 

Preston*^ listed the following requirements for a brittle substance: 

^Laubengayer, A. W., Ind. Eng. Chem., 21> 174 (1929); Glass, 6, 111 (1929). 

^Wartenberg, H. v., Greiner, B., Tabacanik, Z., Janeszewski, D., and Krawutsohke. A., Z. tech. 
Physik, 13, 479 (1932). 

"Preston, F. W., /. Ain. Ceram. Soc., 15, 176 (1932). 
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1. It must fail in tension and not in shear. This is equivalent to saying 
that the material breaks before it flows^ and rules out ductile 
materials. 

2. It should have a high value of the elastic modulus. This qualifica¬ 
tion is a matter of degree, and implies that the material fails at com¬ 
paratively low strains. This rules out jellies. 

3. It should have a fairly high tensile strength; otherwise the material 
is friable rather than brittle. 

4. The material must be capable of developing forked fractures from 
internal stress. That is, a single fissure must be capable of develop¬ 
ing “radiants’^ of fissures, which are formed only when the fissure is 
travelling with explosive violence. 

Brittleness usually is considered to be measured by the impact 
strength, or the energy required to destroy by impact, a formulation 
which is not consonant with the implications of brittleness. Foppl 
defined brittleness as the ratio between compressive strength and impact 
strength, while Knapp used the ratio of tensile strength to the product 
of the coefficient of expansion and Young's modulus. Most attempts to 
measure brittleness involve the measurement of the impact strength, or 
of the kinetic energy absorbed in breaking, but unanimity as to the cal¬ 
culation and dimensions of this quantity does not exist. Foppl subjected 
the glass to a series of blows the kinetic energy of which increased in 
geometrical progression, and used the total energy of the series of blows 
in his calculation. A similar procedure was followed by Gehlhoff and 
Thomas.^*"^ Graf,^^ Welter,^® Williams,^^ and Guyer used the energy of 
the final blow. Both Williams and Guyer used the formula ascribed to 
L. B. Tuckerman, 

ISEW/Al, 

in which the letters stand for the impact modulus in ft.-lb. per sq. inch. 
Young's modulus, the work in ft.-lb. expended to obtain a break, area 
and length, respectively. Preston^® showed this formula to be dimen¬ 
sionally inhomogeneous and identical with the square of the maximum 
fiber stress. He used the square root of the above expression as the 
modulus of impact, thus obtaining a quantity directly comparable with 
the modulus of rupture, or tensile strength obtained in static tests. 

. the maximum stress produced by the impact should be recorded. 
An impact produces vibrations, and the loop and node effects may result 
in stresses distinctly different from those calculated by the simple 

^Preston, F. W., /. Am. Ceram. Soc., 14, 419 (1931). 

“Knapp, O., Glashutte, 59, 146 (1929). 

«Graf, 0,. Glaatech. Ber., 3, 153 (1925). 

“Welter, G., Z. Ver. deut. Ing., 70, 773 (1926). 

“Guyer, E. M., /. Am. Ceram. Soc., 13, 624 (1930). 

“Preston. F. W., /. Am. Ceram. 8oc., 14, 428 (1981). 
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assumptions of the Tuckerman formula, but if we decide to shrug our 
shoulders, and let it go at that, the logical thing to do is to take the 
square root of Tuckerman's S as representing the modulus of impact/^ 
It is probable that the ^4oop and node’^ effects mentioned by Preston 
may be the cause of the shattering effect implied in the concept of 
brittleness, which would afford justification for measuring brittleness by 
a formula involving a product of an elastic modulus and a strength 
modulus. 

The impact is delivered either by a falling weight or by a loaded 
pendulum. Foppl used a 2 cm. cube placed on an anvil, and protected 
the upper surface with a steel plate. Repeated blows were delivered 
by dropping a weight from a series of heights increasing in geometrical 
progression until the piece broke. The total kinetic energy for n impacts 
is n(n + 1) cm. kg. per cc. or kg. per cm. When the blow is delivered 
by a pendulum, the tup of the latter is usually of hardened steel, with 
the edges rounded off to form the segment of a sphere. Usually a suc¬ 
cession of blows of increasing energy is delivered until the glass breaks; 
but Guyer measured the difference in the swing of the pendulum when 
free and when the swing was diminished in amplitude by the energy 
required to break the glass. Murgatroyd discussed impact testing of 
glass, without giving any details of methods or of specifications. 

The results of brittleness and impact tests are discordant and of 
doubtful significance. Several observers have found that results are 
dependent on the thickness of the specimen and strongly affected by 
the method. The results of Foppl are given in Table XIII. 10; the 


Table XIII. 10—Brittleness of Glass 



After Foppl 



CoinpreHsive 

Impact 

7'ypc and Ttible lU'f. 

Strength 

Strength 


, -kg. per cm.*-^ 

Borate Flint S389 . 

. 6223 

1046 

Jena Gerateglas, III. 3, No. 4 

. 8910 

855 

Flint 0118, III. 4, No. 36 .... 

. 6273 

430 

Cylinder glass . 

. 9397 

404 

Normalglas, III. 4, No, 61 ... 

. 8770 

259 

Jena 59^^^, III. 4, No. 56 .... 

. 9380 

259 

Heavy Flint S386 . 

. 4470 

98 


Brittleness 

Ratio 

4 

10 

15 

23 

34 

36 

46 


compositions of the glasses are given in Table III. 4. Graf broke the 
glass by a weight dropped on a horizontal piece of glass 20 cm. wide 
supported on wooden strips 25 cm. apart, and found that, using a 2.5 kg. 
weight, a fall of 18 cm. was necessary to break crystal glass 15 mm. 
thick, and a fall of 148 cm. for hard glass of the same thickness. His 
results were expressed in terms of a = Gh/bs expressed in cm. kg. per 


Murgatroyd, J. B., /. Soc. Glass Tech., 16, 5 (1932).. 
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eq. cm., in which G represents the weight dropped from a height h on 
a piece of glass of cross-section bs. Values of a ranged from about 
0.3 to 2.0, but were highly discordant among themselves. Gehlhofl and 
Thomas attempted to ascertain the relation between impact strength and 
composition, using a pendulum method, but the results do not permit 
drawing conclusions. Preston discussed the results of Guyer, and 
also privately communicated results by L. T. Sherwood, and concluded 
that when the correct formula was used the impact strengths obtained 
are slightly greater than the tensile strengths obtained under the usual 
static load, the ratios between impact strength and static strength aver¬ 
aging 1.42 in Guyer’s results. Important factors frequently overlooked 
in measurements of brittleness are the short duration of the stress and 
the vibrations set up in the material. 

“Preston, F. W., /. Am. Ceram. Soc., 14, 432 (1931). 



Chapter XIV 

The Thermal Endurance of Glass 

The ability to withstand thermal shock resulting from sudden dif¬ 
ference in temperature is important in many uses of glass, and methods 
of measuring thermal endurance find application in the development of 
improved processes and in routine testing of glassware. Methods of 
testing thermal endurance are methods for breaking glass in tension by 
virtue of a differential thermal expansion, and failure in thermal endur¬ 
ance tests is determined by the same factors which determine failure in 
other types of strength measurements, namely, the influence of those 
disturbing factors wdiich are grouped under the term ‘'flaws.’^ In all 
cases the tests have been applied to specific shapes or articles, and the 
conclusions refer, not to the properties of glass as such, but to the glass 
articles tested. 

Several formulas have been developed for the calculation of thermal 
endurance from those properties of the glass which affect (1) the develop¬ 
ment and distribution of strain and (2) failure under stress: these prop¬ 
erties include thermal expansion, Young^s modulus, Poisson^s ratio, ther¬ 
mal conductivity and diffusivity, and tensile strength. Tests made to 
confirm these formulas have not given good agreement with theory; but 
in general all the properties included in the calculation have not been 
measured but have been calculated from the composition by the use of 
factors. The influence of shape has not been adequately considered; 
assumptions have been made as to cooling rates; the values used for 
tensile strength, which have been deduced from different types of mea¬ 
surements, have even less meaning than in their usual application; and 
the testing methods have been open to criticism. ^Tt is doubtful if the 
use of any of these formulas in comparing various glasses offers any 
advantage over the comparison of expansion coefficients alone. The 
coefficient of expansion is more affected by difference in composition than 
are Young^s modulus, Poisson’s ratio, or the tensile strength. Moreover, 
since the tensile strength is largely determined by surface conditions, 
the breakage of glasses of similar expansion properties under thermal 
shock will be determined largely by the condition of their surfaces. This 
fact is the explanation of the greater thermal resistance of “toughened” 
glass and also of the erratic results usually obtained in carrying out tests 
of this property.”^ A similar conclusion was reached by Schonborn.^ 

* Littleton, J. T., and Morey, G. W„ “The Electrical Properties of Glass," Wiley, New York, 
1033. , 

aSchpnbom, H.. /. Soc. Olan Tech., 20, 475 (1936). 
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Winkelmann and Schott ® made a study of thermal endurance, using 
cubes of glass one and two cm. on a side, which were dropped into cold 
water after having been heated to successively increasing temperatures. 
Their theoretical discussion assumed a very thick plate of glass, bounded 
by an infinitely extended plane face, originally of uniform temperature 
$ 1 . This face was assumed to be suddenly lowered to the tempera¬ 
ture ^0, and maintained at that temperature. An analysis of the prob¬ 
lem led to the definition of a coefficient of thermal endurance, F, defined 
by the expression. 


in which P is the tensile strength, a is the linear coefficient of thermal 
expansion, E is Young’s modulus, K is thermal conductivity, s is density, 
c is specific heat, and B is a constant. Comparison was made between 
the order in which the 20 glasses tested were arranged by experiment 
and by calculation of F, in which calculation several of the quantities 
involved were themselves calculated by means of empirical factors. Sev¬ 
eral later observers have recalculated the results of Winkelmann and 
Schott, frequently giving them more weight than they deserve. The 
two arrangements agreed for the most part, with some exceptions. Win¬ 
kelmann and Schott also showed that glass could withstand much greater 
temperature differences when suddenly heated than when suddenly 
cooled, and confirmed their conclusions by experiment. A sample of 
glass which had shown an abnormally low thermal endurance when 
chilled, a 2-cm. cube having broken from a temperature difference of 
52.8°, did not crack when plunged into molten tin, a temperature dif¬ 
ference of 465°. 

Everett ^ discussed the case of a sphere, of temperature ^i, with its 
surface so rapidly cooled to Oo that only a relatively thin layer had 
changed its temperature at the time cracking occurred. He obtained 
for the maximum difference of temperature the sphere could withstand 

in which o represents Poisson’s ratio. When the glasses studied by 
Winkelmann and Schott were rearranged in the order given by this 
expression, the agreement with experiment was only a little better. 

Stott® considered a specimen free from strain, at a uniform tem¬ 
perature, and imagined the surface divided into three sections. The first 
section is in contact with a body impervious to heat, the second is main- 

»Winkelmann, A., and Schott, O., Ann. Phytik Chem„ 51, 730 (1894) 

^ Hoveatadt-Everett, *‘Jena Glaas,’' Macmillan, New York, 1902. 

® Stott, V. H., /. <Soc. Glass Tech., 8, 139 (1924). 
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tained at the third has its temperature suddenly changed to 6 and 
maintained at that temperature. The glass is assumed to break after 
a time, t, at a temperature difference, Bey and the deformation just before 
breaking is C- Thermal diffusivity, D, = fc/sc, in which k is thermal 
conductivity, s is density, and c is specific heat. From dimensional 
analysis he obtained the expressions 


1 

1 

( 1 ) 


( 2 ) 


Equation (1) determines the time which elapses before rupture takes 
place, after a given change in temperature; equation (2) determines 
whether or not a given change in temperature causes rupture. Thermal 
conductivity does not enter into (2), in contrast to the corresponding 
expression deduced by Winkelmann and Schott. Their treatment assumed 
that the time required to break the specimen was the same for every 
glass, which could be true only if the time were zero. Further com¬ 
plications arise from the usual assumption that the temperature of a 
part of the surface is brought instantaneously from Bq to Be, Equa¬ 
tion (2) indicates that thermal endurance is proportional to the recip¬ 
rocal of thermal expansion and to a function of f and o; assuming that 
function to be proportional to (PE/(1 — o) gives the expression 


{Bc-e,) 


P(l~cr) 

aE ’ 


in agreement with Everett. 

Stott, who tested the above formula by the data of Winkelmann and 
Schott, obtained slightly better agreement than that in the original pub¬ 
lication. Values of many of the properties which enter into the calcula¬ 
tion were obtained by means of Winkelmann and Schott^s factors for 
those properties, and the uncertainties thus introduced greatly diminished 
the value of the calculation. Stott and Irvine ® tested cubes of glass, 
but they dropped the specimens into water, instead of removing them 
from the furnace and plunging them into water by hand, as had been 
done by Winkelmann and Schott. Probably because of the more rapid 
immersion, Stott and Irvine found that larger temperature differences 
were necessary to cause fracture, in the ratio of about 250° to 148°. A 
variable present in the earlier work accordingly was the speed of immer¬ 
sion of the samples, which probably was different in manual repetitions 
of the chilling operations, and it may have been as important a factor 
as the properties of the glass. 


« Stott, V. H., and Irvine, E., /. 8 oc. Glass Tech., 8, 148 (1924). 
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H. V. Mallison, in a paper by Gould and Hampton,'^ discussed the 
cooling of glass in more general terms, with special reference to the chill¬ 
ing of beakers filled with hot paraffin. The expression obtained was 

® otE F{X,Ty 

in which Oo is the temperature difference necessary to cause fracture. 
The function of X and T is a complicated factor, involving the size and 
shape of the test-piece, the thermal diffusivity of the glass, and a con¬ 
stant, c, dependent on the liquid used. Application of the equation 
required assuming a value of the constant c; and the value assumed was 
such as to make the surface temperature fall to 10 per cent of its initial 
value in 0.02 second. With a thickness of 1 mm., the maximum value 
of the surface stress was reached in 0.04 second, and was 1.71 times the 
value when conditions were steady. When the thickness of the plate 
had the values 0.5, 1.0, and 2 mm., the relative maxima of stress were 
in the ratios 0.743, 0.855, 0.917, respectively; and the relative maximal 
values of stress ranged from unity for a very thick slab to zero for an 
infinitely thin one. 

^Trom the theoretical expression, it follows that the temperature of 
fracture of an infinitely thick plate (in actual figures, this is roughly 
anything thicker than 1 cm.) should be given by the expression (Everett^s 
equation) F(1 — o)/aE, and that for an infinitely thin plate the tem¬ 
perature of fracture should be just double this value. All the experi¬ 
mental evidence, however, is against this. The range of temperature 
values is certainly more than two to one.^^ ^ Hampton then modified the 
theory by using the formula proposed by Gooding for the tensile strength 
of rods, P = A(B/d), in which A and B are constants, and d is the diam¬ 
eter of the rod. Assuming c = 5, he obtained relative breaking tempera¬ 
tures corresponding to various thicknesses, as follows: oo, 1.00; 0.60 cm., 
1.19; 0.50 cm., 1.23; 0.40, 1.28; 0.30, 1.40; 0.20, 1.62; 0.15, 1.87; 0.10, 2.37; 
0.05, 3.24; 0.025, 4.68. 

Gould and Hampton studied thermal endurance by plunging beakers 
filled with hot paraffin into cold water, and by increasing the temperature 
difference by steps of 5° until the sample broke. They found a relation 
between the maximum thickness of beaker —2b and the temperature 
drop ^ of „ 

dV26- const - B 

and this relation was used for correcting beakers to standard thickness 
of 1 mm., within the interval 0.9 to 1.9 cm. Warren^ expressed the 
above relation as: B = 61”', in which I is the thickness. Gould and 

Gould, C. E., and Hampton, W. M., J. Soc. Glass Tech., 14, 188 (1930). 

« Hampton, W. M., /. 8 oe. Glass Tech., 20, 461 (1936). 

•Warren, W. J. A.. /. Soc. Glass Tech.. 14, 313 (1930). 
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Hampton found n to be 0.5; Warren found it to change with thickness, 
ranging from 0.36 to 0.4 for beakers of average thickness of 1.4 mm., 
and reaching 0.5 at a thickness of 1.1 mm. He preferred the linear 
equation 

B-=6+ (I-DA, 

B 

where A is an empirical constant, found from experiment to be ^ 

o.7o 

Warren found that slight modifications in procedure, such as shield¬ 
ing from draught, did not influence the results. It was necessary that 
the position of maximum thickness be within the concave portion of the 
bottom of the beaker, but otherwise the effect of uneven distributions 
of glass was unimportant. He found the thermal endurance of beakers 
of composition of sheet glass to decrease with time, even after several 
months, a result which requires confirmation. 

Gould and Hampton compared the observed values of thermal endur¬ 
ance with those calculated from the formula previously given, assuming 
a value of 0.25 for Poisson's ratio. The value of F{X,T) should be 
between 1 and 1.2 for the beakers used. Values of P and E were cal¬ 
culated from the factors proposed by Winkelmann and Schott, and a 
“slightly modified series of English and Turner's factors" was used for 
the calculation of a. The ratios of the calculated and the observed values 
ranged from 1.09 to 1.48, although 8 of the 11 glasses gave a ratio of 
1.18 or less, with an average of 1.14. 

Knapp took exception to the factors used by Gould and Hampton, 
and to the use of 0.25 for Poisson's ratio. He considered the formula 
used to be inapplicable to beakers, and advocated the formula 

T = 404 (logTF-OT), 

in which W is the thermal endurance calculated from the factors given 
by Winkelmann and Schott. 

The Glass Standards Committee of the Society of Glass Technology 
adopted as a provisional standard test of thermal endurance the chill¬ 
ing of a beaker filled with melted paraffin wax by plunging into water 
at 15° C. The standard beaker is of conical form, nominal capacity 
200 cc., with dimensions specified, thickness 1 mm. Beakers should be 
tested not less than two hours, or more than 48 hours, after manufacture, 
and should be of a satisfactory standard of annealing. Enough paraffin 
is used to give a depth of liquid of 4 or 5 cm. Testing should be com¬ 
menced at a temperature 50° below that at which breakage is expected, 
and the tests repeated at 5° intervals until the beakers are broken. The 
process is repeated on several beakers, and those which are less than 

Knapp, O., Keram, Rundschau, 39, 469 (1981); Ah». /, Soc. Olasi Tech,, 15, 477 (1981). 

8 oc. Gla»s Tech,, Proc,, 14, 160 (1930). 
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0.9 mm., or greater than 1.9 mm. thick are rejected. From the average 
results for ten satisfactory beakers, thermal endurance is calculated 
from the formula: 

Thermal endurance == temperature difference X thicknesp in mm. 

The earlier work on thermal endurance was done with cubes; much 
of the later work with beakers; and recently rods have been advocated 
for this test. They are convenient shapes, and may be readily plunged 
into water from a hot furnace under standard conditions. Hampton ® 
stated that in many instances spiral cracks form which are practically 
invisible, and that the rod will withstand several heatings before com¬ 
plete fracture occurs. This introduces an element of uncertainty, which, 
however, has not been noticed by other observers. Gould and Hampton ^ 
found the relation between the constant in the formula connecting the 
thickness of a beaker and the temperature drop necessary to cause frac¬ 
ture, and the corresponding constant JK, for the temperature drop 
required to break rods 3 to 5 mm. in diameter, to be U = 1.33 JB. 

Seddon,^^ in a report of the Glass Standards Committee of the Society 
of Glass Technology, discussed at some length a test carried on jointly 
by several English glass manufacturers on the use of rods in tests of 
thermal endurance. The rods, 2.54 cm. (1 inch) long and of several 
diameters, were prepared from the same gathering of glass, and the 
ends were rounded in the fire just sufficiently to remove only the sharp 
edge. The rods were heated in a horizontal-tube electric furnace having 
a constant temperature zone 2 to 3 in. long. The furnace was heated to 
100° with five rods in position; the rods were given time to reach the 
temperature of the furnace, then taken out, one at a time by means of a 
rake, the handle of which projected from the furnace, and dropped into 
water at 20°. The unbroken specimens were dried and reheated to a 
higher temperature, and the operation repeated, with 5° increments of 
temperature, until all were cracked. 

The results from the several laboratories on rods 3 to 4, 4 to 5, and 
5 to 6 mm. in diameter were studied statisticallywhich study 
the following conclusions were drawn. Rounding the edges of the rods 
appeared to increase the consistency of the results. The temperature 
shock required to cause fracture definitely increased with diameter; an 
increase in diameter of 1 mm. lowered the temperature difference required 
to cause fracture by an amount lying between 10.4° and 12.4° for a 
commercial “lime-soda’^ glass. The thermal endurance test appeared to 
give good results for normal glasses, but with heat-resisting glasses diffi¬ 
culties appeared, and the discrepancies between the results of different 


“Seddon, E., /. Soc, Glass Tech, 20, 408 (1936). 

“ See also, Dudding, B. P„ and Baker, I. M.. /. 8 oc, Glass Tech,, 17, 230 (1083). 
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observers, real with normal glasses, were increased when the temperature 
drop required to cause fracture exceeded 250°. 

Schonborn also studied the thermal endurance of glass rods, and 
distinguished between “technical thermal endurance,” the difference in 
temperature at which the first cracks (these are generally longitudinal 
and are caused by some flaw) appear, and “true thermal endurance,” 
the temperature difference at which the first transverse cracks appear. 
Rounding the ends of the rods had little effect on true thermal endurance, 
but it increased the technical thermal endurance and decreased the 
scattering of the results. Unannealed rods gave a higher thermal 
endurance. Thin rods, up to 5 mm. in diameter, cracked partially at 
the moment of immersion, but thicker rods, over 1 cm., gave intervals 
sometimes as long as three or four seconds. Tliis delayed cracking may 
be explained by a decrease in strength with time. 

Murgatroyd suggested testing for thermal endurance of hollow 
ware by filling the cold vessels with hot liquid, and claimed the test 
was accurate in performance and required a smaller number of pieces. 
It is suitable for bottles only. Douglas discussed the testing of 
illuminating ware. Thermal endurance tests on specimens of simple 
form may give misleading results with w^are the shape of which is guided 
by artistic or technical design, in which, even if thoroughly annealed, 
thermal stresses have been set up by the method of use. For such 
shapes a test in which drops of water fall on the piece under service 
conditions is useful. There is a decrease in thermal endurance as the 
size of the drop is increased above a minimum, followed by an increase 
to a maximum with drops a little less than 0.1 g. in weight, followed by 
a further decrease. 

Douglas further discussed the lack of correlation between the 
behavior of glass tubing when heated before the blowpipe, and tests of 
thermal endurance made by dropping a heated specimen into water. A 
better correlation with practice was found with a test in which cold 
mercury was forced into the heated tube, which more closely resembled 
the stress conditions in use. 

Tabata and Moriya derived the equation 


Be 


P(l-<r) 

ctE 


1 

F(h • RY 


in which R is the radius, and h is dependent on the cooling agent. For 
the relation between the radius of the glass rod and the temperature 
drop, 6c, they deduced the equation 


$e (R”* — nR) == c, 

i*Sch6nbom, H., /. 8oc, OIms Tech., 20, 475 (1936). 

« Murgatroyd, J. B., J. Soc. Glass Tech., 20, 611 (1936). 

«>DougIa«, R. W., J. Soc. Glass Tech., 20, 617 (1986). 

«Tabata, K., and Moriya, T., /. Am. Ceram. Soc., 17, 34 (1934). 
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the constants of which were found by experiment to be; m = 0.636, n 
= 0.528, c = 53.0. The experiments were made on annealed rods ranging 
from 0.32 to 0.62 cm. in diameter, 3 cm. long, with fire-rounded ends. In a 
later paper they gave the results on a series of 30 glasses, of the 
general formula x K 2 O, (1 — a:) Na 20 , z B 2 O 3 , y Si 02 , in which x, y, and z 
denote the number of molecules of the given components. The samples 
were approximately 5 mm. in diameter, 3 cm. long, annealed, with fire- 
polished ends, heated on a support in a vertical electric furnace, and 
dropped into water below. The relation between thermal endurance and 
chemical composition was of approximately parabolic form. 

Temperature Distribution and Stresses: Optical Path 
Differences Due to Thermal Gradients * 

Temperature Distribution During Heating and Cooling 

The first step in the estimation of the thermal stresses produced in 
glass is the calculation of the temperature gradients under the assumed 
conditions. 

For the case of the sudden change of surface-temperature the three 
most generally useful^ formulas are: 

Slab 


•’ "»(¥)} 

( 1 ) 

Cylindrical rod 



(2) 

Sphere 


r, f 1 a . 

(3) 


where 


0 is the temperature at any point; Bij the initial uniform temperature 
of the solid; Bfy the constant temperature of the surface; the thermal 

’*Tabata, K., and Moriya, T., /. Soc. Olass Tech., 20, 524 (1938). 

’J' This section is reprinted, with minor alterations, from Adams, L. H., and 
Williamson, E. D., J. Franklin Inst., 190, 597, 835 (1920). 

t For points close to the surface or for small values of t the infinite series (1), (2), and (3) are 
not very rapidly convergent. Under these conditions the following formulas are more convenient: 
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diffusivity (equal to the thermal conductivity divided by the product of 
the specific heat and the density); the time; a, one-half the diameter 
or thickness; Xy the distance from the centre; Jo ( ) and Ji ( ) are 

Bessers functions of the zeroth and first order; m is any integer; arid 
Smy and Rm are written respectively for (2,^ — \ )n/2y mji, and the roots 
of the equation Jo (x) — 0. 

For the case of linear heating of the surface, we have the correspond¬ 
ing equations: 

Slab 


^ lj ^, .. 1 


2* 



(4) 


Cylinder 


0-hl- 


h, „ 2ha'‘ 



(5) 


Sphere 


OIC K 





( 6 ) 


When t becomes large with respect to a, the last term of (4), (5), or 
(6) vanishes, and the temperature gradient reaches a “steady state,” 
in which the temperature distribution is represented by a parabola. The 
equations for this steady state are: 


Slab 


0~ht-—(a^-x‘) 

Ik 


(7) 


Sphere 


Slab 


r 

I e-'’de+ / e-’'dz+ I e-'‘dz+ ... 

r -v 

j e-’^dz+ j e“**d«4- / . . . .1 

•^bqo-q *^ 670+9 ' 

^*"^1 / .I 


where « is an integration variable, a — xltyJ Kt, Qo = «/)? V Kt and H, a, x, K and t have the same 
meaning aa above. C/. Woodward, R. 8 ., Phy». Rev. 15 , 176, 177 (19W); and Queneau, A. h., School 
of Mine* Quart, of Columbia Univ., 23, 181-166 (1902), 
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Cylinder 


Sphere 


4#c 


( 8 ) 


9- hi — -{a- 

Die 


■a;2) 


(9) 


Finally for linear heating of cylindrical tubes and spherical shells, 
if Ui and 02 are respectively the internal and external radii, we have the 
steady state equations.*^ 

Cylindrical tube. —(a) Heat transfer taking place only at outside, 

(10a) 

(6) Heat transfer taking place equally at inside and outside, 


e^ht+!!f+- 

4k 


h(ai^ log“-fl 2 ^ log —) 
v a 2 «i/ 


4ic log 


Spherical shell. —Heat transfer taking place only at outside, 

h{z^-a-/ ) ^ hai^ /I 1 > 




61 c 


hai^/l I\ 
3ic \x asl 


(10b) 


( 11 ) 


Stresses due to temperature gradients. —These stresses nfiay be evalu¬ 
ated from the following equations: in which a is the coefficient of linear 

(thermal) expansion, e = -4- + and $' is the differ- 

oR 9K oR 9A 

ence between the temperature at any point and the temperature of the 
surface. 


Slab 


Ci-aO' 

e-f 


( 12 ) 


where 


7.-5 fI'd. 

•/q 


(12a) 


and F is the tension in any direction parallel to the faces of the slab. 
Cylindrical Tube. —If thd temperature distribution be symmetrical 

♦The general equations corresponding to (10a), (10b), and (U) can be 
obtained by the proper substitutions. 
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about the axis, Faj and Fty the axial, radial, and tangential stresses 
may be obtained from the three equations: 


{e - j)F. 4- a = Cl 


xFr^ -—7 / xe\ 

e-fj 


xS'dx + ^-^+ Ci 


(13a) 

(13b) 


Ft-Fr-^x"^ (13c) 

Cl, C 2 , and C 3 being constants of integration which are evaluated from the 
boundary conditions. For a solid cylinder the same equations apply, 
except that C 3 is zero. 


Spherical shell.* —With temperature distribution symmetrical about 
the centre, we have 


--- 

‘’-f. 


/ 


xmx+c,i f C2 

o 


(14a) 


Ft- 


Fr + 


X 6Fr 
2 dx 


(14b) 


Cl and C 2 being integration constants. For a solid sphere C 2 vanishes. 

The above equations may be used to determine the stresses in the 
various solids when the heating or cooling is carried out in a certain 
specified manner. As an example of their application, we may consider 
(A) linear heating of the surface, and (B) sudden change of surface 
temperature. 


(A) Surface Heated at Constant Rate. {Steady State.) 

(1) Slab. —From equations (7), together with ( 12 ) and ( 12 a) 

(15) 

i^a) Cylindrical tube^ heated on outside only. —From equations ( 10 ), 
together wuth (13a), (13b), and (13c) 


ah{a2^—x^) ahui^ 



Fr‘ 


ahx^ 


ahai^ 


16k {e-f) 4k (e-/) 


(Ina:-J) + -^+ — 


„ 3ahx^ aha\ 

“Tt;— — —7\+ 


16k {e-f) 




Cl and C 2 can be immediately evaluated by placing Fr 
and a: = a 2 . 


(16) 

(16b) 

(16c) 

0 for X = ai 


♦While the equations for the sphere are exact, those for the slab and cylinder 
involve the assumption that end-effects can be neglected, but when the thick¬ 
ness or diameter is small in comparison with the other dimensions, the error 
introduced by this assumption is probably very small. 
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i^b) Limiting case for small bored tube {oi negligible compared to 02 ). 


ahiat^-2x^) 

8.(6-/) 

(17a) 

16* (e-/) 

(17b) 

ah(at^-Zx^ + --~) 

p \ X* / 

' 16* (e-/) 

(17c) 


{2c) Solid cylinder .—From equations ( 8 ), together with {13a), (13b), 
and (13c), C 3 being zero. 


„ ah(a^- 2 x^) 


(18a) 


'“'lOicCe-/) 


(18b) 

(18c) 


(Sa) Spherical shelly heated on outside surface only .—From equation 
(11), together wdth (14a) and (14b), putting Fr = 0 at x = ai, and 

X = a<2j 


ah I _ , 5 ai^ a2‘-h - 6ai^ aa^ai^-6o2^ai^+ 5 ai>^a i°^ 

15ic(e-/)' ^ X a2*—ai® (a2^-a}^)x’’ 1 

„ / - 9 2 _ . ^2® + 5 a 2 %i* — 6 qi ^ _ a2*ai® ~ 602*01*^ + bai^a\* 

15k( 6~/)1 ^ 2a: a2®-*«i® 2 ( 02 ’- 


(19a) 

(19b) 


(56) Limiting case for very small internal diameter (ai negligible 
compared to 02 ). 


(20a) 

(20b) 


F «. 

ah / 

^24.^2 

Pr 

15* (e-/) \ 


F. » 

ah / 


r t ” 

15* (e-/) V 

2 x +02 4 - 2^3 


(Sc) Solid sphere .—From equation (9), together with (14a) and 
(14b), C 2 being zero, 


Fr- 

Fi- 


ah 


15k (e-/) 
cth 


(a^-x-) 

(o*-2a:») 


(21a) 

( 21 b) 


15* (e~f) 

Approximate equations for glass {linear heating ),—For most glasses 
a is about 7.9 X 10“® per deg. C., K is about 0.(K)4 cm.^/sec., or 

/I 2 

0.24 cm.Vniin., and from the values of K and iZ, e — / ( = — * 

\ 6/ 


6R '^ 9K 


) 
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is about 1.2 X 10"® cm.^/kg. Hence, if F is measured in kg/cm.^ and h 
deg./min. (being positive for heating), we have the following approximate 
equations (tension being reckoned as positive and compression as 
negative). 

Slab 

F = 4.6A(a“ - 3x") 

At the middle, x = 0, and therefore 
F = 4.6/ia-‘ 

while at the surface, {x = a) 

Solid cylinder 

Fa == 3.4/1 (a" - 2x^) 

Fr-=-l.1h{d^-x^) 

F* = 1.7/i(a" - 3x^) 

Solid sphere 

Fr = 1.8/i (a“ — X") 

F, = 1.8/1 (fl*-2x^) 

(B) Sudden Change of Surface Temperature, 

In this case the application of the proper temperature distribution 
equations to the general stress equations yields, as already shown for 
the case of linear heating, the desired equation for the sudden change 
of surface temperature. Only one such equation will be given here, 
namely, that for the infinite slab. The combination of equations (1) and 
(12) leads to the relation: 

Slab 

a* 

1 2 

in which C = —^ K being the modulus of compressibility, B 

oR 9K 

the modulus of rigidity. The remaining symbols have the meanings 
already explained. 

In Fig. XIV. 1 the distribution of a stress in a slab 2 cm. thick, initially 
at 100° and suddenly plunged into a bath at 0°, is shown for several 
elapsed times. The stress distribution was calculated from equation (25) 
and the numerical values of a, k, K and R were taken as the approximate 
average for various kinds of glass. 

Optical Path Differences 

From the stress equations already given, the optical path differences as 
observed between crossed nicols may be readily calculated. 

Some examples will be given for the case of temporary stresses due 
to linear heating. These formulas also give a close approximation to the 



( 22 ) 


(22a) 


(22b) 

(23a) 

(23b) 

(23c) 

(24a) 

(24b) 
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distribution of birefringence in strained glass objects such as are ordinarily 
encountered. 

Slab .—When a slab or plate is viewed lengthwise, the longitudinal 
stresses in the line of sight produce no birefringence and (except near the 
edges) there are no transverse stresses. Hence the observed path difference 
at any point is due only to the single set of longitudinal stresses normal 
to the line of sight, that is, parallel to the faces of the plate and perpen- 



Figure XIV, 1. —Curves showing the distribution of stresses in a plate of glass two 
centimeters thick, which, initially at zero degrees C., is suddenly plunged into 
a bath at 100® C. The full line indicates the stresses throughout the glass after 
one second has elapsed; the broken line, after ten seconds; the dotted line, after 
one minute; the dot-dash line, after two minutes. After Adams and Williamson. 

dicular to direction of the beam of light. The stress is given by equation 
(22) and the birefringence is B times the stress at any point. Hence, 

4.6 Bh - 2^^) (26) 

and along the middle, 

An = 4.6Mfl" (27) 

Since B is ordinarily about 2.8 for ordinary glass (when An is expressed in 
mfji per cm.), we may write 

A n *= 13 Aa* 


f28a) 
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and for the optical path difference, 3, (along the middle), we have 
obviously 

5 = 13 han (28b) 

where I is the length of the block in the line of sight. 

In order to verify these equations experimentally, a slab of ordinary 
crown glass 7.6 cm. long and 2.2 cm. thick was heated at a constant rate of 
3.8 deg. per min. The optical path difference along the middle was found 

402 X 10 

to be 402m/i. The birefringence was therefore- — -= 52.9 X 10 

or 52.9m// per cm. The value of B for ordinary crown glass is 2.57. 
Hence, by equation (28a) the birefringence should have been 4.6 X 2.57 

X 3.8 X (“ 2 ^) ^ = 54.3m// per cm. Another experiment with a different 
heating rate gave 60.2 and 60.9 for the birefringence calculated, respec¬ 
tively, from the heating rate and from the observed path difference. 

Cylinder .—When a cylinder is viewed along its axis, the calculation 
of the birefringence distribution is simple. In this case the axial stresses 
produce no effect, and the path difference is due to difference of the radial 
and tangential stresses. Hence, from equations (23b) and (23c) 


A = 3.4 B 


(29) 


The sign of the birefringence is such that for a cylinder which is being 
heated or for a cylinder which is permanently strained, y (the greater 
index) is in the radial direction. 

The following observation is an example of the use of equation (29): 
A section of a cylindrical glass rod 2.0 cm. in diameter, when viewed 
lengthwise, showed at the surface a birefringence equal to 2.1 X 10~^ 
(2100m// per cm.). The rod was of soda lime glass of unknown com¬ 
position, but it is safe to assume that the value of B is not far from 2.8. 

2100 

Hence, by equation (29) the value of h is o/i v- i - ~ per 

2.0 X o4 X 1““ 

min. That is, after being drawn this glass rod must have been cooled 
through the annealing range at a rate of about 200 deg. C. per minute. 
It is of interest to note that, according to equation (23) the stress at 
the surface of this glass was 3.4 X 220 = 750 kg./cm.^ 

When the cylinder is viewed in a direction normal to the axis the prob¬ 
lem is much more complicated. In this case the observed path difference 
is due to the axial stress and to the components (in a direction normal to 
the line of sight and to the axis) of the radial and tangential stresses. 
Performing the necessary substitutions and integrating along a chord, we 
find that 





In 


l + Vl-b» 

1-vr^ 


(30) 
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in which 5 is the path difference along a chord whose distance from 
the centre is x; b is equal to x/a, a being the radius; and 

a hBa^ 

He-f)K 

In Fig. XIV. 2 is shown the graph of equation (30). A qualitative check 
on the validity of this equation was obtained by placing a strained glass 
rod in a square glass jar, surrounding the rod with liquid of the same 
refractive index and viewing it between crossed nicols. The sign of the 
path difference is such that near the middle of the strained rod a is 
normal to the axis. 



Fiourb XIV. 2.—The Optical Path Difference when a beam of light passes through 
a strained cylindrical rod in a direction normal to the axis. After Adams and 
Williamson. 


Sphere ,—^The path differences in this case are due to both the radial 
and the tangential stresses, and the equation which resembles that for 
the cylinder viewed normal to the axis, is as follows: 


N 





In 


l+Vl-b» 

l-Vl-b* 


(31) 
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in which 


2a hHa^ 

The remaining symbols have the meanings already explained; y is 
always in the radial direction. This equation was qualitatively verified 
by observing Prince Rupert drops immersed in a liquid of the same 
refractive index. 



Chapter XV 
The Hardness of Glass 


Hardness is a complex property which has not as yet received a 
satisfactory theoretical treatment. Because of the consequent uncer¬ 
tainty, the experimental methods proposed give results which are 
discordant, which are expressed in arbitrary and unrelated units, and 
which do not necessarily measure the property usually meant by the 
term hardness. The fundamental idea associated wdth hardness is 
that when we feel a substance, or press it with our fingers, it does not 
deform. The term ^1iard” is similar to many other technical terms 
which are also a part of every-day speech in that the usual and 
qualitative meaning is familiar and useful, but the quantitative specifi¬ 
cation in terms capable of measurement is difficult, if not impossible. 

The most generally used criterion of relative hardness is the ability 
of a harder substance to scratch a softer one, and this criterion forms 
the basis of the well-known Mohs^ scale, widely used in mineralogy. 
In this scale, glass occupies a position intermediate between apatite (5) 
and quartz (7), some glasses being scratched by, others scratching, 
orthoclase (6). Auerbach, however, found some flints to be softer 
than apatite, and a borosilicate crown harder than quartz. The 
matter is further complicated by the fact that the scratching test is not 
decisive, as Auerbach found that each one of a series of glasses ranging 
from the softest flints to the hardest borosilicate crown scratched every 
other one. 

The method of Auerbach,^ based on a theoretical investigation by 
Herz,2 is typical of the more elaborate methods of hardness determina¬ 
tion. If two surfaces in contact, one spherical, the other plane, both 
of the same composition and isotropic, are subjected to a pressure P, 
the surface of contact will be a portion of a sphere of radius 2r, where 
r is the radius of the original sphere. The boundary of the surface 
of contact is a circle of diameter d, determined by the relation E* 
E 12 Pr 

t;-^ which 0 and E are Poisson’s ratio and Young’s 

(1 — o") 

modulus, respectively. The ratio J?/(l — o^) is evidently a constant 
for a given glass, and Auerbach named it the indentation modulus, 
denoted by the symbol E\ The ratio Pr/d^ involves quantities which 

* Auerbach, F., Ann. Phymk Chem., 53« 1000 (1894). 

• Hers, F., /. reine Anyen Math., 92, 158 (1882). 
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can be determined by experiment. The method of experiment used by 
Auerbach was to press a lens of known curvature against a plane- 
polished piece of the same glass, and to measure with a microscope 
equipped with a micrometer eyepiece the diameter of the circle of 
cohtact, which is seen as a round black spot. The values of jB' so 
determined are given in Table XV. 1; the glass composition references 
are to Table III. 4. The determinations with varying load and with 
varying radius of curvature showed a satisfactory constancy, but 
values of Poisson’s ratio, calculated with the aid of the known values 


Table XV. 1 —Hardness of Glass 
After Auerbach 


Table and No. 

E * 

( kg ./ mm ^) 

F ' 

(kg./mm2) 

(kg/miii.^j 

III. 4, 

40 

5953 

3.0 

173 

III. 4, 

46 

5588 

4.1 

183 

III. 4, 

43 

5871 

5.6 

210 

III. 4, 

72 

6811 

4.6 

217 

III. 4, 

48 

4975 

8.8 

219 

III. 4, 

10 

7107 

4.5 

223 

III. 4, 

19 

5677 

9.3 

244 

III. 4, 

61 

7792 

6.4 

266 

III. 3, 

5 

7532 

6.9 

267 

III. 4, 

7 

6796 

9.0 

272 

III. 4, 

1 

7599 

7.4 

274 

III. 4, 

64 

6197 

11.6 

278 

III, 4, 

69 

8192 

9.7 

316 


of Young’s modulus, do not agree with those determined by Straubel. 

The indentation modulus so determined, which is essentially dependent 
on Young’s modulus, was not found to bear any simple relation to the 
hardness, as determined by the scratching test. In carrying out the 
experiments, it was found that the limiting pressure which could be 
applied to the lens without the formation of a crack was proportional 
to the radius of curvature p, and thus was a characteristic constant of 
the glass. This constant was denoted by F\ and if the limiting pressure 
be denoted by P', it is determined by the relation 

It was further empirically found that, though this new quantity itself 
bore no relation to the hardness, the latter was represented by the 
relation 

The values of F' and of II, so determined, are included in Table XV. 1. 
On the same scale, the hardness of fluorspar is 110; of apatite, 237; of 
adularia (orthoclase), 253; and of quartz, 308. 
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Bailey ® made a careful study of the mechanics of scratching a 
glass surface. If two pieces of glass are rubbed together immediately 
after they have cooled from the molten condition, the coefficient 
of friction is greater than unity, and a visible scratch, confined to the 
upper layer, will be produced even when the rubbing pressure is very 
small. The finely powdered material which has been removed adheres 
so firmly to the powdered surface that it cannot be washed off with 
soap and water.'* 

The freshly cooled surface is quickly altered, so that the coefficient 
of friction drops to a low figure, and considerable pressure is required 
to start surface injury when two pieces are rubbed together. Powdered 
glass will be formed on the surface, but below it there are many 
incipient conchoidal fractures. 

The speed of rubbing greatly influences the type of scratch. Slow 
scratching results in abrasion, as well as in some splintering. More 
rapid scratching results in a heating effect, which causes softening of 
either the scratching edge, if it is a material with low softening point, 
or the scratched surface, if the scratching point is of high softening 
point. 

The ability of a material to resist grinding is a measure of its 
work-absorbing power, rather than of its hardness. True hardness 
depends upon mechanical properties, notably Poisson^s ratio, and tensile 
strength. Glass is a material which does not show plastic flow, and 
when a load is applied by a point or ball which exceeds the tensile 
strength, crushing takes place. Bailey developed a method for measur¬ 
ing scratch hardness based on the above considerations. In it a 
hardened steel ball ^ inch in diameter is rolled over the surface under 
increasing load, until the surface is ruptured. The results are rapid 
and reproducible. 

Another method of hardness determination is that of Lecrenier,® 
who determined the rate of removal of material by grinding, under 
constant standard conditions. His results by this method, expressed 
as the volume in cc. ground off per minute, are given in Table XIII. 2, 
together with the results of hardness tests by Auerbach^s method on the 
same glasses. Lecrenier^s method gives a valuable indication of that 
phase of hardness most directly applicable to those important uses of 
glass which necessitate grinding and polishing, and it is evident that 
it places the glasses in a different order from Auerbach^s method, which 
gives an order different from that obtained in the scratching test. 

Gehlhoff and Thomas ® studied the scratching hardness of glasses 

•Bailey, J., /. Am. Ceram. Soc., 20, 42 (1033). 

*The Beiainu: of (class surfaces has been discussed by Hardv. W. B.. and Hardy, JT. K., Phil, 
Mag., 38, 82 (1019); Hardy, W. B., PhU. Mag., 38, 49 (1919); ibid.. 40, 201 (1920). 

® Leorenier, A., quoted by Le Chatelier, H., “KieselsSure und Silicate,*' 246, Leipzig, 1920. 

•Gehlhoff, G., and Thomas, M., Ztit. tech. Phyeik, 7, 105 (1928). 
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derived from the two-component glass 0.18 Na 20 , 0.82 Si 02 by replac¬ 
ing Si 02 by one of the oxides Na 20 , K 2 O, MgO, CaO, BaO, ZnO, PbO, 
B 2 O 3 , AI 2 O 3 , or Fe 203 . The method used was that of Marten, in 
which the surface of the glass is scratched by a diamond point of 
definite shape and under constant load, and the hardness is expressed 
as the reciprocal of the width of the crack in millimeters. The load 



Fiotjbe XV. 1.— Scratching Hardness of Some Experimental Glasses. After 
Gehlhoflf and Thomas. 

used was 20 g., and the scratches ranged from 0.0039 to 0.0091 mm. 
wide. The results are summarized in Fig. XV. 1. 

Parmelee and Lyon’^ measured scratch hardness with a diamond 
point. The point, formed by planes at an angle of 130°, was loaded 
with different weights, and was moved at a constant rate of 2.7 mm. 
per minute across the surface of a glass sample cooled in air. The 
widths of the scratches were measured, and the apparatus was calibrated 
in terms of Mohs’ scale with fluorite, apatite, orthoclase and quartz. 

7 Paimelee, O. W., and Lyon, K. O., OImb Ind.t 17, 191 (1986). 
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The compositions apd the hardness of the glasses studied and the 
values obtained in the calibration with minerals are in Table XV. 2. 

Schmidt and Gronow ^ used a pendulum measure of hardness. A 
pendulum with a cutting edge of Widia metal was made to swing over 
a test-piece, and the work done in abrading the specimen was obtained 
from the decrease in amplitude of the pendulum. No correlation was 
established with other methods of measuring hardness. 

Pirani and Fehse ^ studied the rate of removal of glass by turning 
on a lathe, using a tool of Widia metal, and by the penetration of a 
drill. They were explicit in their statement that, although this was in 
a sense a measure of hardness, it had not been correlated with other 
measures, and gave specifically a resistance of the material to a 
special type of working. 


Table XV. 2 — Hardness of Some Experimental Glasses ♦ 
After Parmelee and Lyon 


No. 

SiO.. 

Na,.0 

MgO 

CaO 

A\A 

Hardness 

1 

73.50 

15.68 

4.38 

6.07 

0.35 

5.42 

2 

70.92 

15.70 

4.14 

5.88 

3.36 

5.51 

3 

69.90 

15.68 

3.92 

5.75 

4.75 

5.65 

4 

69.73 

15.39 

3.60 

4.95 

6.33 

5.56 

5 

69.00 

13.78 

3.90 

5.61 

7.71 

5.71 

6 

72.7 

15.4 


10.7 

1.2 

5.48 

7 

72.5 

15.6 


11.2 

0.7 

5.51 

8 

72,7 

13.7 


12.9 

0.7 

5.81 

9 

72.6 

15.4 


10.5 

1.5 

5.40 

10 

71.8 

15.3 


10.6 

2.3 

5.38 

11 

72.5 

13.7 


11.5 

2.3 

5.58 

12 

100 





6^1 


•Unit; Mohs’ scale, as standardized with fluorite (4), apatite (5), orthoclase (6) and quartz (7). 


Holland and Turner compared the hardness of ordinary plate 
glass and toughened “Arraourplate.^’ There was an evident difference 
between the sounds made by the diamond in scratching the two; and a 
glazier^s wheel did not seem to ^'bite^’ the toughened glass. The fresh 
diamond cut on the toughened glass was hardly visible, but after some 
hours splintering took place along the sides of the scratch, giving a 
channel-like appearance. In spite of the difference in the manner 
in which they received the scratches, the hardnesses of the two types 
were of the same order. 

No satisfactory method of measuring the hardness of glass has been 
devised, because no definition of hardness which can be expressed in 
measurable quantities has been formulated. The resistance which a 
body offers to the complex distribution of stress over its surface, which 

« Schmidt, W., and Gronow, H. E. v., Qlmtech, Ber,, 14» 23 (1936); Olaaa Jnd., 17, 118 (1936). 

* Pirani, M., and Pehae, A., Olaatech, Ber., 14, 21 (1936); Olaaa Jnd., 17, 117 (1986). 

Holland, A. J., and Turner, W. E. S., /. 8oc. Olaaa Tech., 19, 221 (1983). 
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stress has partially deformed or destroyed the surface at the point 
of application, must of course depend on the factors which determine 
the distribution of stress, the elastic moduli and Poisson’s ratio, and 
on the tensile strength. But the exact nature of the stress which 
yields to breakdown has defied analysis because of its very complexity. 
Moreover, the method and the rate of application of the stress play 
an important part in the result, a fact which is evident to anyone who 
has had experience in cutting glass with a diamond. When that 
resistance is measured, without precise knowledge of the stress distribu¬ 
tion and its variation with the method of application, the result cannot 
be a property of the material, but rather is a complex function of many 
variables, some of which cannot be specified. At present, what hard¬ 
ness is, and how it can be measured are not known. 



Chapter XVI 

The Optical Properties of Glass* 

Introduction 

Tlie property of being transparent to light is one of the first to be 
connoted by the name glass, and one of prime importance in a large 
proportion of the uses to which glass is put. In many of these uses, 
it is necessary only that glass shall transmit most of the incident light; 
in others, special and stringent requirements must be met. The require¬ 
ments of lens designers made desirable the development of glasses 
having varying relations between refractive index and dispersion; and 
from the search for glass compositions which have such relations has 
come much of our knowledge of the effects of changes in the nature and 
properties of the constituents of glass. 

Other needs have led to the development of glasses still more 
specialized in their properties. Glasses transparent to x-rays and to 
ultra-violet light are articles of commerce, as are glasses opaque to 
these wave-lengths. Glasses are available which are opaque to infra¬ 
red while transparent to the visible part of the spectrum; and in addi¬ 
tion, there are colored glasses which are opaque to all but narrow 
spectral range. In this chapter are collected the data in regard to 
the action of glass on light. 

Definitions and Units. 

When radiant energy meets the boundary between one substance or 
medium and another, some of it is reflected, and the rest passes into 
the second substance, where some of it is absorbed, some transmitted. 
The velocity of transmitted radiation is generally different for different 
substances. For glass and other isotropic substances, the ratio of the 
velocity in vacuum {Vo) to that in the given substance [v) is called the 
refractive index (n) of the substance: 

n»—. 

V 

This difference in velocity causes the path of an obliquely incident beam 
of light to be bent toward the normal to the surface at the point of 

♦ I take pleasure in expressing my gratitude to my colleague, Dr. H. E. Merwin, 
for assistance in the preparation of this chapter, and for use of Fig. XVI. 12 before 
its publication elsewhere. 
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incidence, in such a manner that the path taken is that which requires 
the minimum time. The angle between the normal to the surface and 
the incident ray is the angle of incidence i; that between the normal and 
the refracted ray, the angle of refraction r; and SnelFs law states that 
the ratio of the sine of the angle of incidence to the sine of the 
angle of refraction is constant; the refractive index is the ratio of the 
velocity of light in the two substances. When the first medium is a 
vacuum, the constant ratio is the absolute refractive index; when the 
first medium is air, as is ordinarily the case, the absolute index is 
obtained ^ by multiplying the index in air by the absolute refractive index 
of air, which is 1.000275 at 15° C., 760 mm., for light of wave-length 
A = 589.3 m/I. 

The absorption of energy may be substantially uniformly distributed 
throughout the visible spectrum, in which case the substance is not 
colored, but appears gray; or there may be more or less pronounced 
maxima of absorption in the visible region, resulting in colored glass. 
The change in the velocity with frequency of the radiant energy in color¬ 
less glass may be represented by a dispersion curve, in which the 
refractive index n is related to wave-length A. The simplest equation is 
the Cauchy formula: 

which gives a fair representation in the visible spectrum for most glasses. 
A better representation is obtained with the Hartman formula. 


in which Ao, c, and a are constants, and the value of a ranges from 1 to 1.2. 
The Ketteler-Helmholz dispersion formula, which is more general, is 

n^m,n 2-{ y - 

w XV 

in which n is the refractive index for wave-length A; na is the index for 
infinitely long wave-lengths, and is equal to the square root of the 
dielectric constant K; and SAm are the wave-lengths of the absorption 
bands, for each of which there is an empirical constant Mm- Thus this 
dispersion formula appears to have theoretical justification; and that 
the shape of the dispersion curve is determined by the presence of 
absorption bands in the ultra-violet and infra-red appears plausible. 
In no case, however, not even for silica glass, has the dispersion curve 
been completely correlated with known absorptions, and for all prac¬ 
tical purposes the various dispersion formulas may be regarded as 

^Tilton, L. W., J, Research Natl, Bur. Standards, 14, 392 (1935), gives a discussion of the 
standard conditions of refractometry. 
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empirical equations, the constants of which are to be evaluated from 
measurements of refractive index. 

In passing through the medium, some of the energy is usually absorbed. 
The rate of absorption is proportional to the intensity, which results in 
the law: 

h — LeH 


in which U and lo are the intensities of the transmitted and incident radia¬ 
tion, I is the thickness, and e the base of natural logarithms. The con¬ 
stant a, called the absorption modulus, is a function of the frequency; 
and, since the intensity of the radiation is proportional to tlie square of 
the amplitude, 

-4i-nici — 4rKl 

I ^ I off Xo "" I Xq 


in which n is the refractive index, Ao the wave-length in vacuum, k a con¬ 
stant called the absorption index, and K{= uk) a constant called the 

absorption coefficient. The observed transparency, includes the loss by 

Iq 

reflection R from each of the two surfaces; the corrected transparency 
is the observed transparency divided by (1 — i?)^. 

“Bunsen^s extinction coefficient’^ is the reciprocal value of that thick¬ 
ness which a layer must have in order that the light which passes through 
it shall be weakened by absorption to one-tenth the intensity of the light 
falling on it. If the coefficient is denoted by E, 


E^ 


log/ 
d ^ 


where I is the intensity of the light which passes through thickness d, 
and the intensity of the light source is taken as unity. 


Table XVI. 1—Designation, Source and Wave-length of Spectral Lines 
used in Spectrometric Measurements 


Source . Hg Hg H H He Hg 

Designation. h g G' F e 

Wave-length (m/*)... 404.7 435.8 434.1 486.1 492.2 546.1 

Source .. Na (mean) He H He K (mean) 

Designation. D d C h A' 

Wave-length (mM)... 589.3 587.6 656.3 706.5 768.2 


The refractive index is usually designated by the letter n, followed 
by a subscript indicating the wave-length of the light in vacuum at 15®; 
nj) indicates the refractive index for the (mean) D-line of sodium, K 
= 5893 Angstrom units = 589.3 m^u = 0.5893 /«. (One micron, = 10~® 
mm.; 1 millimicron, m^u, = 10’® mm.; 1 Angstrom unit = 10"'’^ mm,) In 
optical glass catalogs it is customary to give the refractive indices for a 
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group of spectral lines chosen by Abbe for the convenience with which 
they could be obtained for spectroiiietric work. The source, designation, 
and wave-length in vacuum at 15° C. of these lines is given in Table 
XVL 1, together with some other lines which arc being used to an 
increasing extent because of their present greater convenience. 

Optical glass' catalogs also give the ''mean” dispersion, commonly 
designated by (F-O), and other partial dispersions, as well as the dis¬ 


persion ratios 


(D-C) 
(F-C) ' 


etc. 


Another number given under various names 


is the ratio 


(tin — 1) 

{riF — ric) 


Experimental Methods 

The methods for measuring optical properties of glass are standard 
ones, described in detail in many text-books. They differ widely in 
the apparatus and experimental skill required and in the accuracy 
which can be obtained. Only those in common use for the measurement 
of the refractive index will be mentioned here. 

Perhaps the simplest is the immersion method used by petrographers, 
in which the powdered material is placed in a liquid of known refractive 
index, and examined under a miscroscope in parallel light. If the sur¬ 
rounding liquid is of higher index than the glass, the system acts as a 
diverging lens, and on raising the objective above the focus a bright 
border will pass from the glass to the liquid; if the glass is of higher 
index, the bright border will appear to enter the glass; and on lowering 
the objective the reverse phenomena appear. The method is described 
and discussed in text-books ^ on petrographic methods. The same method 
is sometimes used on a large scale, especially for distinguishing between 
different types of glass. 

The immersion method requires a set of liquids of known refractive 
index. The determination of refractive index to within ^ 0.002 is rapid 
and simple. More accurate measurements can be made by the single 
variation methods of Merwin ^ and of Emmons,^ or by the double varia¬ 
tion method of Emmons.® The accuracy of microscopical methods for 


* Wright, F. E., "The Methods of Petrographic Microscopic Research," Carnegie Institution of 
Washington Pub. 158 (1911); J. Wash. Acad. Set., 4 , 889 (1914); 5» 101 (1916). Johannsen, A., "A 
Manual of Petrographic Methods," McQraw-Hill, New York, 1914; Winchell, A. N., "The Micro¬ 
scopic Characters of Artificial Inorganic Solid Substances or Araficial Minerals, 2nd ed., Wiley, New 
York, 1981; Larsen, E. S., and Berman, H,, "The Microscopic Determination of the Non-opaque 
Minerals," U. 8. OeoL,Survey Bull., 848 (1934); Chamot, E. M., and Mason, C. W., "Handbook 
of Chemical Microscopy/* Wiley, New York, 1^; Rogers, A. F., and Kerr, P. F., "Thin-Section 
Mineralogy," Mcaraw-Hfll, New York, 1938. 


^Posnjak, E., and Merwin, H. E., /. Am. Chem. 8oc., 44 , 1965 (1928). Tsuboi, S., Mineralog. 
Mag., 20, 108 (1923); /. QeoL. 8oc. Tokyo, 32, 1 (1925). 

^Enimons, R. C., Am. Mineral., 13, 504 (1^). 

•Winchdl, A. N., and Emmons, R. C., Am. Mineral., 11, 115 (1926). Emmons, R. C,. Am, 
Mineral., 13, 504 (1928); 14, 414, 441, and 482 (1929). 
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determining refractive index by immersion has been discussed by 
Saylor.® 

More accurate measurements can be made also with one of the total 
reflection types ^ of refractometer, either the Abbe or the Pulfrich. Of 
the two, the Abbe refractometer, which is less accurate, at best gives 
values of refractive index reliable to a few units in the fourth decimal 
place. The values of dispersion may be dependable to within one-half a 
unit in the fourth place. The preparation of the sample is a little simpler 
than for the Pulfrich refractometer. 

The Pulfrich refractometer is capable of giving values of refractive 
index accurate to better than one unit in the fourth decimal place, and 
of dispersion to one unit in the fifth place; but this accuracy is reached 
only by the most careful attention to details of calibration and manipula¬ 
tion. The sample of glass required is larger than for the Abbe 
instrument. It must have a polished surface two or three cm. long, that 
is accurately plane, at right angles to a small end surface. The intersec¬ 
tion between the two polished faces must be free from bevel. A correc¬ 
tion for slight deviation from a right angle usually is necessary. 

The most accurate measurements are made with a spectrometer, 
using polished prisms. The methods, precautions and corrections in 
precise refractometry are treated in detail by Guild in the article in 
the ^‘Dictionary of Applied Physics^^ cited above, and have been dis¬ 
cussed also by Tilton.® 

Refractive Index and Dispersion 

Measurements of the refractive index, by which is usually meant the 
index for sodium light, \ = 589.3 m//, have been made on (1) experimental 
glasses of simple compositions, to find the relation between composition 
and refractivity in systems of few components; and (2) multi-component 
and commercial glasses. There is much less information as to dispersion 
in simple glasses, but extensive measurements have been made on com¬ 
mercial optical glasses. 

Experimental Glasses 

Sulfur-selenium. Merwin and Larsen ® prepared mixtures of these 
two elements for use as immersion media in the study of minerals of 
high refractive index, with the results given in Table XVI. 2. The melted 
elements are miscible in all proportions. The cooled mixtures, rich in 

•Saylor, C. P., /. Research Natl. Bur. Research, 15 , 277 (1935). See also Winchell, A. N., “The 
Microscopic Characters of Artificial Inorganic Solid Substances or Artificial Minerals," Wiley, 
2nd ed., New York, m\. 

^See the article “Spectroscopy and Refractometers" by Guild, J., in “A Dictionary of Applied 
Physics," 4 , 772, Glasebrook, R., editor, Macmillan, I/ondon, 1923. 

•Tilton, L. W., /. Research Natl. Bur. Standards, 14 , 393 (1935). 

• Merwin, H. E., and Larsen, E. S., Am. /. Set,, 34 , 42 (1912). 
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selenium, remain as glasses for years; those very rich in sulfur may 
crystallize almost immediately on cooling or after some hours or days, 
according to the conditions of heating or cooling. The mixtures contain¬ 
ing less than 50 per cent Se by weight, if heated on glass slips to near 


Table XVI. 2— Refractive Indices of Some Sulfur-Selenium Mixtures 
After Mcrwin and Larsen 


% Se 

”li 

riNu 

0 

1.978 

1.998 

9.0 

2.000 

2.022 

17.6 

2.025 

2.050 

25.0 

2.050 

2.078 

31.8 

2.075 

2.107 

37.5 

2.100 

2.134 

43.2 

2.125 

2.163 

482 

2.150 

2.193 

53.0 

2.175 

2.220 


% Se 

«LI 

ns» 

57.0 

2.200 

2.248 

64.0 

2.250 

2.307 

70.0 

2.300 

2.365 

75.0 

2.350 

2.423 

80.0 

2.400 

2.490 

87.7 

2.500 

2.624 

93.8 

2.600 

2.755 

992 

2.700 

2.90 

100.0 

2.716 

2.92 


boiling and then cooled in air, crystallize more slowly and have slightly 
higher indices of refraction (0.01) than those which, after having 
crystallized, are scarcely melted and then cooled. By quenching some 
of the highly heated mixtures in water the index may be raised 0.05 
above the values obtained by cooling in air. This effect probably is due 
to the presence of different amounts of the allotropic forms of molten 
sulfur, and it is an excellent example of the reality of the concept that 


Table XVI. 3— Dispersions of Two Sodium Borate Glasses and Boric Oxide * 


After Morey and Merwin 


Wave-length 

(m/i) 

Source or 
Designation 

NasO . 2B20a 

NagO . 4 B 2 O 3 

B 2 O 3 

408.6 


179 

173+ 

169+ 

434.0 

145 

140+ 

137 

435.8 

Hg 

143 

138+ 

135 

486.1 

F 

98+ 

95+ 

93+ 

491.6 

Hg 

94+ 

91 + 

89+ 

546.1 

Hg 

61 

59 

58 

587.6 

He 

41 

40 

39+ 

589.3 

D 

40 

39 

38+ 

656.3 

C 

15 

15 

15 

667.8 

He 

11 

11 

11 

706,5 

He 

0 

0 

0 

768^2 

A' 



14+ 

* Values given are 

of (n - Hroa :,) X 10*. 




the molecular condition of a 

liquid may change as 

a result of heat 

treatment. 





Boric oxide, 

BtOt. The refractive index of boric oxide has been 

studied by several observers, but there has not yet been a definite study 

of the removal 

of water and 

its effect, 

and of the 

effect of various 
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annealing treatments on the refractive index.^® Bedson and Williams 
found the refractive index riD, to be 1.463. JenckeP^ found riD 
= 1.46766 for a chilled glass. Wulff and Majumdar^® made a careful 
study of the removal of water and the effect of annealing, and found the 
index to range from 1.4502 to 1.4633, according to the preparation of 
the sample. The best value of the index of B 2 O 3 is probably 1.4582, 
which was obtained by them on a material heated 48 hours in a vacuum, 
and cooled during 13 hours. Unfortunately, the pertinent details were 
not given. Morey and Merwin found 1.458 for nz), together with the 
refractive dispersions given in Table XVI. 3. Measurements were made 
by the minimum deviation method on prisms of a few grams of glass 
cooled in air from fusion, and protected from filming by oil and cover 
glasses. 

SiOi, Sosman discussed the optical properties of silica glass, and 
gave a table, reproduced as Table XVI. 4, showing the most probable 


Table XVI. 4 —-Most Probable Values of the Refractive Index of Silica Glass 
at Various Frequencies, at 18°, in Air at Same Temperature 


After Sosman 


Radiating 

Wave-length 
in air at 15* 


Wave-length 
Radiating in air at 15* 


element 

(rn/t) 

N 

element 

(m^) 

N 

A1 .... 

.. 185.467 

1.574 36 

Hg . 

. 404.656 

1.469 68 

A1 .... 

.. 193.583 

1.599 99 

H . 

. 434.047 

1.466 90 

Zn .... 

.. 202.55 

1.547 27 

Hk . 

. 435.834 

1.466 75 

Cd .... 

.. 214.439 

1.533 86 

Cd . 

. 467.815 

1.464 35 

Cd .... 

.. 219.462 

1.529 07 

Cd . 

. 479.991 

1.463 55 

Cd .... 

.. 226.503 

1.523 08 

H(F) .. 

. 486.133 

1.463 18 

Cd .... 

.. 231.288 

1.519 41 

Cd . 

. 508.582 

1.461 91 

All .... 

.. 250.329 

1.507 45 

Cd . 

. 533.85 

1.460 67 

Cd .... 

.. 257.304 

1.503 79 

Hk . 

. 546.072 

1.460 13 

Cd .... 

.. 274.867 

1.496 17 

Na (mean) 589.29 

1.458 45 

Sn .... 

.. 313.412 

1.485 94 

Cd . 

. 643.847 

1.456 74 

Cd .... 

.. 340.365 

1.478 67 

H (C) .. 

. 656578 

1.456 40 

Ca .... 

.. 396.848 

1.470 61 

He . 

Rb . 

. 706.520 
. 794.763 

1.455 17 
1.453 40 


values of the refractive indices at 18° in air at the same temperature, 
for light of wave-lengths from 185 to 795 m//. 

GeO^- Dennis and Laubengayer measured the refractive indices 
of Ge 02 glass, using a Pulfrich refractometer, with the following results: 
no = 1.6030, nn = 1.6069, np = 1.6176, v = 41.6. Transmission meas- 


See the discussion of the density of B^Oa, p. 227. 

Bedson, P. P., and Williams, C., Ber., 14 B, 2549 (1881). 

'*Jenckel, E., Z. Elektrochem., 41, 211 (1935). 

Wulff, P., and Majumdar, S. K., Z Physik, Chem., B, 31, 819 (1938). 

Morey, G. W., and Merwin, H. E., /. Am, Chem, Soc., 58, 2248 (1938). 

Sosman, R. B., “The Properties of Silica,” Chemical Catalog Co. (Reinhold Publishing Corp.), 
New York, 1927. 

** Dennis, L. M., and Laubengayer, A. W., /, Phys. Chem,, 30, 1510 (1928). 
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urements showed the glass to be opaque to wave-lengths of less than 
0.325//. There are no absorption bands between 0 . 8 // and 1.7//. 

The refractive indices and densities for three glasses 
in this system were determined by Merwin and Morey,with the results 
given in Table XVI. 5. The glasses were not annealed. The changes 
in density on annealing, shown in the same table, indicate that anneal¬ 
ing would materially affect the refractive index, but experience has 
shown that the dispersion is not greatly affected by annealing. 


Table XVI. 5— Optical Properties and Densities of BaOs-SiOv Glasses 
After Merwin and Morey 


SiOg 

Una 

nnealefl- 

F-C 

h-b^ 

^ -Annealed 

Density 


27.7 

1.454 

0.0075 

0.0163 

1.879 

1.902 

31.2 

1.454 

0.0075 

0.0163 

1.884 

2.039 

62.5 

1.456 

0.0073 

0.0155 

2.026 



Na 20 ’-Bii 03 . Glasses in this system have been measured by Bedson 
and Williams,^^ Jenckel,^- Wulff and Majumdar,^^ and Morey and 
Merwin.^^ Bedson and Williams found = 1.515+ for ^+orax’’ glass. 
The measurements of Jenckel and of Wulff and Majumdar are com¬ 
bined in Table X. 2. Morey and Merwin found Un for Na 20 • 2 B 2 O 3 
(69.14 wt. % B2O3) and Na20 • 4 B 2 O 3 (81.79 wt. % B2O3) to be 1.516 
and 1.501, respectively. The agreement among the observers is not 
good, which is not surprising since the annealing treatment, of great 
importance in these glasses, was not the same. Morey and Merwin 
measured refractive dispersions for Na^O • 2 B 2 O 3 and Na 20 • 4 B 2 O 3 
glasses, with the results given in Table XVI. 3; the values for C, I>, F, 
and G' were interpolated. 


Table XVI. 6 — Refractive Indices of Glasses in the System LhO-SiOs 

After Kracek 


% Si 02 by weight 

Refractive index 

% SiOa by weight 

Refractive index 

55.32 

1.567 0.003 

79.00 

1.538 

66.78 

1.557 

80.08 

1.535 

7458 

1.546 

80.93 

1.533 

76.64 

1.543 

82.29 

1.529 

77.93 

1.540 

84.98 

1.522 



89.97 

1.503 


LitO-SiOi, Kracek measured the refractive indices of glasses in 
this system by the immersion method, with the results given in Table 
XVI. 6 . 


Unpublished results by Merwin, H. E., and Morey, G. W. 
«Kracek, F. C., /. Phyn, Chem., 34, 2641 (1930). 
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The refractive indices of glasses in this system have 
been measured by Peddle^® (Table XVI. 9), Faick and Finn(Table 
X. 4), and Morey and Merwin(Table XVI. 11), and are included in 
Fig. X. 1. The measurements of Peddle were made on glasses melted 
in clay pots, and compositions were calculated from the proportions of 
the ingredients. The results of the other observers all refer to glasses 
of known composition. In general, the results of Morey and Merwin 
are highest, by amounts which can be accounted for by the lower tem¬ 
peratures and the longer times used for annealing. 

KsO-SiOa. The measurements by Peddle,^® included in Table XVI. 9, 
represent values extrapolated from the system K 20 -Ca 0 -Si 02 . 

The only direct measurements are about a dozen of Merwin and 
Moreywhich are included among those for K20-Ca0-Si02 in Table 
XVI. 17. As potash increases in weight percentage in potash-silica 
glass, it is at first less effective than soda in soda-silica glass in raising 
the refractive index, but at about 56 per cent alkali the glasses have the 
same refractive index; a broad maximum of difference of 0.006 to 0.007 
appears at 25 to 35 per cent alkali. Similarly the potash glasses are less 
dispersive, but the observed differences are proportionally about twice 
as great for the first 35 per cent and do not decrease at higher per¬ 
centages. Thus, these glasses highest in potash have v-values 12 to 15 
per cent higher than corresponding soda glasses. 

CaO-SzOg. Larsen gave the refractive index of CaO-Si02 glass 
for lithium, sodium and thallium (A = 535 m//) lights as: riu = 1.6241; 
riNa = 1.6280; Uti — 1.6317. Measurements were made on prisms by 
the minimum deviation method, with a probable error of 0.0003. The 
composition was correct to 0.3 per cent; the thermal history of the samples 
was not mentioned. Eskola^^ gave for the same glass: rip — 1.635; 
riTi — 1.631; Ud = 1.628; ric = 1.625. Morey and Merwin gave refrac¬ 
tive indices for five glasses in this binary system, which are included in 
Table XVI. 11. 

PbO-SiOg, Table XVI. 7 contains the optical properties and the 
density of some glasses made to belong to this system, but containing 
small amounts of alkali oxide. They represent unpublished war-time 
data from the Geophysical Laboratory; the glasses were prepared by 
Olaf Andersen; the compositions were determined by analysis of the 
glasses, or by analysis of the ingredients, or by difference, including 
alumina, by E. T. Allen, R. H. Lombard, E. Posnjak, and E. G. Zies; the 

Peddle, C. J., /. Soc. Olans Tech., 4, 3 (1920), 

Faick, C. A., and Finn, A. N., J, Am. Ceram. Soc., 14, 518 (1931); Bur. Standards /. Research, 
4, 993 (1931); (RP 320). 

» Morey, Q. W., and Merwin, H. E., /. Optical Soc. Am,, 22, 682 (1932). 

Larsen, E. S., Am. J. Sci., 28, 263 (1900). 

«Eskola, P., Am. J. Sci., 4, 831 (1922). 
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optical properties and the densities were determined by 0. Andersen 
and H. E. Merwin. 

Sr0-Si02 and BaO-SiOs. Eskola measured the refractive indices 
for the F, D, and C lines, and for Tl (A = 535 m//) by Merwin's improve¬ 
ment of the immersion method, with the results given in Table XVI. 8. 

Table XVI. 7 —Optical Properties and Densities of Glasses in the System PbO-SiOa 
After Merwin and Andersen 


No. 

SiOg 

— Compos 
NagO 

ition — 
KgO 

PbO' 

Density 

1 

70.5 

0.3 

20.0 

92 


2 

65.2 

0.3 

14.7 

19.4 


3 

55.1 

0.4 

15.1 

29.0 


4 

45.0 

0.8 

10.2 

43.8 

3.553 

5 

39.7 

1.2 

10.0 

49.3 

3.795 

6 

38.1 

9.4 


52.5 


7 

35.1 

1.2 

9.7 

53.4 

4.023 

8 

40.4 

( 1 . 5 ) 


58.1 

4.181 

9 

35.4 

1.5 

5.0 

58.1 

4.190 

10 

34.4 

1.8 


633 

4.593 

11 

293 

( 1 . 8 ) 


68.9 

5.001 

12 

24.9 

1.6 

0.2 

72.9 

5.395 

13 

24.4 

( 2 . 0 ) 


73.6 

5.450 

14 

18 . 6 *’ 

1.6 

3.7 

76.1 

5 . 797 ^ 

15 

20.0 

1.6 


77.9 

5.884 

16 

19.7 

( 1 . 7 ) 


78.6 

5.944 

17 

20.5 

0.4 


78.9 

6.017 

18 

17.4 

2.0 


80.6 

6.170 

19 

15.2 

2.3 


82.6 

6.367 

20 

( 11 . 7 ) 

( 1 . 7 ) 


86.6 

6 . 84 o » 

21 

7.99 

133 


90.04 

7 . 21 ‘ 


« Z ) 

^ D 


” G ^0 

V 

1.5071 

.00027 

0.0092 

0.0145 

55.1 

1.5286 

30 + 

106 + 

169 + 

49.7 

1.5629 

38 

132 

211 

42.7 

1.6157 

48 + 

169 

272 

36.4 

1.6450 

55 

194 

313 

33.2 

1.6694 

60 

214 

346 

31.3 

1.6754 

62 

220 

356 

30.7 

1.6788 

59 

213 

344 

31.9 

1.6836 

61 

218 

352 

31.4 

1.7278 

70 

251 

408 

29.0 

1.7800 

83 

295 

483 

26.4 

1.8342 

96 

348 

572 

24.0 

1.8415 

98 

355 

585 

23.7 

13876 

122 

445 

743 

19.9 

1.9060 

118 

431 

718 

21.0 

1.9152 

122 

442 

735 

20.7 

1.9163 

120 

436 

720 

21.0 

1.9543 

138 

504 

845 

18.9 

1.9929 

154 

574 

967 

17.3 

2.0789 

190 

718 

1228 

15.08 

2.179 

256 

988 

176 o 

11.94 


r Composition from mixture of two analyzed glasses. 
' Not annealed. 

* Extrapolated. 

* Subscript numbers are less precise. 


NaiO-BeO-SiOt. Lai and Silverman measured the refractive index 
Ud of glasses in this system, using an Abbe refractometer. Batch com¬ 
positions were given for small melts in clay crucibles. The results are 
in Table X. 6. Comparison with glasses of similar molecular composi¬ 
tion, but containing MgO or CaO in place of BeO shows that the refrac¬ 
tive indices of the beryllium glasses are intermediate between those of 
magnesia and lime. 

Becker studied three series of glasses (Table X. 7.) In the A-series, 
to a parent glass, made to have the composition Na 20 • 3Si02 but con¬ 
taining: Si02, 73.60; Na20, 25.01; CaO, 0.37; AUOs, 0.69; ¥ 6203 , 0.06, 
beryllium oxide was added in steps of 0.2 mole, up to 1.8 moles. In the 
B-series, the glasses had the composition (1 — x) Na20, xBeO, 3Si02; and 

C. F., and Silverman, A., /. Am. Cerwn. Soe., U, 685 (1928). 

» Becker, C. A., Sprechsaal, 0, 187, 152, 169. 185, 208,^ 216, 288, 250 (1934). 



OPTICAL PROPERTIES 


375 


in the F-series 0.25 and 0.5 mole of BeO, MgO, CaO, or AI 2 O 3 were added 
to the parent glasses. 

Nai0-Ca0-Si02^ The most complete studies of the relation between 
composition and optical properties have been made in this system by 
Peddle, by Clarke and Turner, by Faick and Finn, and by Morey and 


Table XVI. 8— Optical Properties and Densities of Glasses Containing 
Strontium Oxide or Barium Oxide 

After Eskola 


-Con 

SrO SiOa 

iposition-^ 



«z> 


Density 

46.2 53.8 

(SrO • 2SiOO 

1.591 

1.587 

1.584 

1.581 

3.201 

50 50 


1.598 

1.595 

1.5915 

1.589 


60 40 


1.632 

1.627 

1.624 

1.621 


63.2 36.8 

(SrO • SiOa) 

1.640 

1.636 

1.632 

1.629 

3.537 

67 33 


1.652 

1.648 

1.644 

1.641 


BaO 

45 55 


1.576 

1.571 

1.5665 

1.5635 


50 50 


1.593 

1.598 

1.585 

1.582 

3.441 

56 44 

(BaO • 2Si02) 

1.617 

1.612 

1.6085 

1.605 


65 35 


1.653 

1.648 

1.645 

1.641 


CaO • SiO. 

SiO • SiOa 






100 

0 

1.635 

1.631 

1.628 

1.625 


87.5 

12.5 

1.634 

1.630 

1.6265 

1.6245 


62.5 

37.5 

1.634 

1.630 

1.627 

1.625 


43.75 

56.25 

1.636 

1.633 

1.628 

1.625 


37.5 

62.5 

1.637 

1.632 

1.628 

1.626 


CaO • SiOa 

BaO • SiOa 






75 

25 

1.643 

1.638 

1.6345 

1.6305 


60 

40 

1.649 

1.6435 

1.6395 

1.636 


50 

50 

1.6525 

1.647 

1.644 

1.640 


40 

60 

1.658 

1.653 

1.649 

1.645 

3.633 

25 

75 

1.6655 

1.6605 

1.657 

1.653 


0 

100* 

(1,681)* 

(1.675)* 

(1.672)* 

(1.668)* 



* Extrapolated. 


Merwin. The range of compositions studied by each of these observers 
is given in Fig. X. 3. 

Peddlers results (Table XVI, 9) refer to two series of glasses which 
represent addition of CaO to the compositions 100 SiO 2 + 40 (or 20) 
NaaO. Some measurements were made on glasses in which SiOa was 
held constant at 70, 65, or 60 per cent, while the proportions of NaaO 
and CaO were altered (series 171). All compositions were calculated 
from the batches melted, but four analyses were made showing the 
impurities (in one case 1.35 per cent AI 2 O 3 and corresponding SiOa) 
introduced by attack on the small clay pot during melting. The method 
of annealing was not mentioned. 

Peddle, C. J., /. 8oe. Ola»8 Tech,, 4, 20, 83 (1020). 
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Table XVI. 9—Optical Properties and Densities of Glasses Studied by Peddle 


No. 

X 

Weight 
per cent 

Density 

(nj 

p - nc)10» 

(n^ - n^)108 



Series 162^—100 moles SiOt: x moles NatO 




NazO 

SiOa 





A 

20 

83.33 

2.353 

1.4851 

790 


B 

30 

76.92 

2.413 

1.4952 

835 


C 

40 

71.43 

2.457 

1.5015 

875 


D 

50 

66.77 

2.495 

1.5056 

909 


E ' 

60 

62.50 

2.521 

1.5090 

937 


F 

70 

58.82 

2.535 

1.5118 

962 


G 

80 

55.56 

2.544 

1.5139 

983 


H 

90 

52.63 

2.555 

1.5155 

1002 


K 

100 

49.91 

2.560 

1.5168 

1017 



Series 84—100 moles Si02: x moles KiO. (Extrapolated) 


A 

20 

(76) 

2.388 

1.4937 

809 


C 

40 

(61) 

2.465 

1.5073 

888 




Series 163“- 

-100 SiO^ 

: 40 Na 2 O : xCaO 




CaO 

CaO 





A 

5 

3.22 

2.412 

1.5110 

898 

269 

B 

10 

6.23 

2.533 

1.5189 

918 

274 

C 

15 

9.07 

2.559 

1.5259 

938 

279 

D 

20 

11.73 

2.584 

1.5327 

955 

283 

E 

30 

16.62 

2.629 

1.5442 

984 

289 

F 

40 

21.00 

2.667 

1.5540 

1010 

295 



Scries 165*~ 

-lOOSiOt . 

: 20 NaiO : xCaO 



A 

5 

3.73 

2.412 

1.4970 

815 

245 

B 

10 

7.19 

2.458 

1.5088 

841 

252 

C 

15 

10.41 

2.499 

1.5192 

865 

258 

D 

20 

13.42 

2.537 

1.5279 

888 

264 

E 

30 

18.86 

2.603 

1.5435 

934 

276 

F 

40 

23.65 

2.659 

1.5573 

980 

287 



Series 167*^ 

-lOOSiOn 

: 4 OK 2 O : xCaO 



A 

5 

2.78 

2.488 

1.5125 

901 

270 

B 

10 

5.40 

2.513 

1.5179 

914 

272 

C 

15 

7.89 

2.535 

1.5229 

927 

275 

D 

20 

10^26 

2.555 

1.5277 

938 

278 

E 

30 

14.63 

2.594 

1.5379 

960 

282 

F 

40 

18.61 

2.630 

1.5475 

978 

286 



Series 168*- 

-lOOSiOt 

; 20 KtO : xCaO 



A 

5 

3.42 

2.420 

1.5011 

828 

248 

B 

10 

6.61 

2.450 

1.5081 

846 

253 

C 

15 

9.69 

2.478 

1.5151 

865 

258 

D 

20 

12.40 

2.505 

1.5223 

883 

262 

E 

30 

17.51 

2.555 

1.5355 

922 

272 

F 

40 

22.06 

2.601 

1.5491 

958 

281 



Series 175*^ 

-lOOSiOi: 

IS.I 6 K 2 O : xCaO 



A 


3.73 

2.360 

1.4943 

783 


B 


7.19 

2.397 

1.5036 

806 


C 


10.41 

2.432 

1.5127 

829 


D 


13.42 

2.472 

1.5211 

852 


E 


18136 

2.542 

lj5371 

898 


F 


23.65 

2.607 

1.5508 

945 
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Table XVI. 9— (Continued) 


No. 

z 

Weight 
per cent 

Density 

(n 

F - nc)10^ 




Series m'—lOOSiOt: SONa^O : 

20KtO : xCaO 



A 

5 

2.97 

2.502 

1.5115 

900 

269 

B 

10 

5.76 

2.529 

1.5186 

915 

273 

C 

15 

8.41 

2.554 

1.5255 

933 

277 

D 

20 

10.90 

2.574 

1.5314 

948 

281 

E 

30 

15.50 

2.619 

1.5428 

977 

287 

F 

40 

19.65 

2.657 

1.5528 

1002 

293 



Series nO'—lOOSiO,: lONa.O 

; 10K,O : xCaO 


A 

5 

3.56 

2.415 

1.4992 

823 

247 

B 

10 

6.88 

2.450 

1.5086 

843 

252 

C 

15 

9.96 

2.485 

1.5177 

865 

258 

D 

20 

12.85 

2.523 

1.5253 

884 

263 

E 

30 

18.11 

2.585 

1.5401 

928 

274 

F 

40 

22.78 

2.626 

1.5528 

966 

283 



Series 180'^— 

-lOOSiO.: 40 Na.O : xPbO 




PbO 

PbO 





A 

5 

11.62 

2.710 

1.5299 

1069 

310 

B 

10 

20.82 

2.912 

1.5558 

1246 

360 

C 

15 

28.28 

3.112 

1.5761 

1390 

401 

D 

20 

34.46 

3.282 

1.5927 

1522 

437 

E 

30 

44.09 

3.5343 

1.6219 

1757 

501 

F 

40 

51.26 

3.756 

1.6472 

1980 

560 



Scries 18P- 

-lOOSiO.: 20Na.O : xPbO 



A 

5 

13.34 

2.628 

1.5186 

990 

289 

B 

10 

23.54 

2.911 

1.5448 

1191 

345 

C 

15 

31.59 

3.152 

1.5691 

1351 

390 

D 

20 

38.11 

3.368 

1.5930 

1496 

431 

E 

30 

48.01 

3,690 

1.6272 

1767 

505 

F 

40 

55.19 

3.940 

1.6571 

1984 

563 



Series 18 f- 

-lOOSiO,: 40 K,O : xPbO 



A 

5 

10.20 

(2.681) 

(1.5290) 



B 

10 

18.50 

(2,868) 

(1.5510) 



C 

15 

25.40 

(3.043) 

(1.5710) 



D 

20 

31.23 

3.175 

1.5910 

1543 

443 

E 

30 

40.52 

3.474 

1.6230 

1543 

519 

F 

40 

47.60 

3.728 

1.6508 

2037 

555 



Series 183^- 

-lOOSiO,; SOK,0 : xPbO 



A 

5 

12.31 

2.616 

1.5201 

1029 

300 

B 

10 

21.94 

2.849 

1.5480 

1200 

348 

C 

15 

29.65 

3,089 

1.5707 

1372 

396 

D 

20 

39.97 

3J290 

1.5941 

1514 

436 

E 

30 

45.74 

3.640 

1.6284 

1794 

511 

F 

40 

52.91 

3.942 

1.6596 

2022 

585 



Series m’—lOOSiO,: WNa,0 : 

20K,O : xPbO 



A 

5 

10.83 

(2.690) 

1.5331 

1078 

313 

B 

10 

19.56 

2.888 

1,5562 

1260 

364 

C 

15 

26.72 

3.080 

1.5773 

1411 

406 

D 

20 

32.71 

3248 

1.5947 

1560 

445 

E 

30 

42.16 

3.507 

1.6226 

1808 

515 

F 

40 

49.30 

3.731 

1.6509 

2029 

574 
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Table XVI. 9— (.Continued) 


No. 

X 

Weight 
per cent 

Density 


(n, - n^)10» 

(n^ - n^)10» 



Series m'—lOOSiO,: 10Na,O : lOK.O : xPbO 


A 

5 

12.77 

(2.623) 

(1.5180) 

(1018) 

(296) 

B 

10 

22.66 

2.884 

1.5453 

1198 

347 

C 

15 

30.54 

3.126 

1.5692 

1362 

394 

D 

20 

36.93 

3.339 

1.5933 

1503 

433 

E 

30 

46.76 

3.676 

1.6280 

1781 

509 

F 

40 

53.95 

3.952 

1.6571 

2006 

570 



Series 190*^— 

-lOOSiOz . 

: 40 NazO : xBaO 




BaO 

BaO 





A 

5 

8.3 

2.604 

1.5155 

920 

273 

B 

10 

15.3 

2.738 

1.5280 

958 

283 

C 

15 

21.3 

2.864 

1.5404 

985 

291 

D 

20 

26.5 

2.966 

1.5510 

1013 

299 

E 

30 

35.1 

3.134 

1.5679 

1055 

310 

F 

40 

41.9 

3.248 

1.5775 

1084 

319 



Series 19 

-lOOSiOt : 

SONazO : xBaO 



A 

5 

9.5 

(2.557) 

(1.5037) 

(842) 

(251) 

B 

10 

17.4 

2.708 

1.5202 

885 

263 

C 

15 

24.0 

2.853 

1.5357 

921 

273 

D 

20 

29.7 

2.987 

1.5483 

957 

284 

E 

30 

38.8 

3.203 

1.5698 

1015 

300 

F 

40 

45.8 

3.407 

1.5895 

1067 

315 



Senes 192*^- 

-lOOSiOi 

; 40 KzO : xBaO 



A 

5 

72 

2.619 

1.5195 

912 

269 

B 

10 

13.5 

2.718 

1.5285 

937 

277 

C 

15 

19.0 

2.803 

1.5381 

962 

283 

D 

20 

23.8 

2.904 

1.5479 

988 

291 

E 

30 

31.9 

3.079 

1.5644 

1030 

303 

F 

40 

38.5 

3^205 

1.5757 

1057 

310 



Seriefs 193”- 

-lOOSiOz 

; 20KzO : xBaO 



A 

5 

8.8 

2.565 

1.5080 

844 

251 

B 

10 

16J2 

2.681 

1.5203 

884 

262 

C 

15 

22.5 

2.798 

1.5317 

922 

273 

D 

20 

27.9 

2.922 

1.5437 

962 

285 

E 

30 

36.8 

3.143 

1.5652 

1020 

301 

F 

40 

43.7 

3.308 

1.5838 

1071 

316 


Series 19i'‘—mSiO.: WNa,0 : WK.0 : xBaO 


A 

5 

7.7 

2.614 

1.5170 

904 

267 

B 

10 

14.4 

2.753 

15293 

945 

279 

C 

15 

20.1 

2583 

1.5414 

976 

287 

D 

20 

25.1 

3.001 

1.5520 

1003 

295 

E 

30 

33.5 

3.161 

1.5681 

1046 

308 

F 

40 

40.2 

3.302 

1.5820 

1083 

317 



Series 195 '^— 

lOOSiOz: lONazO 

: lOKzO , 

r xBaO 


A 

5 

95 

2562 

1.5058 

832 

247 

B 

10 

16.8 

2.695 

15199 

880 

261 

C 

15 

235 

2521 

1.5342 

921 

274 

D 

20 

285 

2.951 

15476 

961 

284 

E 

30 

37.7 

3.175 

15694 

1017 

300 

F 

40 

44.7 

3549 

15881 

1073 

316 
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Table XVI. 9— {Continued) 

No. X per cent Density “ w^)10® 

Series 200’*—dSiOt : (2 — x) NanO : xMgO 



MgO 


A 

0.25 

2.453 

B 

0.375 

2.448 

C 

0.50 

2.444 

D 

0.625 

2.439 

E 

0.75 

2.433 

F 

1.00 

2.421 



Series 171 


No. 

SiOa 

-Weigh 

CaO 

t per cent— 
NaaO 


Density 


{Uy ” n^)10«(no 

- n^)10« 

A 

70 

5 

25 


2.495 

1.5128 

896 

258 

E 

70 

5 


25 

2.430 

1.5072 

839 

261 

B 

70 

10 

20 


2.525 

1.5231 

905 

269 

W 

70 

10 

10 

io 

2.509 

1.5206 

876 

260 

F 

70 

10 


20 

2.467 

1.5175 

852 

253 

C 

70 

15 

is 


2.542 

1.5330 

914 

271 

V 

70 

15 

7.5 

'^5 

2.534 

1.5307 

882 

261 

G 

70 

15 

,. 

15 

2.503 

1.5280 

865 

256 

D 

70 

20 

10 


2.572 

1.5423 

923 

272 

T 

70 

20 

5 

*5 

2.563 

1.5406 

888 

262 

H 

70 

20 


10 

2.542 

1.5385 

878 

259 

K 

65 

15 

20 

,, 

2.588 

1.5367 

948 

281 

Z 

65 

15 

10 

10 

2.569 

1.5349 

918 

272 

P 

65 

15 


20 

2.524 

1.5296 

900 

266 

M 

65 

20 

15 


2.516 

1.5473 

957 

282 

R 

65 

20 


15 

2.564 

1.5410 

913 

269 

N 

60 

15 

25 


2.605 

1.5402 

982 

289 

S 

60 

15 


25 

2.544 

1.5320 

935 

275 

L 

60 

20 

20 


2.637 

1.5508 

990 

290 

Y 

60 

20 

10 

io 

2.616 

1.5485 

962 

282 

Q 

60 

20 


20 

2.584 

1.5432 

948 

279 





Series 186’’ 





SiOa 

PbO 

Na.O 






A 

70 

5 

25 


2.531 

1.5092 

898 

266 

B 

70 

10 

20 


2.610 

1.5154 

930 

280 

C 

70 

15 

15 


2.701 

1.5197 

1005 

294 

E 

65 

15 

20 


2.742 

1.5298 

1072 

313 

F 

65 

20 

15 


2.836 

1.5349 

1126 

328 

H 

60 

15 

25 


2.783 

1.5419 

1140 

332 

J 

60 

20 

20 


2.887 

1.5475 

1195 

347 

K 

60 

25 

15 


2.981 

1.5517 

1253 

362 

L 

60 

30 

10 


3.075 

1.5568 

1319 

380 

M 

50 

30 

20 


3.172 

1.5822 

1451 

416 

N 

50 

35 

15 


3.268 

1.5869 

1511 

434 

P 

50 

40 

10 


3.364 

1.5915 

1570 

451 

Q 

40 

40 

20 


3.458 

1.6165 

1700 

488 

R 

40 

25 

15 


3.561 

1.6219 

1764 

501 

S 

40 

50 

10 


3.665 

1.6262 

1828 

519 

T 

30 

50 

20 


3.742 

1.6509 

1955 

553 
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Table XVI. 9— (Continued) 


No. 

^ ■ - 

-Weight per cent— 

-^ Density 


(njf - n^)10® (n^ 

- 





Series 187^ 





SiOg 

PbO 

KaO 





A 

70 

5 

25 

2.471 

1.5023 

818 

243 

B 

70 

10 

20 

2.546 

1.5087 

878 

258 

C 

70 

15 

15 

2.644 

1.5197 

1005 

294 

E 

65 

15 

20 

2.697 

1.5248 

998 

292 

F 

65 

20 

15 

2.774 

1.5319 

1063 

310 

H 

60 

15 

25 

2.712 

1.5350 

1071 

312 

J 

60 

20 

20 

2.819 

1.5415 

1128 

328 

K 

60 

25 

15 

2.917 

1.5487 

1203 

349 

L 

60 

25 

15 

3.010 

1.5558 

1263 

364 

M 

50 

30 

20 

3.092 

1.5754 

1378 

397 

N 

50 

35 

15 

3.189 

1.5824 

1442 

415 

P 

50 

40 

10 

3.275 

1.5903 

1510 

434 





Series 188^ 





Si02 

PbO 

NaaO 

KaO 




B 

70 

10 

10 

10 2.570 

1.5110 

901 

266 

E 

65 

15 

10 

10 2.714 

1.5265 

1022 

300 

J 

60 

20 

10 

10 2.845 

1.5434 

1151 

334 

M 

50 

30 

10 

10 3.123 

1.5778 

1401 

403 

Q 

40 

40 

10 

10 3.427 

1.6114 

1651 

474 

T 

30 

50 

10 

10 3.742 

1.6465 

1904 

541 





Series 196^^ 





SiOa 

BaO 

NaaO 





A 

70 

5 

25 

2.533 

1.5078 

892 

264 

B 

70 

10 

20 

2.593 

1.5125 

880 

261 

C 

70 

15 

15 

2.648 

1.5168 

867 

264 

E 

65 

10 

25 

2.632 

1.5190 

921 

273 

F 

65 

15 

20 

2.696 

1.5236 

911 

271 

G 

65 

20 

15 

2.773 

1.5284 

901 

268 

J 

60 

15 

25 

2.744 

1.5295 

946 

279 

K 

60 

20 

20 

2.815 

1.5347 

940 

278 

L 

60 

25 

15 

2.891 

1.5403 

933 

277 

M 

60 

30 

10 

2.971 

1.5459 

928 

276 

N 

50 

25 

25 

2.965 

1.5506 

1002 

295 

P 

50 

30 

20 

3.056 

1.5572 

1000 

295 

Q 

50 

35 

15 

3.132 

1.5643 

1002 

296 

R 

50 

40 

10 

3.227 

1.5711 

1003 

297 





Series SOI" 





SiOg 

BaO 

KgO 





A 

70 

5 

25 

2.486 

18023 

860 

255 

B 

70 

10 

20 

2.535 

1.5055 

842 

250 

C 

70 

15 

15 

2.579 

1.5082 

818 

243 

E 

65 

10 

25 

2.598 

1.5127 

890 

264 

F 

65 

15 

20 

2.632 

1.6173 

870 

259 

G 

65 

20 

15 

2.714 

1.6221 

860 

256 

J 

60 

15 

25 

2.687 

1.5224 

923 

272 

K 

60 

20 

20 

2.766 

1.5278 

911 

270 

L 

60 

25 

15 

2.850 

1.5344 

898 

267 

M 

60 

30 

10 

2833 

18402 

884 

263 

N 

60 

25 

25 

2.917 

1.6463 

982 

288 
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Table XVI. 9— {Continued) 


No. 

/• - 

-Weight per cent— 

-' 

Density 


(nj, “ n(,)10B (nj3 • 





Series 

-( Continued) 





SiOjj 

BaO 

KaO 






P 

50 

30 

20 


3.004 

1.5525 

980 

289 

Q 

50 

35 

15 


3.083 

1.5591 

980 

289 

R 

50 

40 

10 


3.187 

1.5652 

983 

291 





Series 202’* 





SiOa 

BaO 

NaaO 

K.jO 





A 

70 

5 

12.5 

12.5 

2.528 

1.5049 

877 

260 

B 

70 

10 

10 

10 

2.545 

1.5086 

865 

257 

C 

70 

15 

7.5 

7.5 

2.634 

1.5142 

850 

253 

E 

65 

10 

12.5 

12.5 

2.652 

1.5185 

907 

269 

F 

65 

15 

10 

10 

2.705 

1.5224 

875 

259 

G 

65 

20 

7.5 

7.5 

2.752 

1.5263 

886 

263 

K 

60 

20 

10 

10 

2.834 

1.5332 

925 

274 

L 

60 

25 

7.5 

7.5 

2.881 

1.5835 

915 

272 

M 

60 

30 

5 

5 

2.949 

1.5449 

905 

269 

P 

50 

30 

10 

10 

3.038 

1.5566 

988 

292 

Q 

50 

35 

7.5 

7.5 

3.227 

1.5637 

988 

292 

R 

50 

40 

5 

5 

3.234 

1.5704 

988 

295 


1. Peddle, C. J., J. Soc. Glass Tech., 4, 3 8. Peddle, C. J., /. Soc. Glass Tech., 4, 320. 

(1020). 9. Peddle, C. J., J. Soc. Glass Tech., 4, 330. 

2. Peddle, C. J., J. Soc. Glass Tech., 4, 20. 10. Peddle, C. J., J. Soc. Glass Tech., 5, 201 

3. Peddle, C. J., /. Soc. Glass Tech., 4, 46. (1921). 

4. Peddle, C. J., J. Soc. Glass Tech., 4, 69. 11. Peddle, C. J., J. Soc. Glass Tech., 5, 212. 

5. Peddle, C. J,. J. Soc. Glass Tech., 4, 71. 12. Peddle, C. J., J. Soc. Glass Tech., 5, 220. 

6. Peddle, C. J.. J. Soc. Glass Tech., 4, 299. 13. Peddle, C. J., J. Soc. Glass Tech., 5, 228. 

7. Peddle, C. J.. J. Soc. Glass Tech., 4, 310. 14. Peddle, C. J., J. Soc. Glass Tech., 4, 281 

(1920). 

Clarke and Turner measured the refractive index and dispersion 
of a series of glasses which were used also for other measurements. The 
optical measurements are in Table XVI. 10, The compositions, which 
were determined by analysis, are in Table X. 3; and the range of com¬ 
positions studied is shown in Fig. X. 3. 

The results of Faick and Finn^s are given in Table X. 4, which 
includes the annealing temperatures used by them. Compositions were 
determined by analysis. They considered that their values of refractive 
index were best represented by three straight lines, of the general formula 

(m — 1) = + bB -1- cC, 

in which B, and C represent the percentages by weight of Si02, Na20, 
and CaO, and a, 6, and c are empirical constants having the following 
values in the indicated silica ranges: 


Silica range (%) a h c 

50 to 59.5 0.004836 0.005491 0.007521 

59.5 to 73.75 0.004785 0.005568 0.007598 

73.75 to 100 0.004584 0.006127 0.007977 


■^Clarke, J. R., and Turner, W. E. S., J. Soc. Glass Tech., 4, 111 (1920). 
a« Faick, C. A., and Finn, A. N„ /. Am. Ceram. Soc., 14, 518 (1931). 
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Table XVI. 10—Optical Properties'^ of Glasses Studied at the Department of 
Glass Technology, University of Sheffield, Sheffield, England 




Glasses NatO-CaO-SiOt 



No. 



"r 


Y 

1 

1.4949 

1.4977 

1.5066 

1.5120 

42.6 

2 

1.4982 

1.5007 

1.5068 

1.5123 

58.6 

3 

1.4996 

1.5027 

1.5083 

1.5147 

58.6 

4 

1.5016 

1.5041 

1.5102 

1.5167 

58.7 

5 

1.5038 

1.5063 

1.5124 

1.5178 

58.6 

6 

1.5060 

1.5085 

1.5146 

1.5189 

58.9 

7 

1.5084 

1.5108 

1.5171 

1.5217 

58.8 

8 

1.5101 

1.5127 

1.5188 

1.5241 

58.9 

9 

1.5128 

1.5154 

1.5215 

1.5267 

59.0 

10 

1.5142 

1.5168 

1.5229 

1.5289 

59.5 

11 

1.5164 

1.5188 

1.5250 

1.5317 

59.7 



Trmlicate glasses NatO-AhOs-SiOi 



441 

1.49406 

1.49731 

1.50271 

1.50700 

57.4 

442 

1.49350 

1.49666 

1.50204 

1.50604 

58.2 

443 

1.49284 

1.49523 

1.50109 

1.50584 

59.9 

444 

1.49232 

1.49443 

1.50052 

1.50517 

60.2 



Glasses NatO-BtOs-SiOt 



601 

1.49868 

1.50110 

1.51375 

1.52705 

33.8 

602 

1.50875 

1.51130 

1.52372 

1.53703 

34.1 

603 

1.51361 

1.51610 

1.52855 

1.54180 

34.1 

604 

1.51582 

1.51833 

1.53058 

1.54400 

35.1 

60S 

1.51881 

1,52124 

1.53384 

1.54607 

34.8 

606 

1.52277 

1.52532 

1.53746 

1.55084 

35.7 

•607 

1.52023 

1.52335 

1.53506 

1.54811 

35.4 

608 

1.51940 

1.52181 

1.53421 

1.54753 

35.3 

609 

1.50199 

1,50451 

1.51284 

1.51654 

46.4 

610 

1.49322 

1.49542 

1.50271 

1.50718 

47.2 

611 

1.49037 

1.49277 

1.50109 

1.50422 

46.0 

612 

1.48695 

1.48924 

1.49765 

1.50182 

45.7 

613 

1.48541 

1.48761 

1.49631 

1.50086 

44.7 

614 

1.48292 

1.48558 

1.49381 

1.49815 

44.6 

615 

1.48234 

1.48490 

1.49314 

1.49758 

44.9 

616 

1.48550 

1.48790 

1.49603 

1.50047 

46.3 


Glctsses (76S — x) SiO», xB,0,, 

8MCaO, 6S6Na,0, 7J9K,0 


756 

1.5073 

1.5098 

1.5156 


61.1 

765B 

1.5082 

1.5108 

1.5166 


60.8 

755E 

1.5207 

1.5233 

1.5291 


62.3 

756F 

1.5223 

1.5248 

1.5306 


63 

755G 

1.5239 

1,5265 

1.5323 


63.0 

766H 

1.5260 

1.5285 

1.5343 


63.7 

765H 

1.5270 

1.5302 

1.5353 


63.9 

766J 

1.5300 

1.5326 

1.5379 


67.4 

755L 

1.5321 

1.5346 




756M 

1.5326 

1.5351 

IMiS 


65.3 

7650 

1.5303 

1.5330 

1.5386 


64.2 



Glasses 68iOt, (i — 

x)Na»0, xTiO» 



763a 

1.50185 

1.50458 

1.51743 

1.53098 

32 3 

763b 

1.50428 

1.50693 

1.52002 

1.53344 

32.3 


* CompoBitionB are in Table X. 8. 
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Table XVI. 10— {Continued) 


Glasses 6SiO», (2 — x)NaiO, xTiOt 


753c 

1.51092 

1.51381 

1.52693 

1.54061 

32.1 

753d 

1.52125 

1.52434 

1.53762 

1.55114 

32.0 

753e 

1.52710 

1.53030 

1.54377 

1.55766 

31.8 

753f 

1.53565 

1.53911 

1.55269 

1.56675 

31.7 



Glasses 6SiOt, 

(2 — x)NatO, xZnO 



788a 

1.49686 

1.49975 

1.50572 

1.51077 

57.06 

788b 

1.49874 

1.50153 

1.50751 

1.51251 

58.18 

788c 

1.49827 

1.60181 

1.50707 

1.51232 

57.02 

788d 

1.50217 

1.50534 

1.51118 

1.51646 

56.10 

788e 

1.49874 

1.50162 

1.50724 

1.51232 

59.00 

788g 

1.50484 

1.50765 

1.51350 

1.51868 

58.62 

788g/2 

1.50511 

1.50793 

1.51396 

1.51915 

57.40 

788h/2 

1.51575 

1.50829 

1.51424 


59.88 


Table XVI. 11— Optical Properties and Densities of Glasses in the System 

NasO-CaO-SiOa 

After Morey and Merwin 







,-X10-*. 



XlO-a 

,—XIO 

bti 


xio-^ 

G 

6 

Z 

9. 

00 

CaO 

6 

in 

Observed 

{/ao/4 

annealed 

Add to 
observed 
d to obtain 
d of curves 

d increased 
by annealin 

Observed 

no 

annealed 

Add to 
observed n 
to obtain n 
of curv’^es 

tt increased 
by annealin 

Observed 

F-C 

Add to ob¬ 
served (F— 
to obtain 
<F-C) of 

0 



99.90 

2.203 

0 

0 

1.458:, 

0 

0 

67.5 

0 

1 

5.66 


95,00 

2.240 

H- 1 

2 

1.465:; 

0 

9 

72 

0 

la 

10.00 


90.00 

2.291 

0 

5 

1.474 

- i 

10 

75.5 

- 4 

2 

3.90 

5.76 

(90.40) 

2.310 

+ 1 

(5) 

1.483 

- J 

(10) 


2a 

6.00 

4.00 

90.00 

2.311 

-• 2 

4 

I. 48 O 5 

0 

6 

75.5 


3 

11.83 


(88.17) 




1.4765 

0 

8 

75.5 

4 -1 

3x 

13.87 


86.13 

2.829 

‘6 

'6 






3a 

10.89 

3.6i 

86.10 

2.345 

~ 1 

3 

1*486 

6’ 

12 

78 

o’ 

3b 

8.00 

6.00 

86.00 

2.355 

+ 2 

5 

1.490r, 

0 

8 

78 

0 

4 

14.86 


(85.14) 

2.384 

+ 4 

2 

1.481 

0 

0 

77.5 

1 

5 

9.21 

7.58 

83.21 

2.389 

-f 4 

7 

1.498:, 

0 

14 

80.5 

4-1 

5a 

17.95 


82.05 

2.369 

0 

9 





6 

6.55 

11.65 

81.80 

2.421 

+ 1 

6 

L567 

4 -*4 




7 

19.55 


(80.45) 

2.383 

4- 1 

8 

1.490 

- i 

16 

^.5 

-i 

8 

16.98 

6.6i 

78.01 

2.432 

0 

6 

1.503r, 

0 


85 

-1 

9 

12.0 

10.0 

78.0 

2.455 

+ 1 

6 

1.511 

4- 4 


85 

0 

9a 

22.54 


77.46 

2.414 

- 1 

9 




t 

10 

14.93 

' 8.61 

77,06 

2.456 

0 

6 

1*510 

6’ 


^.5 

6* 

11 

12.85 

11.03 

76.12 

2.485 

- 3 

7 

1.517 

0 

ii 

87 

- » 

12 

8.90 

14.99 

76.11 

2.497 

-f 1 

5 

1.523 

0 

6 

87 

0 

13 

18.89 

5.01 

76.10 

2.455 

- 5 

11 

1.506 

0 

16 

85.5 

4- 4 

14 

6.18 

17.96 

75.86 

2.505 

4- 4 

6 

1.527b 

4-1 


88 

~ 4 

15 

18.64 

5.76 

75.60 

2.468 

-10 

9 

1.509 

-1 

is 



0. A clear bead made from quarts in an oxy«hydrogen flame had a density of 2.203. The 
clearest pieces of Day and Shepherd’s glass (Set.. 23, 670, 1^) had d 2.204. A disk of optical silica 
had d 2.206. Annealing these either at 700** or at 1000** increased d not more than 0.001. For Day 
and Shepherd’s glass tip <F—C) is from the literature. Cf. "The Properties of Silica, 

K. B. Sosman. 

1. Almost free of bubbles and striae. Fined at 1650**, quenclied in mercury. 

la, 2. Same; fined at 1620*, quenched in mercury. 

3a. Same; fined at 1550*, quenched in mercury. 

5. Milky after 15 minutes at 650*. 

6. Last fining 1 hr. at 1500*, loss 0.08 per cent. 

10. Fined 16 hr. at 1350*; lost 0.01 per cent. 

13. Became opalescent and comers rounded at 600* for several hours, then annealed at 460*. 
Duplicate tests of changes in n and d agreed. 

14. Liquidus 1438*; fined at 1475*; quenched in HgO. 

15. Clear glass after annealing but slightly striated; large piece used, d redetermined. 
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Table XVI. 11— {Continued) 







,-XIO 

-.’i_ 


XlO-a 

^XIO 

,-4 _^ 

xio-^ 







bO 



be 


G 


1' 

CaO 

0 

i» 

Observed 

d20/4 

annealed 

Add to 
observ'ed 
d to obtain 
d of curves 

d increased 
by anneal in 

Observed 

no 

annealed 

Add to 
observed n 
to obtain n 
of curves 

n increased 
by annealin 

Observed 

F~C 

Add to ob¬ 
served (F— 
to obtain 
(F-C) of 

16 

4.48 

20.23 

75.29 

2.535 

- 7 


1.533 

+ i 




17 

17.25 

7.54 

75.21 

2.475 

_ j 

8 

1.512 

“ h 


88 

-1 

18 

24.81 


(75.19) 

2.429 

+ 1 

10 

1.497r, 

0 

is 

87 

-1 

19 

25.00 


(75.00) 

2.431 

0 

10 

1.497f. 

0 

12 

86.5 

- a 

20 

17.50 

7.50 

75.00 

2.477 

- 1 

5 

1.512r. 

- J 


87 

0 

21 

15.04 

9.98 

74.98 

2.489 

- 1 


1.517 

0 

io 

87.5 

0 

22 

(13.40) 

11.64 

74.96 

2.495 

+ 2 


1.519 

+ 


88 

- a 

23 

10.08 

14.97 

(74.95) 

2.506 

+ 5 


1.525 

+ i 


87 

+ a 

24 

15.20 

10.10 

74.70 

2.489 

-f- 2 

14 

1.517 

i 

is 

87 

+ a 

25 

15.28 

10.03 

74.69 

2.492 

- 1 


1.517r, 

- J 


86.5 

+1 

28 

(5.37) 

20.25 

74.38 

2.532 

+ 6 

(io) 






27 

(5.46) 

20.25 

74.29 

2.536 

4- 3 

14 

1.534, 

+i' 


8^5 

+‘a 

28 

5.73 

20.02 

(74.25) 

2.522 

+ 16 

10 

1.532, 

+ 2 J 

‘4 

89 

0 

29 

12.82 

12.98 

74.20 

2.509 

+ 1 

8 

1.524 

- h 


88.5 
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12.02 

74.10 

2.505 

+ 1 

7 

1.522 

0 



- a 

34 
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89 
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48 
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0 


90 

0 

54 
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2.553 
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10 

1.5335 

0 

is 

91 


65 

15.68 

14.04 

70.28 

2.549 

- 1 

9 

1.531, 

- a 


92 
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56 

14.77 

15.00 

70.23 
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1.5335 

- a 
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-1 

57 

23.26 

6.62 

70.22 

2.504 

0 

’5 
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91 

0 

58 

24.86 

4.94 

70.20 
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10 
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10 

91 
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59 

16.91 

14.08 

70.01 

2.548 
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7 

1.531 
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92 
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60 

24.71 

5.31 

69.98 

2.496 

+ 3 

3 

1.513b 

0 

io 

91.6 

0 

60a 

(25.65) 

4.61 

69.84 

2.503 

- 8 

14 

1.514 

-2 

(16) 

90.5 

+1 

61 

(17.23) 

13.00 

69.77 

2.540 

+ 6 

12 

1.5285 

+1 

15 

90.B 

+1 

62 

25.79 

5.01 

69.20 

2.504 
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1.513r, 

0 
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0 

63 

5.56 

25.40 

(69.04) 

2.609 

+ 11 
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+2a 

6 

94 

0 

64 

20.54 

10.78 

68.68 

2.544 
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9 

1.5265 
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93 

-1 

65 

20.90 

10.84 

68.26 

2.543 

0 

7 

1.527 
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92.5 

0 

66 

13.83 

18.04 

68.13 

2.586 

+ 2 

6 

I. 54 I 5 

0 


94 

- a 

67 

24.95 

7.00 

68.05 

2.520 

0 

5 

1.518., 
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92.6 

0 

68 

22.10 

10.14 

(67.76) 

2.543 
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1.525r, 

0 




68a 

32.43 


67.57 

2.484 
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24 






69 

19.64 

13.63 

67.33 

2.561 

+ 1 


1.532 

0 


93 

+ a 

70 

(3.87) 

28.84 

67.29 

2.655 
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*5 

1.564., 

0 


97 

- a 

71 

17.45 

15.67 

66.98 

2.582 

- 3 


1.538 

0 


94 

0 

72 

6.98 

27.24 

66.78 

2.654 

0 

’5 

1.663 

- a 

6 

07 

0 


16, 26, 27, 28. These four glasses were all attempts to make a glass of approximately 5 per cent 
Na«0, 20 per cent CaO, 76 per cent Si02. Liquidus temperature 1476*; hard to get homogeneous, 
and very difficult to quench, even in mercury, without devitrification. Final quenching in small lots 
in mercury. Distinctly opalescent when first prepared, not distinctly more so when annealed. 

81. The first glass melted in this study; Fe 203 +Al 20 a“ 0.12 per cent. 

62. Fined at 1660*. 

60. Distinctly opalescent after annealing, barely so before. Changes due to annealing accurately 
determined in duplicate. 

68 . Difficult to quench, even in mercury; opalescent, Striated. 
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73 

(12.44) 
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66.77 

2.613 

0 

10 
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5 
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74 
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66.48 

2..547 
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5 
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0 


94 

— 4 
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14.91 

66.40 

2'58i 

-’2 


1.537 

0 

94.5 

0 

77 
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0 
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0 
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78 
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ib’.M 

66.16 
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0 
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0 

79 
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0 
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81 
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82 
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2.656 
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58.78 

2.618 

+ 3 

6 

1.5425 

+ i 


100 

+ 4 

104 

17.14 

24.24 

58.62 

2.692 

- 6 

15 

1.563 

+ 1 


102 

0 

105 

28.47 

14.31 

57.22 

2.626 

- 2 

5 

1.5425 

0 


101 

+ 4 

106 

15.79 

27.07 

57.14 

2.712 

0 


1.571 

0 


104 

0 

107 


42.89 

(57.11) 

2.835 

0 

’9 

1.612 

0 


109.5 

- 1 

107a 

33.9i 

9.04 

57.05 

2.588 

+ 2 

1 

1.531 

0 

4 

101 

0 

107b 

13.80 

29.40 

(56.80) 

2.735 

- 6 







108 

23.06 

20.15 

66.79 

2.665 

+ 2 

*8 

l’.555 

+'4 

17 

162.5 

6’ 

109 

44.32 


(55.68) 

2.546 

- 5 

(5) 

1.514 

- 4 

(10) 

100.6 

4 

no 

23.50 

21 ’ii 

(55.36) 

2.683 

- 4 

1.559r, 

- 4 

10 

105.5 

-14 

111 

9.97 

34.72 

56.31 

2.773 

0 

4 

1.590 

+ i 

4 

108.5 

-1 

112 

16.41 

28.31 

(55.28) 

2.733 

- 5 

7 

1.577 

-2 

10 

106,5 

-1 

113 

33.87 

10.87 

(55.26) 

2.610 

0 


1.536s 

0 


102 

+1 

114 

6.13 

38.75 

55.12 

2.808 

- 4 

*6 

1.6025 

-1 

ii 

109 

- 4 

115 

4.56 

40.42 

(55.02) 

2.816 

+ 2 


I. 6 O 65 

- i 


110.5 

-1 

116 

41.94 

3.33 

(54.73) 

2.568 

- 3 


I. 52 I 5 

- 4 


101.6 

+ 1 

117 

38.32 

7.50 

54.48 

2.587 

+ 5 


1.529 

+ 4 


101.5 

+2 

118 

31.33 

14.71 

(53.96) 

2.630 

+11 


1.5435 

+14 


102.5 

+ 14 

119 

21.06 

24.97 

63.97 

2.705 

+ 5 

*6 

1.567 

+1 

13 

104.5 

+14 

120 

4.44 

42.04 

53.52 

2.838 

- 2 

6 

I. 8 IO 5 

- 4 

10 

111 

0 

121 

5.18 

41.50 

(53.32) 

2.832 

- 1 

6 

1.610 

-1 

5 

109.6 

+2 

122 

46.69 


(63.31) 




1.515 

0 

(10) 

103.5 

- 4 

122a 

28.44 

18.29 

53.27 

2.664 

+ 3 

2 

1.5525 

+ 4 

0 

107 

-14 

122b 

39.91 

7.52 

52.57 

2.601 

0 

5 

1.531 

0 

11 

105 

0 

122c 

20.80 

27.10 

(52.10) 

2.730 

0 


1.574.-, 



108 

- 4 

123 

31.87 

16.08 

(52.05) 

2.665 

- 7 

i4 

I. 55 O 5 

-14 

15 

106 

0 

124 

10.23 

37.98 

51.79 

2.807 

+ 1 

3 

1.5995 

+ 4 

3 

110.5 

+ 4 


82. Final melting, 1600*; quenched in H 2 O. 

93. Difficult to quench, even in mercury. 

97. Composition of the compound, -NagO • 3CaO • BSiOg. 

101. Fined at 1500®; liquidus 1472®; quenched in mercury. 

108. Very slightly opalescent when annealed. 

114. Liquidus 14^®; melted at 1650®; quenched in H^O. 

119. Only most rapid quenching in thimble crucible gives clear glass which anneals. 
122a. Trace of opalescence both before and after annealing. 
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125. Slightly milky after 15 min. at 650, but not after 8 hrs. at 565®. 

127. Milky after 15 min. at 650®, but not after 3 hrs. at 565®. Very close to composition of 
compound, Na20 • 2CaO • SSiOa. 

130. Composition of compound, NaaO • 2CaO • SSiOa. 

131a. Milky after 6 hrs. at 475®; clear after 4 hrs. at 466®. 

133. Quenched in HaO. 

134. Slightly opalescent before and more so after annealing; clianges partly due to crystallization. 
134a. Practically composition of compound, 2Na20 * CaO • SSiOa. Necessary to quench in H 2 O. 

Bardy trace of opalescence after 4 hrs. at 466, same d after U hrs. at 466®. 

135. Clear glass; slightly milky when annealed 12 hrs. at 495®, but n increased 0.020 and d 
increased 0.031. Microscope shows many minute equant apparently isotropic grains of higher n 
than glass. 

137. Trace opalescence after annealing, 

137a. Very milky in 15 hrs. at 475®, d=2.730, n=1.666; trace of opalescence in 2 hrs. at 475®. 
144. Quenched in H^O. 

146. Annealed 2 hrs. at 460®; did not devitrify. 

147. Quenched in mercury. 

148. Quenched in mercury. 

149. Has to be quenched in mercury in foil by dropping; some grains obtained 2 mm. thick. 

150. Quenched in mercury. 

153. Foil. Drop quench into mercury 2 mm. thick considerably crystallized exc^t at surface 
no d, but n on edge of prism was obtained. Attempts to anneal caused crystallization. 

154. Liquidus 1570®; foil; drop quench in mercury. 

155. Liquidus 1570®; foil; drop quench in mercury. 
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The limiting value of 73.75 per cent for Si02 applies only to the liiUe- 
free glasses. On addition of lime up to approximately 16 per cent, the 
values of a, 6, and c in the third row are applicable up to 71 per cent 
Si02. 

Morey and Merwin measured a much larger range of composition, 
as is shown in Fig. X. 3. The compositions of the glasses were deter¬ 
mined either by analysis or by controlled synthesis. The results are 
given in Table XVI. 11 and in Figs. XVI. 1, 2, and 3. They could find 



Figure XVI. 1. —The Relation Between Refractive Index and Composition in the 
Ternary System Na20-Ca0-Si02. After Morey and Merwin. 

no justification for expressing the change in index with composition by 
a series of straight lines. For most of the glasses only the dispersion 
{F — C) was measured, but for some glasses, high in either soda (Na20) 
or lime (CaO), dispersions were measured over a wide range of wave¬ 
lengths. These are given in Table XVI. 12, together with the dispersions 
of two optical glasses, for comparison. 

The results of Morey and Merwin gave values of refractive index 
and of density, measured on the same glasses, and over so wide a range 
of composition as to make a valuable test of several formulas for specific 

^ Morey, O. W., and Merwin, H. E., /. Optical 8oe. Am., 22, 632 (1932). 
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refractivity. Values of specific refractivity were calculated by means 
of the following formulas: (n— l)/d, proposed by Gladstone and 
Dale^'^; — l)/(n^ + 2) • 1/d, proposed by Lorentz and Lorenz 
(n- — l)/(n + 0.4) • 1/d, proposed by Eyknian^^; and (log n)/d, pro¬ 
posed by Lichtenccker.'^^ For each equation the specific refractivity was 
calculated by assigning to each oxide an arbitrary constant value, and 

Table XVI. 12 — Dispersions of Some Glasses of Unusual Composition 
After Morey and Merwin 


-X1Q-* 


No. 

F - b 

F~ C 

F ~ d 

F - e 

g - F 

h - F 

CaO NaoO 

152 

142 

121 + 

85 

56 

67+ 

12/, 

55.83 



120+ 


55+ 

67 

123+ 

BaO ca. 4970* 

139 

136-f 

117 

81 + 

53 i 

64 


51.20 



117 




110 + 

BaOca.457o" 

125 

135 

115 

79 

52+ 

64 

no 

48.26 

121 

129 

no 

77 

50+ 

60 + 

111 

41.e50 5.18 

98 

120+ 

102+ 

72 

47 

56+ 

103 

.32.17 7.44 

28 

104 + 

80 

62 

41 

48+ 

88 

20.02 5.73 

0 

80 

(18 

47 + 

30+ 

35+ 

66 

SiOa glass 

3 

88 + 

75 + 

52 

34+ 

40+ 

n 

11.83 

88a 

108 + 

93 

64 + 

43 

50 d- 

0/^ + 

33.50 

109 

117 

100 

70 + 

46+ 

55+ 

101 + 

44.32 

122 

119 + 

102+ 


47+ 

57 

m+ 

46.69 



103 




105+ 

PbO ca'137^^'^ 

132 

122 + 

105 

73 

48+ 

58 + 

107 + 

49.20 

Wave-lengths in fi: 

b =■■ 0.7065, 

C =" 0.6563, 

d = 0.5876, e = 

0.5461, F = 

0.4861, g = 0.4358, h 


-- 0.4047. 

“• ** Barium silicate optical glasses. Small amounts of other oxides do not afflict the shape of 
the dispersirm curves in the fourth decimal place. 

A Hint glass containing about 16 per cunt Na^O. The 13 per cent PbO changes dispersion about 
like 32 per cent NaAh 

assuming that the specific refractivity is a linear function of the com¬ 
position. Excejit for the Lorentz-Lorenz formula, the constant used for 
silica glass was that calculated from the best values of refractive 
index and density, namely, Ud = 1.4585, d = 2.203. The other two con¬ 
stants were adjusted to give a fairly uniform distribution of positive and 
negative departures. The formulas for the Gladstone-Dale and the 
Lorentz-Lorenz equations were, respectively: 

Specific refractivity == 0.1947iV + 02268C + 0.2081 aS (1) 

Specific refractivity = 0.1115V + 0.1221C + 0.1237^^«* (2) 

in which AT, C, and S represent the percentages by weight of Na20, CaO, 
and Si02. Considering the value of the coefficient of the weight percent- 

Gladstone, J. H., and Dale, T. P., Tram, Roy. Soc, {London), 153, 317, 337 (1863). 

Lorentz, H. A,, Ann. Physik Chem., 9, 641 (1880). 

^ Lorenz, L., Ann. Physik Chcm., 11, 70 (1880). 

®*Eykman, J. F., Rec. trav. chim., 14, 185 , 201 (1895). 

Liohtenecker, K., Physik. Z., 27, 115, 833 (1928). 

From the best values for silica glass, 0.1239+. 



390 


THE PROPERTIES OF GLASS 



Figure XVI. 4.—The Percentage Deviation from an Additive Relationship between 
Specific Refractivity and Composition in the System NasO-CaO-SiOa. Specific 
refractivity calculated by meaas of: (a), the Gladstone-Dale formula, (n — l)/d; 
(b), the Lorentz-Lorenz formula, (w*—l)/(n® + 2)'l/d; and (c) the Eykman 
formula, (n*—l)/n + 0.4)«l/d. After Morey and Merwin. 
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age of Si 02 as a constant, values of the refractive index and the density 
of Na20 and CaO which would satisfy these two expressions were 
obtained by treating them as simultaneous equations. By this means 
the values of 1.(586) and 2.(963) were obtained for the refractive index 
and the density of Na20 in the glassy state; 1.(777) and 3.(427) for the 
index and density of CaO in the glassy state. Nothing is known about 
the properties of crystalline NaoO, but 1.83 and 3.37 are about the 
refractive index and density of crystalline CaO.®^ 

The constants in the Eykman equation first were calculated from the 
rough values of the index and density of glassy Na20 and CaO calculated 
from the Gladstone-Dale and Loreiitz-Lorenz formulas, but the resulting 
departures were large and positive, and the constants required adjustment. 
The following formulas were used for calculating specific refractivity 
from the Eykman and Lichtenecker formulas, respectively: 

Specific refractivity == 0.2530iy -f 0.2807C + 0.2753S (3) 

Specific refractivity == 0.6231iV + 0.7508C + 0.7440S (4) 

The percentage deviations from additivity for the first three formulas 
are plotted in Fig. XVI. 4, and the fourth formula gave a similar pattern 
of departures. The maximum contraction on mixing of compositions 
within the the diagram is about four per cent. While the general pat¬ 
tern of departures is the same for all the formulas tested, the Gladstone- 
Dale formula gives departures that are little more than one-half as large 
as the others plotted, and about one-third those of the Lichtenecker 
formula. For changes due to temperature in organic liquids, the Eykman 
formula is superior to either the Gladstone-Dale or the Lorentz-Lorenz 
formula. 

Na20-Zn0-Si02. English, Turner, and Winksmeasured a series 
of glasses in which ZnO replaced Na20 in the glass Na20 • 3Si02, with the 
results given in Table XVI. 10. The irregular results indicate that ZnO, 
as compared with CaO, has about one-half the effect on refractive index, 
and about the same effect on dispersion, when the comparison is made 
on the basis of percentage by weight. 

Na^O-BaO-SiO^^ Peddle studied two series of glasses (Table XVI. 
9) in which BaO was added to sodium silicate glasses according to the 
formula 100SiO2 + 40 (or 20) Na20 + xBaO (series 190 and 191); and 
one series (196) in which Si02 was held constant at 70, 65, 60, or 50 
per cent by weight and the ratio of BaO to Na20 was altered. The small 
meltings were made in clay crucibles, and the contamination introduced 
by the solvent action of the glass on the crucibles probably explains the 
irregularities which appear on triangular property-diagrams based on 

85/nf. Crit. Tables, 1, 143, 165, 844. 

“English, S., Turner, W. E. S., and Winks, F., /. Soc. Glass Tech., 12, 287 (1928). 

Peddle, C. J., /. Soc. Glass Tech., 5, 201, 228 (1921). 
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batch compositions. This is especially evident when the BaO content 
exceeded 25 per cent. 

Na20’-B20s’‘Si02. Two series of glasses in this system were measured 
by English and Turner/’^® with the results given in Table XVI. 10; the 
compositions of the glasses are in Table X. 3. In one series, the glasses 
contained approximately 20 per cent Na 20 , with B 2 O 3 replacing Si 02 , 
and in this series the refractive index increased to a maximum at about 
30 per cent B 2 O 3 . In the second series the Na 20 content was about 10 
per cent, and the index fell along this curve to a minimum at about 42 
per cent B2O3. Dispersions are listed, but they seem high as compared 
with later measurements by Turner and Winks.*'^® 


Table XVI. 13 —Density and Optical Prox3erties of Some Glasses 
Measured by Larsen 

Binary System Albite (Ah) (Nn>0‘AlfOs'GSiOO-Anorihite (An) 
(CaO • AUOs • ^SiOO 


Composition 

% Ab 

% An 


W/> 

IK,., 

Density 

Ab 

100 

0 

1.4864 

1.4890 

1.4916 

2.382 

Ab2An 

65.37 

34.63 

1.5135 

1.5166 

1.5192 

2.483 

AbAn 

48.55 

51.45 

1.5278 

1.5307 

1.5334 

2.533 

AbAna 

32.05 

67.95 

1.5420 

1.5452 

1.5481 

2.591 

AbAiis 

15.87 

84.13 

1.5563 

1.6500 

1.5628 

2.648 

An 

0 

100 

1.5719 

1.5755 

1.5786 

2.700 



Binary System 

CaO • SiOi-MgO 

• SiO^ 



% CaO • SiOa 

% MgO - 

SiOa 





100 

0 


1.6241 

1.6280 

1.6317 

2.904 

95 

5 


1.6223 

1.6262 

1.6299 

2.899 

8526 

14.74 


1.6185 

1.6223 

1.6258 

2.891 

74.00 

26.00 


1.6135 

1.6174 

1.6210 

2.881 

64.00 

36.00 


1.6084 

1.6122 

1.6156 

2.872 

60.00 

40.00 


1.6067 

1.6105 

1.6139 

2.858 

53.64 

46.36 

(Diopside) 

1.6036 

1.6071 

1.6109 

2.854 

40.00 

60.00 

1,5970 

1.6007 

1.6040 

2.834 

30.00 

70.00 


1.5923 

1.5960 

1.5992 

2.821 

10.00 

90.0 


1.5817 

1.5853 

1.5889 

2.789 

0 

100 


1.5767 

1.5801 

1.5833 

2.757 



CaO-MgO-SiOi glasses 




%MgO 

% CaO 

% SiOa 





3.50 

50.0 

46.5 

1.6370 

1.6410 

1.6450 

2.953 

15.0 

40.0 

45.0 

1.6350 

1.6392 

1.6428 

2.967 

25.00 

24.8 

50.2 

1.6183 

1.6225 

1.6260 

2.920 


Na20-Al20s-Si02- The refractive indices of albite (Na 20 • AI2O3 
* 6 Si 02 ) glass measured by Larsen are given in Table XVL 13. Clarke 
and Turner measured a few glasses in this system of the general com¬ 
position 6 Si 02 , (2 — a:), ojALOs (Table XVI. 10 ). 

88English, S., and Turner, W. E. S., /. Soc. Olasu Tech., 7, 155 (1923). 

89 Turner, W. E. S., and Winks, F., /. Soc. Glass Tech., 9, 389 (1926). 

^Clarke, J. H., and Turner, W. E. S., J. Soc. Glass Tech., 5, 119 (1921). 



OPTICAL PROPERTIES 


393 


Faick, Young, Hubbard, and Finn measured the refractive index no 
of 44 glasses containing approximately from 1 to 10 per cent alumina, 50 
to 78 per cent silica, and 19 to 45 per cent soda, with the results given in 
Table X. 4 . No measurements were made of dispersion. Replacing 
about 9 per cent of Na 20 by AI 2 O 3 lowered both the density and the 
index; the observed dispersion results, D — C and F — D, appear 
improbable. 


Table XVI. 14 — Optical Properties of Some Unannealed Glasses 

Ajter Merwin and Morey 
F -c 


SiO. 

Na..O 

AloOjj 


X 10* 

G-E 

E-d 

d—e 

e-F 

F~g 

g—h 



System Na^O-AhOy 

-SlOm Partial Dispersions X10^ 



25.5 

22.2 

52.3 

1.533 

100+ 

17 

30 

24 

46+ 

55 

46+ 

46.7 

18.1 

40.2 

1.518 

92 







41.0 

19.1 

39.9 

1.516 

90+ 

15+ 

27+ 

21 

42 

49 + 

41 

44.7 

22.1 

33.2 

1.512 

91 







38.8 

28.0 

33.2 

1.518 

96 

16+ 

29 

23 

44 

53 

44 

55.2 

16.0 

28.8 

1.501 

83 







75.0 


25.0 

1.496 

78 

13 

24 

19 

35 

41 


53.7 

23.5 

22.8 

1.511 

92+ 

16 

28 

22+ 

42 

51 

42 

80.0 


20.0 

1.490 

75 

13 

23 

18 

34 

40 


59.6 

30.0 

10.4 

1.507 

92 + 







67.5 

22.5 

10.0 

1,499 

86+ 







47.5 

43.2 

9.3 

1.519 

102 







57.9 

333 

8.8 

1.509 

93 











System Na^O-TiOi-SiO 

» 






TiOa 









71.8 

23.5 

4.7 

1.520 

98 

17 

30 

23 

45 

56 


68.7 

22.1 

9.2 

1,543 

114 

19+ 

34 

27 

53+ 

65+ 


38.5 

31.5 

30.0 

1.666 

213 

34 

62 

50 

101 + 

126+ 

113 

52.6 

17.4 

30.0 

1.676 

224 

35 

65 

53 

106+ 

135 

120 

20.1 

29.5 

50.4 

1.798 

342 

53 

98 

80 

164 

209 

191 


Merwin and Morey determined refractive indices and partial dis¬ 
persions for some glasses in this system, with the results given in Tabic 
XVI. 14. The glasses were not annealed. 

Na^O-TiOz-SiO^. Sheen and Turner studied a series of glasses of 
the general formula 3 Si 02 , (2 — x) Na 20 , a;Ti 02 . The optical results are 
given in Table XVI. 10 ; the compositions of the glasses, as determined 
by analysis, in Table X. 3. The run of the dispersions (particularly 
of a glass near 75 per cent SiOo, 25 per cent Na 20 , for which data are 
numerous) indicates some large error in the measurements, which were 
made on a Pulfrich refractometer. The heat treatment which the glasses 
had received was not mentioned, but in the same paper a study was 
made of the annealing temperature, and presumably these glasses had 

Faick, C. A., Young, J. C., Hubbard, D., and Finn, A. N., J. Research Natl. Bur. Standards, 
14, 133 (1935); RP 762. 

"Sheen, A. R., and Turner, W. E. S., /. Soc. Glass Tech., 8, 187 (1924). 
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been annealed in accordance with that study. Titania, replacing soda in 
the trisilicate glasses, increased the refractive index more than lime; a 
glass containing 9.80 per cent Ti02 had an index of 1.539, and one of 
similar composition, but containing 9.36 CaO in place of titania, had 
an index of 1.515. 

Merwin and Morey determined refractive indices and partial dis¬ 
persions for some glasses in this system, with the results given in Table 
XVI. 14. The glasses were not annealed. 

Nas0-Pb0-Si02. Peddle measured the refractive indices for the 
Cj D, and F lines of two series of glasses of the general formula lOOSiOo 
+ 40 (or 20) NaoO + x moles PbO, and one series (187) in which Si02 
was held constant at 70, 65, 60, 50, 40, or 30 per cent by weight, and 
the ratio of Na20 to PbO was altered. The results are given in Table 
XVI. 9. Both silica and alumina, probably more than two per cent. 


Table XVI. 15 —Properties of Some Glasses Contiiinin^; Bismuth Oxide 
After Riegel and Sharp 


No. 

Na,0 


Density 

^/> 

-no 

Y 

35B1 

24.30 

12.71 

2.725 

1.535 



35B2 

23.78 

12.40 

2.7166 

1.5352 

0.01119 

47.8 

40B1 

22.73 

20.67 

2.941 

1.565 



40B2 

21.87 

22.00 

2.9561 

1.5697 

0.01333 

42.7 

45B1 

20.83 

29.52 

3.171 

1.600 



45B2 

19.18 

29.66 

3.1801 

1.5948 

0.01546 

38.5 

50B1 

1823 

34.34 

3.333 

1.624 



50B2 

14.99 

34.51 

3.3699 

1.6109 

0.01673 

36.5 

60B2 

14.24 

44.92 

3.7629 

1.6668 

0.02144 

31.5 

60B1 

14.48 

45.75 

3.73 

1.670 



70B1 

13.55 

52.87 

4.110 

1.712 




were introduced into the glasses of higher refractive index by attack on 
the clay crucible during melting, which probably accounts for irregulari¬ 
ties of more than 0.01 in the value of n/>, evident when all measurements 
are plotted on a triangular diagram based on batch composition. Optical 
properties of some glasses high in PbO, measured by Merwin and Ander¬ 
sen, are included in Table XVI. 7. 

Nai^O-BizOs-SiOi. Riegel and Sharp made a series of glasses of 
the general formula 100 SiO 2 , 40Na2O, .TBi 203 , a composition range chosen 
to make the glasses comparable with a series of glasses containing PbO 
made by Peddle (Table XVI. 9, series 180). Measurements were made 
with Abbe and Pulfrich refractometers, and with a spectrometer. The 
results are given in Table XVI. 15. Meltings in the B1 series were made 
in 100-gram lots, and in the B2 series in 400-gram lots. They were heated 

Peddle, C. J., /. Soc. Glass Tech., 4, 299, 330 (1920). 

Riegel, E. R., and Sharp, T>. E.. /. Am. Ceram. Sac., 17, 88 (1934). 
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two to three hours at 1300°. Compared on the basis of equal percentages 
by weight, the glasses containing bismuth oxide had a higher index than 
those containing lead oxide. 

In their study of the phase equilibrium relation¬ 
ships in the ternary system Na 2 Si 03 -Fe 20 ;rSi 02 , a part of the system 



Figure XVI. 6.—^The Relation between Refractive Index and Composition in the 
System NasO-FesOs-SiOa. After Bowen, Schairer and Willems. 
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Table XVI. 16—Refractive Indices of Glasses in the System Na20-Fea0a-Si0a 
Ajter Bowen, Schairer and Willems 


Refractive Refractive 


Composition in weight per cent 

index 

Composition in weight 

per cent 

index 

Na *0 

Jr 62 O 3 

SiOo 

n ± .003 


F e^Oa 

SiOa 

n .003 

22.78 

2.50 

74.72 

1.504 

20.57 

32.50 

46.93 

1.651 

19.49 

5.00 

75.51 

1.512 

1728 

32.50 

50.22 

1.641 

18.46 

10.00 

71.54 

1.533 

29.71 

35.00 

3529 

1.687 

13.21 

10.00‘ 

76.79 

1.522 

26.41 

35.00 

38.59 

1.682 

15.24 

15.00 

69.76 

1.547 

24.10 

35.00 

40.90 

1.678 

12.48 

15.00 

72.52 

1.543 

23.11 

35.00 

41.89 

1.677 

11.74 

20.00 

68.26 

1.563 

22.12 

35.00 

42.88 

1.672 

10.16 

20.00 

69.84 

1.555 

16.64 

35.00” 

48.36 

1.653 

20.06 

6.00 

69.94 

1.523 

19.05 

37.50 

43.45 

1.679 

23.68 

7.50 

68.82 

1.529 

27.43 

40.00 

32.57 

1.719 

21.61 

7.50 

7059 

1.527 

20.43 

40.00 

39.57 

1.698 

2523 

8.00 

66.77 

1.532 

25.28 

1.25 

73.47 

1.503 

27.43 

10.00 

62.57 

1.544 

22.20 

5.00 

72.80 

1.516 

24.68 

10.00 

65.32 

1.541 

18.10 

11.75 

70.15 

1.540 

23.04 

lO.OO"* 

66.96 

1.541 

17.95 

12.50 

69.55 

1.544 

21.03 

10.00 

68.97 

1.538 

16.51 

14.00 

69.49 

1.545 

24.00 

12.50 

63.50 

1.552 

25.09 

2.00 

72.91 

1.507 

22.40 

12.50 

65.10 

1.552 

24.83 

8.00 

72.17 

1.510 

17.95 

12.50 

69.55 

1.544 

24.45 

4.50 

71.05 

1.517 

16.51 

14.00 

69.49 

1.545 

3522 

5.00 

59.78 

1.530 

27.63 

15.00 

57.37 

1.569 

33.78 

5.00 

61.22 

1.528 

25.90 

15.00 

59.10 

1.568 

32.32 

5.00 

62.68 

1.526 

23.31 

15.00 

61.69 

1.564 

30.88 

5.00 

64.12 

1.525 

21.76 

15.00 

63.24 

1.563 

28.95 

5.00 

66.05 

1523 

19.86 

15.00 

65.14 

1.559 

26.06 

5.00 

68.94 

1.519 

17.44 

15.00 

67.56 

1.553 

32.00 

10.00 

58.00 

1.549 

2855 

17.00 

54.75 

1.579 

30.62 

10.00 

59.38 

1.548 

2753 

20.00 

52.77 

1.593 

29.26 

10.00 

60.74 

1.546 

26.00 

20.00 

54.00 

1.591 

27.43 

10.00 

62.57 

1.544 

24.38 

20.00 

55.62 

1.591 

34.32 

10.00 

55.68 

1.553 

21.94 

20.00 

58.06 

1.587 

33.37 

10.00^ 

56.63 

1.552 

20.48 

20.00 

59.52 

1.585 

32.00 

10.00 

58.00 

1.549 

18.69 

20.00 

61.31 

1.581 

29.77 

12.50 

57.73 

1.558 

16.41 

20.00 

63.59 

1.575 

31.52 

15.00 

53.48 

1.574 

11.74 

20.00 

68.26 

1.563 

30.22 

15.00 

54.78 

1.572 

26.38 

2250 

51.12 

1.606 

28.92 

15.00 

56.08 

1.569 

1158 

22.50 

66.12 

1.572 

32.62 

16.81 

50.57 

1.583 

26.67 

25.00 

48.33 

1.619 

29.67 

20.00 

50.33 

1.597 

25.53 

25.00 

49.47 

1.617 

28.44 

20.00 

51.56 

1.595 

15.38 

25.00 

59.62 

1.595 

31.49 

22.50 

46.01 

1.613 

24.89 

30.00 

45.11 

1.646 

30.48 

25.00 

44.52 

1.626 

2351 

30.00 

46.19 

1.643 

27.81 

25.00 

47.19 

1.621 

2153 

30.00 

48.67 

1.636 

26.67 

25.00 

48.33 

1.619 

17.92 

30.00 

52.08 

1.629 

29.46 

27.50 

43.04 

1.639 

20.57 

3250 

46.93 

1.651 

31.74 

37.50 

30.76 

1.716 

7.62 

20.00 

72.38 

1.548 

30.48 

40.00 

29,52 

1.732 

9.90 

22.50 

67.60 

1.666 

28.95 

40.00 

31.05 

1.724 

11.19 

23.75 

65.06 

1.676 

3653 

5.00 

58.77 

1.529 

11.01 

25.00 

63.99 

1.684 

42.06 

8.00 

49.94 

1.548 

14.67 

28.50” 

56.83 

1.611 

45.71 

10.00 

4429 

1.562 

14.51 

29.25 

56.24 

1.614 

36.57 

10.00 

53.43 

1.564 

28.44 

30.00 

41.56 

1.654 

3851 

11.50 

6029 

1.562 

25.95 

30.00^ 

44.05 

1.647 

40.63 

20.00 

37.37 

1512 

1456 

30.00 

65.64 

1.617 

32.61 

20.00 

47.49 

1.602 

24.18 

32.00 

43.82 

1.669 

36.65 

30.00 

34.46 

1.667 

2553 

3250 

42.47 

1.661 

32.00 

30.00 

38.00 

1.657 

22.96 

32.50 

44.64 

1.658 

33.01 

36.00 

31.99 

1.701 





3156 

36.00 

33.64 

1.693 

• Contained 0.34% 

FeO at 1,180“. 


^ Contained 0.40% 

FeO at 838“. 
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Table XVI, 17— Optical Properties and Densities of Glasses in the 
System K20-Ca0-Si02 


AJter Merxvin and Morey 







Density 

Refractive 

Increase in 






Density 

increase on 

Index 

on 






(annealed) 

annealing 

(annealed) 

annealing 

F - C 

No. 

K^O 

CaO 

SiO:j 

fpon 

X 108 

Vd 

X 108 

X 10< 

1 

5 


95 



1.463 


69+ 

2 

10 


90 



1.468 


73 

3 

5.1 

9.8 

85.1 

2.360 

4 

1.495 

0.5 

78+ 

4 

17.5 


82.5 

2.322 


1.482 

0.5 

76+ 

5 

15.0 

5.0 

80.0 

2.37a ♦ 


1 .49:, 


78 

6 

11.6 

9.1 

79.3 

2.412 


1.503 

0.5 

81 

7 

13.7 

10-5 

75.8 



1.508 

0.5 


8 

19.8 

5.0 

752 

2.412 


1.500+ 


82 

9 

24.8 


75.2 

2.375 

5 

1.491 + 

2. 

81 

10 

26.3 


73.7 

2.389 


1.493 


81 

11 

10.5 

16.9 

72.6 

2.501 

3 

1.526 

0.5 

88+ 

12 

17.3 

10.2 

72.5 

2.448 

8 

1.510+ 

1. 

84 

13 

12.6 

15.0 

72.4 

2.492 

8 

1.521 + 


87 

14 

5.4 

22.4 

72.2 

2.546 

5 

1.510 

1.5 

89+ 

15 

8.4 

19.8 

71.8 

2.528 

(5) 




16 

27.3 

1.0 

71.7 

2.406 

9 

1.495 

(0.5) 

83 

17 

28.3 


71.7 

2.399 


1.495 


81 

18 

29.1 


70.9 

2.396 

8 

1.495 


81 + 

19 

18.3 

11.0 

70.7 

2.473 

7 

1.516 


86+ 

20 

20.4 

9.9 

69.7 

2.473 

(10) 




21 

22.4 

8.1 

69.5 

2.461 


1.511 + 

(1) 

85 

22 

24.3 

7.6 

68.1 

2.470 


1.512+ 


B5 

23 

32.1 


67.9 

2.423 

(9) 

1.498 


83 

24 

34.1 


65.9 

2.42« 


1.502 


84 + 

25 

3,9 

30.4 

65.7 

2,659 

4 

1.567 

1. 

97+ 

26 

34.6 


65.4 

2,426 


1.501 



27 

10.5 

24.4 

65.1 

2.593 

3 

1.551 

1 

95 

28 

12.7 

22.6 

64.7 

2,584 

4 

1.547 

1 

92 

29 

16.6 

19.8 

63.6 

2.569 

4 

1.541 + 

1 

92 

30 

28.3 

S.l 

63.3 

2.498 


1.518+ 


88 

31 


37.4 

62.6 

2.746 

12 

1.590+ 

0.5 

103 

32 

22.1 

15.4 

62.5 

2.544 


1.533 

0.5 

90 

33 

32.6 

4.9 

62.5 

2.481 


1.513 


87 

34 

30.7 

7.7 

61.6 

2.502 

11 


2 

88+ 

35 

32.2 

7.2 

60.6 

2.500 


1.518+ 

2.5 

88 

36 

25.4 

14.1 

60.5 

2.546 

5 

1.532 

2 

92+ 

37 

24.7 

15.4 

59.9 

2.554 

7 

1.534 

1 

92 

38 

8.6 

31.7 

59.7 

2.189 

3 

1.574 

0.5 

99+ 

39 

31.4 

9.3 

59.3 

2.519 


1.523 


91 + 

40 

41.0 


59.0 



1.506 

(1) 

87 

41 

41.1 


58,9 



1.506 

(1.5) 

86 

42 

34.3 

7.2 

58.5 

2.509 


1.519+ 


90 

43 

27.7 

14.6 

57.7 

2.560 

12 

1.533+ 

1.5 

93+ 

44 

20.0 

22.3 

57.7 

2,613 

3 

1.511 

0.5 

96 

45 


42.9 

57.1 

2335 

9 

1.612 


109+ 

46 

38.3 

4.7 

56.9 

2.505 

12 

1.518 


90 

47 

43.3 


56.7 

2.46t 


1.508+ 


89+ 

48 

15.2 

29.7 

55.1 

2.683 

5 

1.570 

1 

100+ 

49 

5.3 

39.9 

54.8 

2.783 

4 

1.597+ 

0.5 

107 

50 

28.3 

17.0 

54.7 

2.596 

9 

1.544 

(0.5) 

96 

51 


48.3 

51.7 

2.898 

6 

1.629+ 

0 

115+ 


* Subscript numbers are less precise. 
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Table XVI. 17 — {Continued) 






Density 

(anneal^) 

Density 
increase on 
annealing 

Refractive 

Index 

(annealed) 

Increase in 

Tijjon 

annealing 

F-C 

No. 

K 2 O 

CaO 

SiO, 


X 108 


X 10* 

X 10* 

62 

24.6 

24.9 

50.5 



1.585 

(1) 

101 

53 

34.0 

15.6 

50,4 

2.606 


1.547 


99 

54 

9.6 

40.6 

49.8 

2.793 


1.601 

0 

109 

55 

30.6 

19.7 

49.7 

2.635 

8 

1.555H- 

1.5 

101 

56 


51.2 

48.8 

2.918 

8 

1.635 

0 

116 

57 

25.1 

26.5 

48.4 

2.686 

9 

1.569 

1.5 

105 

58 

46.0 

5.8 

48.2 

2.542 


1.527 + 

(1) 

96+ 

59 

27.7 

24.2 

48.1 

2.665 


1.565 

(1) 

103 

60 

24.3 

29.0 

46.7 

2.701 


1.575 


106 

61 

34.5 

20.7 

44.8 

2.658 


1.560+ 


103 

62 


55.8 

44^2 

2.953 

6 

1.645+ 

0.5 

121 + 

63 

32.8 

23.5 

43.7 

2.672 

9 

1.564 

(0.5) 

104 

64 

17.9 

39.6 

42.5 



1.603 

(0.5) 


65 

16.6 

41.4 

42.1 

2 . 8 O 0 

2 

1.60s 


114 

66 

47.9 

10.6 

41.5 



1.544 

(1) 



Na20-Fe203-Si02, Bowen, Schairer, and Willems measured micro¬ 


scopically by the immersion method the refractive indices of the glasses, 
with the results shown in Fig. XVI. 5, and given in Table XVI. 16. Some 
FeO was alw^ays present; the amount in six of the glasses was determined 
and is indicated in a footnote in the table. 

Ks0-Be0-Si02- Lai and Silverman measured the refractive index, 
riDi for some glasses in this system, with the results given in Table X. 6. 
Batch compositions were given of the small meltings, which were made 
in clay crucibles. 

K20-Ca0’-Si02- Measurements in this system by Peddle are in¬ 
cluded in Table XVI. 9. The glasses were not analyzed and probably 
contained significant amounts of impurities derived by solution of the 
clay melting-pot. Two series (167 and 168) represented addition of 
CaO to the glasses 100SiO2 + 40 (or 20) KoO; another series (175) was 
based on the formula 100SiO2 + I3.I6K2O + :rCaO, which gave percent¬ 
ages by weight of K2O equivalent to those of Na20 in the series 100SiO2 
+ 20Na2O + 3:CaO; and still another (171) was made in which the Si02 
was held constant at 70, 65, or 60 per cent while the proportions of 
K2O and CaO were altered. These potash-lime-silica glasses had a lower 
refractive index and a lower total dispersion than soda-lime-silica glasses 
with equal percentages by weight. 

A more extensive series of measurements in this system is that of 
Merwin and Morey,given in Table XVI. 17. The glasses measured 
were some of those used in a previous study of the phase equilibrium 

Bowen, N. L., Schairer, J. F., and Willems, II. W. V., Am. J. Set., 20, 405 (1930). 

^*Lai, C. F., and Silverman, A, J. Am. Ceram. 80 c., 13, 893 (1930). 

« Peddle, C. J., J. 80 c. Glass Tech., 4 , 46, 71 (1920). 

«Morey, G. W., Kracek, F. C., and Bowen, N. L., /. Soc. Glass Tech., 14 . 149 (1980); 15 , 
57 (1981), See Fig. II. 10. 
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relations in this system; the methods used in measuring the optical 
properties and the density were those used for glasses in the system Na 20 - 
Ca0-Si02 (p. 387), Tlie properties of the annealed glasses are given 
in the table, together with the changes of many of them in density and 
refractive index produced by annealing at about 500°. 


Table XVI, 18—Refractive Index of Glasses in the System KaO-FeaOs-SiO® 


After Faust 


Series No. 

-Composition by Synthesis- 

% KgO 7c F;.0:{ % SiOa 

Index of 
Refraction 

Rough Estimate 
of Color 

400 

28.17 


71.83 

1.494 

Clear 

404 

27.04 

4.00 

68.96 

1.510 

Very light brown 

418 

23.10 

18.00 

58.90 

1.564 

Brown 

423 

21.69 

23.00 

55.31 

1.585 

Deep brown 

425 

21.13 

25.00 

53.87 

1.599 

Deep brown 

432 

19.06 

32.32 

48.62 

1.621 

Very dark brown— 

500 

23.88 


76.12 

1.489 

almost black 

Clear 

503 

23.16 

3.00 

73.84 

1.502 

Light yellow 

506 

22.45 

6.00 

71.55 

1.515 

Dark yellow 

510 

21.49 

10.00 

68.51 

1.528 

Yellow brown 

520 

19.10 

20.00 

60.90 

1.566 

Brown 

523 

18.39 

23.00 

58.61 

1.578 

Brown 

600 

20.72 


79.28 

1.486 

Clear 

602 

20.31 

2.00 

77.69 

1.493 

Light yellow 

606 

19.48 

6.00 

74.52 

1.509 

Yellow 

607.5 

19.17 

7.50 

73.33 

1.513 

Yellow 

610 

18.65 

10,00 

71.35 

1.524 

Light brown 

615 

17.61 

15.00 

67.39 

1.543 

Light brown 

617.5 

17.09 

17.50 

65.41 

1.552 

Light brown 

620 

16.58 

20.00 

63.42 

1.562 

Brown 

620.5 

16.47 

20.50 

63.03 

1.562 

Brown 

621 

16.37 

21.00 

62.63 

1.563 

Brawn 

623 

15.95 

23.00 

61.05 

1.571 

Brown 

625 

15.54 

25.00 

59.46 

1.579 

Very dark brown 

626 

15.33 

26.00 

58.67 

1.582 

Very dark brown— 

700 

18.31 


81.69 

1.483 

almost black 

Clear 

712 

16.11 

12.00 

71.89 

1.528 

Light brown 

715 

15.56 

15.00 

69.44 

1.541 

Light brown 

718 

15.01 

18.00 

66.99 

1.551 

Brown 

720 

14.64 

20.00 

65.36 

1.559 

Brown 


K20-Ba0-Si02. The results of Peddle on this system are included 
in Table XVI. 9. Series 192 and 193 were of the general formula 100SiO2 
+ 40 (or 20) BaO + a:BaO. The Si02 content was held constant in 
series 201 at 70, 65, 60, or 50 per cent by weight, and the ratio of 
BaO to K 2 O was altered. The batch compositions given represent only 
roughly the actual compositions of some of the glasses. Increase in the 
BaO content increased the index, and the potash glasses had a lower 

"Peddle, 0. J., /. Soc. Olast Tech., 5, 212, 228 (1921). 
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refractive index than the corresponding soda glasses. As the BaO was 
increased, with consequent decrease in alkali content, both the v-value 
and the dispersion decreased, and the effect was greater for the potash 
glasses than for the soda glasses. When the ratio K20:Si02 was con¬ 
stant, addition of BaO increased the refractive index and the dispersion. 
When compared with corresponding compositions in the soda series, the 
potash glasses here had lower refractive indices, by about 0.006, and 
lower dispersions (F — C), by about 0.003, and slightly higher v-values. 



Figure XVI. 6. —Change in Refractive Index with Addition of Fe208 in some Glasses 
of the Original Composition shown. After Faust. 

XgO-PbO-SfOie. Peddle measured two series of glasses (182 and 
183) of the general formula 100SiO2 + 40 (or 20) K20 + a:PbO; and 
one series (187) in which the Si02 content was held constant at 70, 65, 
or 60 weight per cent and the ratio of K 2 O to PbO was altered. The 
results are given in Table XVI. 9. Batch compositions only are given, 
but corrosion of the clay crucibles added silica and alumina to the 
glasses to such an extent that triangular plots of property against batch 
composition show large irregularities, amounting to 0.015 for and 
0.0016 for F — C. Even larger differences are found when these glasses 
are compared with glasses of known composition. These potash glasses 
have lower refractive indices and dispersions than soda glass of cor¬ 
responding batch compositions in weight per cent. This is true to about 
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Figure XVI. 7.—The Relation between Refractive Index and Composition in the 
System K20-Fe20.i-Si02. After Faust. 

the same extent for pure potash-silica and soda-silica glasses. Table XVI. 
7 gives some measurements made by Merwin and Andersen on glasses in 
this system. 

K^O-Fe^Os’SiO,^. Faust measured the refractive index of glasses 
in this system, with the results shown in Table XVI. 18 and in Figs. 
XVI. 6 and 7. 



Figure XVI. 8.—The Relation between Refractive Index and Composition in the 
System MgO-FeO-SiOa. After Bowen and Schairer. 

MgO-CaO-SiOst* Larsen measured the refractive index of glasses 
on the metasilicate join, and of three other glasses, for lithium 

Faust, G. T., Private communication; to be published in J. Am. Ceram, Soc. 
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(A = 670.8 m//), sodium and thallium (A = 535.0 m//) light. Measure¬ 
ments were made on prisms by the minimum deviation method, with a 
probable error of 0.0003. Compositions were correct to 0.3 per cent; 
the thermal history of the glasses was not given. The results are in 
Table XVI. 13. 

MgO-FeO-SiOfi. The compositions which could be obtained as glass 
by Bowen and Schairer in their study of the phase equilibrium relation¬ 
ships in this system are shown in Fig. XVI. 8. The glasses were melted 
in electric furnaces, using iron crucibles in a current of nitrogen, but 
some Fe 203 was always formed, the amount depending on the tempera¬ 
ture and the composition of the melt. Table XVI. 19 gives the com- 


Table XVI. 19 — Refractive Indices of 


Ajter Bowen 



Comppsition of liquid at 


Refractive 

index 

n=t.003 

FeO 

‘TeTdr 

““Sigb * 

SiOa' 

17.53 

026 

27.63 

54.58 

1.616 

21.15 

028 

2421 

54.36 

1.621 

32.38 

0.48 

16.03 

51.11 

1.648 

57.73 

1.38 

3.07 

37.82 

1.750 

52.59 

0.95 

5.66 

41.80 

1.725 

6025 

1.13 

9.72 

38.90 

1.730 

46.18 

0.93 

9.40 

43.29 

1.702 

44.80 

1.11 

10.80 

43.29 

1.700 

39.05 

1.04 

14.98 

44.93 

1.687 


Glasses in the System MgO-FcO-Si02 
and Schairer 


Composition of liquid at Refractive 


"FeO 

-4iquidus t 
FeoOa 

‘iiipeiature- 

MgO 

SiOa' 

index 

n=^.003 

44.30 

1.25 

14.85 

39.60 

1.716 

37.30 

0.61 

14.55 

47.54 

1.668 

30.66 

0.79 

21.55 

47.00 

1.661 

26.51 

0.58 

24.30 

48.61 

1.648 

26.44 

0.59 

19.45 

53.52 

1.633 

28.35 

0.69 

19.30 

51.66 

1.642 

40.05 

0.63 

11.87 

47.45 

1.672 

51.36 

0.89 

4.78 

42.97 

1.713 

29.83 

0.59 

15.91 

53.67 

1.638 


positions of the melts at the liquidus temperature, and the refractive 
indices of the glasses, determined by the immersion method on quickly 
cooled samples. 

CaO-SrO~Si02 and CaO-BaO-SiOs. Eskola^^ measured glasses in 
these two systems along the metasilicate join, i. c., for the binary systems 
CaO • Si02-Sr0 • Si02 and CaO * Si02-BaO • Si02, with the results given 
in Table XVI. 8. He used Merwin^s improved immersion method, and 
determined refractive indices for the F, D, and C lines, and for thallium 
light (A = 535 m/j ). 

CaO-FeO-SiOs, Bowen, Schairer, and Posnjak^’^ studied the phase 
equilibrium relations in this system and measured the refractive indices 
of all mixtures that could be obtained as glass, with the results given in 
Table XVI. 20. The immersion method was used, with a probable error 
of =1= 0.003, on quickly cooled samples. The mixtures were melted in 
iron crucibles in an atmosphere of nitrogen. All contained small amounts 
of ferric iron, the quantity of which is given in the table. Fig. XVI. 9 


Bowen, N. L., and Schairer, J. F., Am. J. ScL, 29, 151 (1936). 

Bowen, N. L., Schairer, J. F., and Posnjak, E., Am. J. 8ci., 26, 198 (1933). 
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shows the change in refractive index with composition, all the iron being 
calculated as ferrous oxide. 

NanO-K^O-CaO-SiO^- Glasses in this system were measured by 
Peddle/*^ with the results given in Table XVI. 9. Batches for series 169 
were based on the formula 100SiO2 + 20 Na 2 O + 2 OK 2 O + xCaO; for 
170, on the formula 100SiO2 + 10Na2O + IOK 2 O + o^CaO. In series 


Table XVI. 20 —Refractive Indices of Glasses in the System CaO-FcO-SiOa 
Ajter Bowen, Schairer and Posnjak 


Composition of liquid at 


Il,efractive 


Composition of liquid at 


Refractive 


_ImiffriiiQ f iiro_ 


index 




index 









FeO 

FeaOo 

CaO 

S 1 O 2 

n=t.003 

FoO 

FegOa 

CaO 

SiOz 

n=**.003 

6.50 

0.30 

42.68 

50.52 

1.636 

28.74 

2.19 

32.56 

36.51 

1.725 

8.62 

0.58 

40.35 

50.45 

1.639 

31.12 

1.74 

29.62 

37.52 

1.725 

11.94 

0.64 

37.59 

49.83 

1.648 

32.14 

1.88 

29.56 

36.42 

1.735 

14.44 

0.46 

35.27 

49.83 

1.650 

27.61 

1.26 

28.70 

42.43 

1.699 

17.78 

0.62 

32.47 

49.13 

1.656 

29.09 

1.00 

25.24 

44.67 

1.690 

19.71 

0.75 

30.44 

49.10 

1.657 

34.27 

1.31 

24.02 

40.40 

1.717 

25.32 

0.96 

25.11 

48.61 

1.669 

31.68 

1.56 

28.90 

37.86 

1.726 

28.96 

0.74 

22.31 

47.99 

1.675 

32.23 

2.03 

29.88 

35.86 

1.735 

31.73 

1.16 

19.25 

47.86 

1.678 

33.69 

1.63 

28.86 

35.82 

1.734 

34.15 

0.84 

17.01 

48.00 

1.680 

38.23 

1.61 

23.67 

36.49 

1.740 

36.71 

1.18 

14.55 

47.56 

1.685 

41.55 

0.79 

15.58 

42.08 

1.720 

41.76 

1.15 

9.77 

47.32 

1,691 

41.27 

1.19 

19.26 

38.28 

1.737 

15.00 

0.63 

27.79 

56.68 

1.622 

45.04 

1.33 

13.37 

40.26 

1.734 

19.73 

0.76 

24.85 

54.66 

1.632 

43.95 

1.05 

12.00 

43.00 

1.715 

27.61 

0.74 

20.99 

50.66 

1.668 

5.21 

0.50 

51.61 

42.68 

1.662 

45.22 

1.01 

10.36 

43.41 

1.715 

16.43 

1.50 

43.51 

38.56 

1.688 

52.04 

0.90 

5.51 

41.55 

1.735 

20.86 

1.36 

40.88 

36.90 

1.712 

5.40 

0.35 

34.72 

59.53 

1.602 

33.69 

1.63 

28.86 

35.82 

1.734 

10.75 

0.44 

34.54 

54.27 

1.628 

45.97 

1.92 

18.04 

34.07 

1.77 

14.92 

1.14 

40.49 

43.45 

1.673 

48.09 

1.52 

14.41 

35.98 

1.76 

17.05 

1.69 

42.10 

39.16 

1.688 

54.42 

1.73 

9.72 

34.13 

1.79 

20.84 

0.99 

33.51 

44.06 

1.681 

48.73 

1.49 

11.19 

38.59 

1.745 

22.55 

1.50 

36.67 

39.28 

1.706 

52.96 

1.09 

9.01 

36.94 

1.765 

23.60 

2.11 

37.15 

37.14 

1.714 

53.30 

0.98 

5.96 

39.76 

1.745 

23.83 

1.09 

35.04 

40.04 

1.708 







171 Si02 was held constant, Na20 and K 2 O were added in equal amounts, 
and the ratio of total alkali to CaO was altered. As to final compositions 
these glasses should be compared with similarly planned glasses in the 
ternary systems containing one alkali. The refractive index and dis¬ 
persion of a glass containing half of its molecular alkali as Na 20 and 
half as K 2 O were between those of glasses containing only Na 20 or K 2 O, 
and tended to be nearer the glass containing only Na 20 . 

ATagO-XgO-PbO-SfOg. Peddle made three series of glasses in this 
system, with the results included in Table XVI. 9. Batches for series 
184 were based on the formula lOOSiOo + 20 Na 2 O + 2 OK 2 O + rrPbO; 
for series 185 on 100SiO2 + 10Na2O + IOK 2 O + xPhO, In series 168, 

rapeddlo, C. J., /. 80 c. Glass Tech., 4, 59, T1 (1920). 
w Peddle, C. J., /. Soc. Glass Tech., 4, 820, 330 (1920). 
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Na 20 and K 2 O were each held constant at 10 per cent and the ratio of 
Si02 to PbO was altered. For final compositions and results the phases 
should be compared with the corresponding series containing only one 
alkali. The mixed glasses were intermediate both in index and dis¬ 
persion between the corresponding glasses containing only Na 20 or K 2 O. 
Some glasses in this system, measured by Merwin and Andersen, are 
included in Table XVI. 7. 

Na20-K20‘Ba0-Si02. Glasses in this system were measured by 
Peddle®^ and are included in Table XVI. 9. For batches in series 194 
the compositions were based on the formula lOOSiOo + 20 Na 2 O + 2 OK 2 O 
-f xBaO; in 195, on 100SiO2 4- 10Na20 -f IOK 2 O -f a:BaO. In series 
202 mixed glasses containing the same percentages by weight of Na 20 



Figure XVI. 9. —The Relation between Refractive Index and Composition in the 
System CaO-FeO-SiOa. The scale on the right-hand side is for FeO; on the 
left-hand side, for SiOa. After Bowen, Schairer and Posnjak. 


and K 2 O, with Si02 held constant at 70, 65, 60, or 50 per cent, were 
made by altering the ratio of total alkali to BaO. These glasses should 
be compared as to final composition with the corresponding ones con¬ 
taining only one alkali. The mixed glasses were intermediate in 
properties between the corresponding glasses containing only Na 20 or 
K 2 O. 

NafiO-CaO-AlfiOs’SiOit, Larsen measured the refractive indices of 
glasses on the binary join albite (Na20 • AI2O3 • 6Si02)—anorthite (CaO 
• ALOs • 2Si02), using lithium (A = 670.8 m//), sodium and thallium 
(A = 535.0 m/i) light. Measurements were made on prisms by the 
minimum deviation method, with a probable error of =^0.0003. The 
composition was correct to 0.3 per cent; the thermal history of the 
samples was not given. The results are in Table XVI. 13. 

iVaieO-XjO-CaO-BgO^-SiOi}. The optical properties of a series of 

“Peddle, C. J., /. Soc. Glass Tech., 5, 220, 228 (1921). 
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glasses of the general formula in percentages by weight: Si 02 , (75.8 — x ); 
B2O3, X] CaO, 8.56; NaoO, 6 . 86 ; K2O, 7.9, measured by Turner and 
Winks,are given in Table XVI. 10; the analytical compositions of the 
glasses, in Table X. 3. Measurements were made on a Pulfrich refrac- 
tometer. Addition of B 2 O 3 to the parent four-component glass con¬ 
taining both alkalies, which had properties intermediate between the 
two three-component glasses containing only one alkali, resulted in the 
refractive index increasing about 0.025 to a flat maximum near 26 per 
cent B 2 O 3 , but in the dispersion remaining about the same. The results 
are somewhat irregular. 

Glasses containing Germanium Dioxide, Dennis and Laubengayer 
measured the refractive indices of some complex glasses, corresponding 
in molal batch composition to commercial types, but with Ge 02 replac¬ 
ing SiOo. The results are in Table XVT. 21. The glasses were not 


Tahle XVI. 21 —Optical Properties of Some Glasses Conlaining Germanmm Dioxide 
After Dennis and Laubengayer 


No. 

26 

27 

28 

20 

GeaO . 

. 78.50 

61.80 

60.43 

81.48 

BD. . 

. 7.94 

2.34 


0.17 

NaaO . 

. 5.57 

.... 


10.11 

KaO . 

. 5.74 

6.15 

4.85 


CaO . 




6.59 

ZnO . 


V.i4 



BaO . 

. 2.12 

22.20 

b.27 


PbO . 



34.12 


Sb.Oa . 




1.32 

ASaOa . 

. 6.U 

0.36 

0.35 

0.33 

no . 

. 1.63861 

1.68643 

1.77210 

1.67771 

Ud . 

. 1.64267 

1.69077 

1.78001 

1.68252 

nr . 

. 1.65289 

1.70321 

1.79979 

1.69455 

tin . 

. 1.66120 

1.71300 

1.82932 

1.70474 

7 . 

. 45.0 

41.2 

28.0 

40.5 


suitable for accurate measurements, especially of dispersion, and the 
values given in the table probably are accurate only to a few units in 
the third decimal place in index, or in the fourth decimal place in 
dispersion. 

Multi-component and Optical Glasses 

The classification of optical glasses is based on the refractive index 
and the v-value, as shown in Fig. XVI. 10, reproduced with slight 
alterations from the catalog of Schott und Gen. Similar methods of 
classification are used by other manufacturers and are modifications of 
the method proposed by Morey.®® The ordinary crown-flint series con- 


Morey, G. W., /. Optical Soc. Am., 4 , 205 (1920). 
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Fioure XVI. 10.—Classification of Optical Glasses, Modified from the Catalog of Jnaer Glaswerk Schott und Gen., Jena. 
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sists of glasses which have a linear relation between refractive index and 
dispersion, and the v-value may be expressed as a function of refractive 
index, 

riD— (1— bv)/(l — av), 

in which the constants a and b have the values 0.079 and 0.110, 
respectively. The details of the subdivision of the diagram into the 
various fields, the limits of those fields, and the names applied are 
wholly arbitrary, and some differences exist among manufacturers. 

Accurate knowledge of refractive index and dispersion is essential 
in the calculation of lens formulas, and catalogs of optical glass usually 
give such information. Table XVI. 22 gives density, tid, v-value, partial 
and relative dispersions, and batch compositions of some glasses manu¬ 
factured * by Chance Brothers. Table XVI. 23 gives the density, 
optical data, and batch compositions of some glasses manufactured ** 
by Parra Mantois et Cie. 

Table III. 4 gives partial information for a number of glasses made 
by Schott und Genossen. In column 2 of that table are given values 
for (rtn — 1) and lOv; for example. No. 1, 496/644 means that Ud 
= 1.496, V = 64.4. The compositions and optical properties of the 
glasses in Table III. 4 were collected from several sources, and the com¬ 
position given is usually that of the type of glass, not of the sample on 
which the measurement was made. Much of the data in that table was 
taken from the well-known treatise by Hovestadt®® on the scientific 
work carried on at Jena by Schott, Winkelmann and their collaborators, 
and from the article by Zschimmer in Doelter^s “Handbuch der Min- 
eralchemie.” Most of the data from these two sources has been repub¬ 
lished by Wright and by Moreyand some of it by Montgomery.®^ 
Refractive indices and compositions of some glasses made by the National 
Bureau of Standards are in Table VI. 2B. 

Table XVI. 24 gives the measurements of refractive index for a num¬ 
ber of spectral lines ranging from ultra-violet to extreme infra-red, made 

* The above information was furnished me for inclusion in ‘‘International 
Critical Tables.” by Chance Bros., Ltd., Smethwick, Birmingham, England, to whom 
I express my gratitude. 

** The above information was furnished me for inclusion in this book by Parra 
Mantois et Cie., La V^sinet, Paris, France, through the courtesy of B. Long, to 
whom I express my gratitude. 

This convenient method of describing the optical properties of glass was suggested by 
W. Zschokke, Z. Instrumentenk., 38, 49 (1918). 

Hovestadt. H., “Jenaer Glas und seine Verwendung in Wissenschaft und Technik,'* Qustav 
Fischer, Jena, 1900. Translation by Everett, J. D. and A., Macmillan, New York, 1902. 

Zschimmer, E., in Doelter, C., “Handbuch der Mineralchemie," 1, 869, T. Steinkopff, Dresden u, 
Leipzig, 1912. 

Wright. F. E., “The Manufacture of Optical Glass and of Optical Systems," U, 8. Ordnance 
Dept., Document No. 2037; Govt. Printing Office, Washington, 1921. 

Morey, Q. W., “Properties of Glass," 2, 87, International Critical Tables; McQraw*Hill, New 
York, 1927. 

® Montgomery, R. J., /. Am. Ceram. Soc., 3, 900 (1920); 4, 836 (1921). 
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Table XVI. 22 —^Properties and Approximate Compositions of 


A. Optical Properties 



Type 

Variety of 

”z) 

Mean 

Dis¬ 

persion 


Partial Dispersions 
and Relative Partial 
/-Dispersions-s 

Sp. 


No. 

Glass 

C-F 

V 

C-D 

D-F 

F-O' 

Gr. 

1. 

7423 

Fluor Crown 

1.4785 

.00682 

70.2 

.00202 

.296 

.00480 

.704 

.00363 

.532 

2.47 

2. 

3484 

Boro-silicate Crown 

1.4980 

.00763 

65.3 

.00227 

.298 

.00536 

.702 

.00425 

.657 

2.40 

3. 

646 

Boro-silicate Crown 

1.5087 

.00793 

64.1 

.00237 

.299 

.00556 

.701 

.00445 

.561 

2.46 

4. 

6493 

Boro-silicate Crown 

1.5160 

.00809 

63.8 

.00242 

.299 

.00567 

.701 

.00454 

.661 

2.54 

5. 

4990 

Boro-silicate Crown 

1.5100 

.00821 

62.1 

.00246 

.299 

.00575 

.701 

.00462 

.562 

2.50 

6 . 

9753 

Dense Barium Crown 

1.5881 

.00962 

61.1 

.00287 

.298 

.00675 

.702 

.00541 

.563 

3.31 

7. 

1203 

Hard Crown 

1.5155 

.00848 

60.8 

.00250 

.295 

.00598 

.705 

.00482 

.568 

2.48 

8. 

605 

Hard Crown 

1.5175 

.00856 

60.5 

.00254 

.297 

.00602 

.703 

.00484 

.565 

2.49 

9. 

9322 

Hard Crown 

1.5186 

.00860 

60.3 

.00254 

.295 

.00606 

.705 

.00489 

.569 

2.49 

10. 

8065 

Dense Barium Crown 

1.6130 

.01025 

59.8 

.00302 

.294 

.00723 

.706 

.00582 

.668 

3.58 

11. 

3463 

Light Barium Crown 

1.5407 

.00910 

59.4 

.00268 

.295 

.00642 

.705 

.00517 

.568 

2.90 

12. 

4873 

Dense Barium Crown 

1.6118 

.01037 

59.0 

.00305 

.294 

.00732 

.706 

.00590 

.569 

3.56 

13. 

1066 

Zinc Crown 

1.5149 

.00890 

57.9 

.00265 

.298 

.00625 

.702 

.00506 

.569 

2.62 

14. 

9002 

Medium Barium Crown 

1.5744 

.00995 

57.7 

.00292 

.293 

.00703 

.707 

.00567 

.570 

3.23 

15. 

2065 

Dense Barium Crown 

1.6134 

.01090 

56.3 

.00319 

.292 

.00771 

.708 

.00626 

.575 

3.58 

16. 

8265 

Dense Barium Crown 

1.6150 

.01097 

56.1 

.00323 

.292 

.00776 

.708 

.00630 

.675 

3.58 

17. 

7472 

Medium Barium Crown 

1.5837 

.01041 

56.1 

.00304 

.292 

.00737 

.708 

.00596 

.573 

8.29 

18. 

4469 

Light Barium Flint 

1.5661 

.01029 

55.0 

.00301 

.293 

.00728 

.707 

.00591 

.674 

3.14 

19. 

4277 

Telescope Flint 

1.5237 

.01003 

52.2 

.00295 

.294 

.00708 

.706 

.00577 

.575 

2.67 

20. 

5062 

Light Barium Flint 

1.5515 

.01067 

51.7 

.00310 

.291 

.00757 

.709 

.00619 

.581 

2.99 

21. 

7863 

Extra Light Flint 

1.5290 

.01026 

51.6 

.00300 

.292 

.00726 

.708 

.00593 

.578 

2.56 

22. 

1078 

Light Barium Flint 

1.5523 

.01075 

51.4 

.00313 

.291 

.00762 

.709 

.00624 

.581 

3.06 

23. 

466 

Light Barium Flint 

1.5833 

.01251 

46.6 

.00362 

.289 

.00889 

.711 

.00738 

.690 

3.30 

24. 

7983 

Light Barium Flint 

1.5534 

.01201 

46.1 

.00347 

.289 

.00854 

.711 

.00711 

.592 

2.96 

26. 

458 

Light Flint 

1.5472 

.01196 

45.8 

.00348 

.291 

.00848 

.709 

.00707 

.591 

2.93 

26. 

1018 

Light Flint 

1.5491 

.01206 

45.5 

.00348 

.289 

.00858 

.711 

.00714 

.592 

2.95 

27. 

665 

Light Barium Flint 

1.5677 

.01291 

44.0 

.00371 

.288 

.00920 

.712 

.00763 

.691 

3.08 

28. 

8653 

Light Flint 

1.5632 

.01312 

42.9 

.00375 

.286 

.00937 

.714 

.00781 

.595 

3.07 

29. 

1017 

Light Flint 

1.5746 

.01388 

41.4 

.00396 

.285 

.00992 

.715 

.00830 

.598 

3.18 

30. 

407 

Light Flint 

1.5787 

.01420 

40.8 

.00406 

.286 

.01014 

.714 

.00851 

.599 

3.26 

31. 

3743 

Dense Flint 

1.6125 

.01655 

37.0 

.00471 

.285 

.01184 

.715 

.01003 

.608 

3.54 

32. 

4743 

Dense Flint 

1.6134 

.01662 

86.9 

.00473 

.285 

.01189 

.715 

.01008 

.606 

3.55 

33. 

361 

Dense Flint 

1.6214 

.01722 

36.1 

.00491 

.285 

.01231 

.715 

.01047 

.608 

3.63 

34. 

4675 

Very Dense Barium Flint 

1.6683 

.01876 

35.6 

.00533 

.284 

.01343 

.716 

.01147 

.811 

8.98 

35. 

337 

Very Dense Flint 

1.6469 

.01917 

33.7 

.00541 

.282 

.01376 

.718 

.01170 

.610 

8.87 

36. 

4141 

Very Dense Flint 

1.7187 

.02430 

29.5 

.00686 

.282 

.01744 

.718 

.01511 

.622 

4.47 
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Some Optical Glasses Manufactured by Chance Bros, and Co., Ltd. 

B. Approximate Compositions 


1. 

Type No. 
Fluor Crown* 

SiOa 

54.8 

BaOg 

18.7 

NaaO 

K 2 O 

20.3 

CaO 

BaO 

ZnO 

PbO 

AlaOa 

.3 

AsaOa 

.2 

SbgOij 

2. 

3484 B.S.C. 

59.5 

21.5 


14.4 

.3 


2.3 


1.9 

.1 


3. 

646 B.S.C. 

69.6 

6.7 


20.5 

2.9 




.3 

.1 


4. 

6493 B.S.C. 

67.1 

7.2 


16.2 

2.0 

7.2 



.3 

.1 


5. 

4990 B.S.C. 

71.1 

2.7 


18.8 

6.8 




.3 

.2 


6. 

9753 D.B.C. 

32.3 

19.0 


.2 

.2 

42.3 



5.7 

.5 


7. 

1203 H.C. 

69.5 



19.0 

11.1 




.3 

.2 


8. 

605 H.C. 

69.6 



18.4 

11.5 




.3 

.2 


9. 

9322 H.C. 

72.0 


6.1 

10.1 

11.4 




.3 

.2 


10. 

8065 D.B.C. 

31.3 

15.4 


.2 

.2 

48.7 



3.5 

.2 

.4 

11. 

3463 L.B.C. 

57.1 

1.8 


13.7 

.3 

26.9 



.2 

.1 


12. 

4873 D.B.C. 

36.2 

7.7 


.2 

.2 

44.6 

6.7 


3.5 

.7 

.3 

13. 

1066 Z.C. 

69.7 


11.0 

1.7 

.4 


16.5 


.3 

.4 


14. 

9002 M.B.C. 

45.6 

4.4 


3.9 

.3 

32.5 

7.9 


4.9 

.8 


15. 

2065 D.B.C. 

36.7 

5.9 


.9 

.2 

45.1 

6.8 


3.6 

.8 


16. 

8625 D.B.C. 

36.2 

4.7 


1.8 

.2 

45.9 

6.7 


3.5 

.7 

.4 

17. 

7472 M.B.C. 

42.6 

5,1 


9.3 

.2 

31.4 

10.5 


.2 


.8 

18. 

4469 L.B.F. 

49.3 


3.2 

9.5 

.3 

27.2 

8.6 

.7 

.2 

.1 

.8 

19. 

4277 T.F. 

52.4 

18.3 

2.3 

4.3 

,3 




1.9 

.1 

20.4 

20. 

5062 L.B.F. 

55.9 



13.3 

.3 

14.8 

4.1 

10.7 

.2 


.7 

21 

7863 E.L.F. 

66.8 


9.2 

3.9 

.4 


5.2 

7.1 

.3 

.1 

7.0 

22. 

1078 L.B.F. 

56.4 



12.0 

.3 

15.1 

4.1 

11.1 

.2 


.7 

23. 

466 L.B.F. 

47.5 


3.0 

9.1 

.3 

15.3 

8.3 

16.3 

.2 

.1 


24. 

7983 L.B.F. 

57.7 



12.0 

.3 

4.5 


24.9 

.2 

.1 

.3 

25. 

458 L.F. 

59.7 



12.8 

.3 



26.9 

.3 

.1 


26. 

1018 L.F. 

60.6 



13.9 

.3 

2.5 


22.5 

.3 

.1 


27. 

665 L.B.F. 

52.3 



9.9 

.3 

7.4 


29.9 

.2 

.2 


28. 

8653 L.F. 

55.9 



11.1 

.3 



32.9 

.2 

.1 


29. 

1017 L.F. 

52.8 



10.1 

.3 



36.5 

.2 

.1 


30. 

407 L.F. 

52.5 



9.5 

.3 



37.5 

.2 

.1 


81. 

3743 D.P. 

47.5 


5.1 

1.2 

.3 



45.6 

.2 

.1 


32. 

4743 D.P. 

48.0 


5.2 

1.2 

.3 



45.1 

.2 

.1 


33. 

361 D.P. 

46.3 


5.0 

l.I 

.3 



47.0 

.2 

.1 


34. 

4675 D.B.P. 

36.6 



4.9 

.2 

13.6 

4.7 

39.2 

.2 

.2 

.6 

35. 

337 E.D.P. 

40.6 



7.5 

.2 



51.5 

.2 

.1 


36. 

4141 D.E.D.F. 

35.1 



2.8 

.1 



61.8 

.1 




* Also contains 7.5% F. 
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by Rubens and by Trommsdorf.®^ The fifth decimal place is uncertain 
in these measurements. The measurements of Kingslake and Conrady 
probably are more accurate than those of Rubens and Trommsdorf, and 
are self-consistent to 5 or 6 in the fifth decimal place. They are given 
in Table XVI. 25 and are shown in Fig. XVI. 11. The shapes of the 
curves are similar to those obtained by Rubens, with an inflection at 
around 1.4 to 1.6//, in which region the dispersions of all the glasses are 
about the same. 


Table XVI. 23B — Approximate Compositions of the Above Glasses 


No. 

SiOa 

B ,.03 

NaaO 

K 2 O 

CaO 

ZnO 

BaO PbO 

A 1,03 

AsgOa 

SbaOa 

A9068(l) 

52.90 

19.07 

17.92 





3.76 

0.32 


B1664 

70.10 

10.70 

16.02 




2.84 



0.34 

B0061(2) 

73.63 


19.91 


4.76 



0.64 

0.36 


B3959 

54.74 

14.05 

18.80 


0.61 


6.80 3.64 

1.09 


0.27 

B7657 

46.91 

6.33 

5.50 



11.96 

27.17 

1.67 

0.46 


B8761 

37.65 

14.87 





42.02 

5.27 


0.19 

C1455 

37.04 

6.15 




925 

42.04 1.26 

3.70 

0.56 


B2555 

68.30 

1.50 

16.40 


3.96 


9.50 


0.34 


B6555 

50.32 

10.15 

14.35 


2.82 


13.76 8.35 


025 


C1754 

36.50 

5.97 




9.42 

42.65 1.34 

3.57 

0.55 


B4946 

60.63 

0.11 

12.45 


0.34 


25.87 


0.30 

0.30 

C5845 

30.54 

4.26 

2.57 



8.12 

37.14 14.90 


0.30 


B6843 

56.58 


11.54 


0.32 


31.28 


0.28 


C1730 

46.15 


8.40 


0.52 


44.70 


0.23 


C2637 

45.60 

0.83 

6.33 


0.51 


46.50 


0.23 


C5034 

41.05 

0.46 

7.63 




50.45 


0.41 


C8132 

37.66 


5.26 


2.11 


54.68 


0.29 


C9930 

35,40 



5.16 



59.10 


0.34 



(1) Contains 6.03 F. (2) Contains 0.70 F. 


The effects of the various oxides commonly used in optical glasses are 
shown by Fig. XVI. 12, after Merwin. The vertical axis in that figure 
represents the dispersion (C — F) X lO*"''. The horizontal axis consists of 
two parts. On the left-hand side, the partial dispersion ratio increases 
from 0.320 to 0.371 (the middle line) for the red end of the spectrum, 
{C — A')/[F — C) ] on the right-hand side, the partial dispersion ratio 
for the violet end of the spectrum, {h ~ g)/{FX C), increases from 
0.431 (the middle line) to 0.500. Silica glass, for which (F — C) 
= 0.00676, (C - A')/iF - C) = 0.370, {h - g)/{F - C) = 0.433, is 
represented by the point indicated. The several pairs of curves in Fig. 
XVI. 12, representing the glasses of Table XVI. 26, illustrate the differ¬ 
ences between the various types of optical glasses. 

The optical properties of the glasses used in constructing Fig. XVI. 12 
are in Table XVI. 26A. The dispersions of silica glass are interpolated 

Rubens, H., Ann. Phyaik Chcm., 45, 238 (1892); 53, 267 (1894); SUzber. Kgl. preuaa. Akad, Wias., 
1916, II, 1280. 

Trommsdorf, H., Diaaertation, Jena, 1901; Phyaik. Z., 2, 576 (1901). 

“Kingslake, R., and Conrady, H. G., /. Optical Soc. Am., 27, 257 (1937). 
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Table XVI. 25 —Refractive Indices of Some Optical Glasses in the Infra-Red 

Ajter Kingslake and Conrady 
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from the values given by Sosman^“' and the later results of Tilton and 
Tool.^^ The properties of S52 are partly interpolated, partly extra¬ 
polated from the data given by Hovestadt/’® The optical properties for 
the rest of the glasses are from Catalog 5858 g of the Jenaer Glaswerk, 
Schott und Gen. The compositions of most of these glasses are not avail¬ 
able. Some composition references are in Table XVI. 26B; the quali¬ 
tative compositions are from Eitel, Pirani, and Scheel.®^ 



Figure XVI. 11.—Dispersion Curves of Eleven Optical Glasses. After Kingslake 

and Conrady. 

The pair of curves 1-1 (Fig. XVI. 12) represents glasses obtained by 
adding Na20, K 2 O, ZnO, Sb 203 , and PbO to Si02, and thus includes the 
ordinary soft crown-zinc crown-ordinary flint series of glasses, for which 
the red end of the spectrum is extremely short and the violet end 
extremely long. Fluorine in the minor amounts reported for this series 
increases the violet ratio by 0.002 to 0.003, and the aluminum oxide used 
with it appears to cause a similar increase in the red dispersion ratio. 

The curves '2-2 represent the borate flints, and a downward extension 

Tilton, L. W., and Tool, A. Q., Bur. Standards /. Research, 3, 619 (1929). 

^ Eitel, W., Pirani, M., and Scheel, K., ^'Glastechnische Tabellen und Chemische Konstanten 
der Glaser,'* J. Springer, Berlin, 1932. 
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would include 2ay a borate crown. These glasses are highest in boric 
oxide, and their dispersion ratios for red are the highest, for violet almost 
the lowest, of all glasses. Dispersion increases from the low value for 
the borate crown, which is chiefly AI2O3 and B2O3, to the high value 
for the borate flint, which is chiefly PbO and B 2 O 3 ; intermediate glasses 
may contain large amounts of ZnO and BaO, or both. Boric oxide is 



C~A' h-g 

F-C 

Figure XVI. 12.— The Relation between Dispersion and Composition of Optical 
Glasses. The vertical axis consists of two parts; on the left-hand side, the par¬ 
tial dispersion ratio for the red end of the spectrum, {C~A')/{F—C), increasing 
from 0.320 to 0.371 (the middle line); on the right-hand side, the partial dis¬ 
persion ratio for the violet, {h—g)/{F—C), from 0.341 (the middle line) to 0.500. 
After Merwin. 

almost entirely responsible for the lengthened red spectrum, and alumi¬ 
num oxide has a similar but smaller effect. Boric oxide also is chiefly 
responsible for the shortened violet spectrum, but BaO has a similar 
effect when it replaces PbO in a silicate flint (see 3-S below). 

Curves S-S show that the effect of 20 per cent (at F — C, 0.01000) 
is 16 per cent (at F — C, 0.01400) of BaO on a lead-zinc silicate flint is 
to decrease relatively the ratio {h — g)/{F — C) without changing the 




Tabus XVI. 26A—Properties of Optical Glasses Made by Schott imd Genossen Used in Constructing Fig. XVI. 12. 

Partial Dispersions and Dispersion Ratios 
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corresponding ratio {C — A')/( F -- C). Barium flints containing boric 
oxide, and others of unknown composition, appear between 8a and 
3-3y 5-5, and 2-2. 

The borosilicate flints arc intermediate between the borate flints 
(2-2) and the silicate flints (1-1). The curves ^“4 ^ series in 

which the lower members contain antimony oxide in place of lead oxide. 

The curves 5-5 represent essentially barium borate and silica; No. 5, 
potassium borate and silica. The second of these shows the lengthened 
red and the shortened violet spectra caused by boric oxide; the first of 
these shows also the added effect of barium oxide in shortening the 
violet, which effect is most extreme in 5a, a heavy crown of unrecorded 
composition. 

Table XVI. 26B—Compositions of the Glasses, Table XVI. 26A 


Less than 10 per cent More than 10 per cent 


K 6 

Na^O, CaO, ALO.. ( 1 %), AssO. 

SiOa, NaaO 

KF 2 

Table III. 4, No. 13 


LF7 

XilzO, KaO, ASaOa 

SiOg, PbO 

LF5 

NaaO, K 2 O, AS 2 O 3 

SiOg, PbO 

KzFS2 

SiOa, K 2 O, PbO, AI 2 O 3 , A&Oa 

B 2 O 3 , ZnO 

KzFSl 

AI 2 O 3 , ASaOa 

BgOa, PbO 

S52 

NasO, BaO, As20n 

BgOa, AbOa 

BaLF3 

Table III. 4, No. 24 


BaLFl 

Table III. 4, No. 33 


KzF5 

NasO, K 2 O, AbOa, AS 2 O .3 

SiOa, B 2 O 3 , SbgOa 

KzF4 

NaaO, K 2 O, AbOa, ASgOa 

SiOg, B 2 O 3 , PbO 

SKIO 

ZnO, PbO, Al^Oa, AssOa 

SiOg, BgOa, BaO 

SK16 

!Na20, AbOs, Sb203, AsaOa 

SiOg, B 2 O 3 , BaO 

FK4 

K 2 O, AssOs 

SiOg, BgO.a 

PSKSl 

B 2 O 3 , AbOa, ASsOa 

PgOa, BaO 

PKSl 

B 2 O 3 , MgO, AbOa, ASaOa 

PgOa, KgO 

FK3 

ASaOa, F 

SiOg, BgOa, KaO, AbOa 


No. 7 is a barium phosphate with aluminum oxide, and 5a, potassium 
phosphate with aluminum and magnesium oxides. The dispersion would 
scarcely be different if silica in proper proportions to give the same 
dispersion {F — C) could be used. 

The effect of six to nine per cent of fluorine in an alkali-aluminum 
borosilicate glass is to decrease the dispersion {F — C) decidedly with¬ 
out greatly changing the partial dispersion ratios. No. 9 is such a glass. 

Effect of Temperature on Refractivity 

The effect of change of temperatme on refractive index and dispersion, 
which is of importance in precise refractometry, has been studied from 
that standpoint by Hastings,®® by Gifford,®® and by Tilton.*^®. The 

Hastings, C. S., Am, J. ScL, 15, 269 (1878). 

«» Gifford, J. W., Proc, Roy. Soe. {London), A, 91, 319 (1916); A, KKj, 621 (1922). 

Tilton, L. W., /. Research Natl. Bur. Standards, 14, 393 (1935). 
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temperature coeflScient of refractive index is small, ranging from — 3 
X 10~^ for a fiuor crown glass, and 5 and 9 X 10'^ for Pyrex and silica 
glass, respectively, to 14 X for heavy flint glass. Measurements at 
ordinary temperatures are usually reduced to glass and air temperatures 
of 15"^ C.; at high temperatures the measurements are usually reduced 
to an air temperature of 15° C., or better to vacuum. 

Silica glass. Sosman recalculated to absolute indices the results 
of Rinne,^^ which extend from ~ 160° to + 1000° C., for four visible 
frequencies of helium. His table is reproduced as Table XVI. 27. ^Tn 
the three curves which arc carried to 1000°, there is an easily observed 
irregularity in the vicinity of 600°, which is reminiscent of the less 
marked irregularity in the dilatation of vitreous silica in this same region, 


Table XVI. 27—Absolute Index of Refraction of Silic^a Glass 
at Various Temperatures.* 


Temp. 

He blue 

He green 

He vellow 

He red 

(°C) 

X = 471.315 mu 

601.568 

587.563 

667.815 

- 160 

1.4635 

1.4617 

1.4581 

1.4559 

- 64 

1.4641 

1.4624 

1.4586 

1.4563 

18 

1.4649 

1.4629 

1.4592 

1.4569 

130 

1.4660 

1.4642 

1.4604 

1.4579 

235 

1.4675 

1.4654 

1.4616 

1.4591 

365 

1.4692 

1.4672 

1.4633 

1.4608 

475 

1.4708 

1.4689 

1.4649 

1.4625 

590 

1.4722 

1.4703 

1.4663 

1.4639 

1000 


1.4772 

1.4729 

1.4706 


* Calculated by Sosinaii from the data of Rinne. 


and which is suggestively near the inversion-temperature of quartz. It 
is too large, and also too uniformly present in the three curves, to be 
due to errors of measurement in the index, although it is conceivably 
explainable by a concealed error in the temperature. Additional measure¬ 
ments in this vicinity would be interesting.’^ 

Commercial glasses. Measurements at temperatures up to about 100° 
C. were made by Pulfrich on a series of 12 glasses, and Reed extended 
the measurements up to the annealing temperatures for some of the same 
glasses and for additional ones. Their combined results are in Table 
XVI. 28. Measurements were made by the prism method, using the C, 
Z), and F lines, and G", the A-line of Hg. The values given are 
the mean change of index per degree, x 10^, for the interval indicated 
by the mean temperature, usually about 100°. The refractive indices 
usually increased with temperature; but in the cases in which it 
decreased, the amount of decrease was less than that to be expected 
from the decrease in density. In all cases the dispersion increased with 


Rinne, F., Neues Jahrh. Mineral., Oedl., Beilage Bd., 39, 388 (1914). 
Pulfrich, C., 4 ^n. Phynik Chem., 45, 609 (1892). 

^Reed, J. O., Ann, Physik Chcm., 65, 707 (1898). 
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Table XVI. 28 — Effect of Change in Temperature on the Absolute 
Refractive Index of Glass 

After Puljrich (P) and Reed (R) 


No. in 

Mean 


Change in refractive index, 10® An/At 


temp. 





Table III. 4 

CC) 

c 

D 

F 

G' 

6 

52.8 

+0.110 

+0.137 

+0.178 

+0J213(P) 

11 

59.3 

-0.129 

-0.105 

-0.060 

-0.010(P) 

19 

59.2 

+ 0.267 

+0.299 

+0.356 

+0.410(P) 

25 

58.0 

+0.226 

+0.250 

+0.307 

+0.360(R) 


149.6 

+ 0.324 

+0.362 

+ 0.456 

+0.548 


251.5 

+0.509 

+0.568 

+0.666 

+0.768 


351.5 

+0.577 

+0.639 

+0.751 

+0.870 


436.5 

-1.861 

—1.720 

-1.504 

-1.329 

26 

56.5 

+0.014 

+0.045 

+0.107 

+0.150(R) 


157.1 

0.094 

0.111 

0.179 

0.246 


261.5 

0.144 

0.167 

0.249 

0.355 


357.0 

0.217 

0.249 

0.350 

0.461 

27 

61.2 

0.024 

0.035 

0.092 

0.099 


154.0 

0.096 

0.113 

0.152 

0.186 


257.0 

0.156 

0.174 

0.223 

0.258 


358.0 

0.221 

0.247 

0.297 

0.340 

34 

55.9 

0.394 

0.410 

0.504 

0.528(R) 


148.0 

0.419 

0.444 

0.543 

0.517 


251.0 

0.455 

0.489 

0.603 

0.629 


356.5 

0.509 

0.555 

0.648 

0.682 

36 

55.1 

0.244 

0.281 

0.389 

0.503(P) 

43 

57.7 

0.703 

0.778 

1.058 

1.294(R) 


126.0 

0.916 

1.051 

1.302 

1.668 


176.5 

0.960 

1.092 

1.430 

1.714 


231.0 

1.127 

1.237 

1.632 

1.993 


280.5 

1.277 

1.396 

1.790 

2.140 


325.0 

1.382 

1.544 

1.960 

2.405 


379.0 

1.758 

1.904 

2.263 

2.893 

45 

60.5 

1.119 

1.278 

1.752 

2.161(R) 


125.5 

1.275 

1.442 

1.959 

2.477 


177.5 

1.379 

1.594 

2.098 

2.617 


250.5 

1.577 

1.783 

2.396 

2.992 


330.0 

1.808 

2.027 

2.753 


47 

62.6 

1.218 

1.472 

2.110 

2.800(R) 


156.2 

1.579 

1.809 

2.536 



233.0 

1.928 

2J251 

3.212 



281.0 

1.591 

1.911 

2.918 


48 

60 

-0.066 

-0.074 

-0.033 

-0.003(P) 

70 

58.1 

-0.202 

-0.190 

-0.168 

-0.142(P) 

74 

60.3 

-0.314 

-0.305 

-0.246 

-0.237(P) 


temperature, and the run of dispersion was changed. Pulfrich con¬ 
cluded that the ultra-violet absorption band increases in intensity and 
shifts toward the visible region as the temperature is increased. This 
explanation is in harmony with the fact that glasses rich in lead oxide, 
yellow at ordinary temperatures, are dark red or brown at softening 
temperatures. He found that cooling in a mixture of ether and carbon 
dioxide snow further lightened the color of heavy flint glasses. When 
the heavier flints were heated the G" line disappeared completely, as 
indicated in the table. With the lighter flints, the index rose to a 
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Figure XVI. 13.—Change in Refractive Index with Temperature of a Barium Flint 
Glass. (Compare Fig. XI. 1.) After Peters. 

maximum, then "decreased, a phenomenon more fully studied by Peters. 
The dispersion, however, continued to increase. 

Peters measured the change of refractive index for a series of glasses 

» Peters, C. G., Bur, Standards Scientific Papert, 521 (1026). 
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previously studied by Peters and CragoeJ® The glasses were heated at 
a uniform rate of 2° per minute. The refractive index increased uni¬ 
formly up to the annealing region, which was about 500° for all the 
glasses examined. As the glasses passed through the annealing region 
the rapid increase in expansivity was accompanied by a rapid decrease 
in the observed index. The results are given as curves, showing the 
change in refractive index, An, for the green (A = 501.7m^n), yellow 
(A. = 587.7 m/i), and red (A “ 668.0m/i) lines of helium; the expansion; 
and a quantity (An — An') which represents the difference between the 
observed refractive indices and those calculated from the change in 
density, assuming the Gladstone-Dale law f(n — l)/d] = constant. One 
of the figures given by Peters is reproduced as Fig. XVI. 13. He said: 
“It seems probable that the measured increase in the index is the result 
of two opposing effects, a decrease caused by a diminution in density 
and an increase caused by the augmented absorption. It might be more 
nearly correct, however, to say that this increase in index and in absorp¬ 
tion were both produced by the same or similar causes.” 

Effect of Pressure on Optical Properties 

Theoretical 

In considering the effect of pressure on the refractive index of glass, 
two cases are to be distinguished; in the first, the glass is acted upon by 
a uniform hydrostatic pressure, and in the second, by non-uniform pres¬ 
sure, resulting from a thrust or tension. The first case is of little practical 
importance, and the results of uniform compression may be calculated 
from those obtained in the second and more important case. It is of 
the effect of a non-uniform pressure that the experimental measure¬ 
ments have been made. The results so obtained are applicable directly 
to the strains which are introduced into glass by too rapid cooling, and 
removed by annealing. 

When a block of glass is strained, it becomes doubly refracting, and 
when viewed in polarized light between crossed nicols, it shows inter¬ 
ference colors. Brewster showed that under stress the glass behaves as 
a uniaxial optically negative crystal, and the birefringence is proportional 
to the intensity of the stress. This phenomenon is the basis of the method 
in common use for the detection and estimation of stress in glass. 

The elementary theory of the effect of stress on birefringence may be 
outlined as follows. A cube of glass. Fig. XVI. 14, is acted on by 
a vertical thrust, P, parallel to OY ; consider the effect on light passing 
through the cube in the direction parallel to OX. The effect of the 

Peters, C. Q., and Cmgoe, C. H., Bur. Standards Scientific Papers, 393 (1920), 

Brewster, D., Trans. Roy. Soc. (London) A, 1814, 1815, 1816. 

^This discussion follows closely that of Adnms, L. H., nnd Williamson, E. D., /. Wash. Acad., 
9, 609-623 (1910). 
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thrust P will be to compress the glass in the direction 07, and to 
extend it in equal amounts in the directions OX and OZ. The velocity 
of the light will be altered, and in general the wave will be split into two 
wave fronts proceeding with different velocities and polarized in direc¬ 
tions at right angles to each other. A ray of polarized light after 
passing through the block of glass in a direction normal to the direction 



Figure Xyi. 14. — Diagram to Accompany Explanation in Text of tlie Effect of 
Strain in Glass on a Beam of Polarized Light. After Adams and Williamson. 


of thrust, OYj will remain a single ray but will be elliptically polarized, 
and may be treated as the resultant of two rays vibrating, respectively, 
along OY and OZ and differing in phase. A thrust parallel to OZ will 
produce an effect similar to that parallel to 07, but a thrust parallel 
to OX will produce no phase difference in the rays vibrating along 07 
and OZ, since the cube is extended the same amount in these two direc¬ 
tions. It follows, then, that when a beam of light passes through a 
block of strained glass, the velocity of the light, and hence the refractive 
index of the glass, depends on the direction of vibration of the light and 
on the dilatations in the directions perpendicular to the path of the beam 
of light. 

The equations used by Neumann for expressing the influence of 
elastic deformation on the propagation of light are as follows: 

v,<‘V-¥qXx'¥vyv-^V^» Oa) 

Vy « V 4- pxx + qyy -f pzz (1b) 

Vg-^v + pxx + pyy’^qzz (Ic) 

™ Neumann, F., Ann. Physik Chem., 54, 449 (1841). 
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in which yy, and are dilatations in the three directions parallel to 
the three principal axes, v is the velocity of light in the unstressed mate¬ 
rial; Vyj and Vz are the velocities of light waves whose vibrations are 
parallel to the three axes; and p and q are coefficients to be determined by 
experiment. 

If n is the refractive index of the unstressed medium and n^,, n^, 
and riz are the refractive indices for light vibrating in the three principal 
directions, then nv — n^Vj; — UyVy = rizVzi and from Equation (1a) 


Vx—V 


V 


n — Ux 

Ux 


^*. + |(2/v + 2.)- 


( 2 ) 


A thrust, P, acting on the block in the direction OY (Fig. XVI. 14) 
will produce the three principal dilatations: 


Xx - cPjE 
Vv- -PIE 
Sz* aPjE 


E being Young’s modulus and o Poisson’s ratio. Substituting in Equa¬ 
tion (2), 


rix-n 

Tlx 




(3a) 


Similarly it can be shown that 


riy -n P 


;(-2aP + ?-) 

E\ V vJ 


(3b) 


and 


riz — n P 

7lt E 




(3c) 


When the coefficients p and q have once been determined, these three 
equations may be used for calculating the effect of a thrust, P, in the 
direction OY (Fig. XVI. 14) on the three indices of refraction n^., riy, 
and riz corresponding to light vibrating in the directions OX, OF, and 
OZ. The changes in refractive index for a given thrust, P, depend on the 

elasticity constants E and o, and the coefficients - and - which are 

V V 

characteristic of the given material and can be determined experimentally. 
The change of is the same as that of Uz (for a thrust along OY) so that 
no birefringence is observed for a ray of light passing through the block 
in the direction OF; but the velocity of a ray in the direction of the 
triple arrow {i, e,, along OX) depends on the direction of vibration, that 
is, Uy is different from and Uy — rtzj by definition, is the birefringence.*^® 
Since ordinarily Ua, and Uy do not differ from n by more than one part 


In the case of a uniaxial crystal, birefringence is usually expressed as ne *-ww, which is 
identical with ny — n«, the direction Y being the direction of the optic axis. 
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in 1000, we may put, with a maximum error of a small fraction of 
one per cent, 

TLy-n Ug-n tiy-n, 

fly Tig n 

and therefore by subtracting Equations (3 b) and (3c) we obtain 


n E V V 


(4) 


This equation may be put in slightly different form by making use 
of the identity 

^ ^ _ 

2(1+ cr)^ 


R being the modulus of rigidity. Substituting the value of R in Equation 
(4), we have 


P (Q P\ 
n 2R v) 


(5) 


From Equations (4) and (5) it is evident that the birefringence is 
proportional to the difference of the two coefficients p and q. Conversely, 
p and q can not be determined by measurements of birefringence alone, 
but if in addition to the birefringence we measure the absolute retarda¬ 
tion of a ray of light vibrating, say, in the direction OF, both p and q 
will be uniquely determined. 

Suppose now that instead of a thrust we apply to the block of glass 
a hydrostatic pressure, F. In order to obtain a relation connecting the 
coefficients p and q with the hydrostatic pressure P', it is obvious from 
considerations of symmetry that it is sufficient to add the three equations, 


n Ux 

(3a), (3b), and (3c). Then since - is approximately equal to 

Tlx 

n- Tlx , 

-, we have 

n 


Ux-n F 

n ^ E 




( 6 ) 


By putting 
elasticity 


--— = Kn in which K is the modulus of 

3(1-2o) 

the equation becomes 


volume 


fix-n P /2p g\ 
n 3/: \ t; v/ 


(7) 


which expresses in terms of known or measurable quantities the effect 
of hydrostatic pressure on the index of refraction, which of course under 
these conditions remains independent of the plane of polarization of the 
light. 

l/K «= the compressibility at constant temperature. 
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A mathematical discussion of the stresses developed in glass as a 
result of temperature gradients, and of the birefringence produced by 
the stresses, was given by Adams and Williamson.®^ This discussion is 
reproduced in Chapter XIV, in connection with the thermal endurance 
of glass. 

Mueller has discussed the theory of the photoelastic effect. The 
refraction in ordinary glass is due primarily to the oxygen atoms, 
which in Si02 glass contribute to the refraction 140 times as much as 
the silicon atoms. The Lorentz-Lorenz equation (cf. p. 388 for a test 
of the applicability of this equation to the specific refractivity of 
Na 20 -Ca 0 -Si 02 glasses) is assumed valid, since the distribution of 
oxygen atoms is entirely random in a glass. The birefringence is due 
to two causes. The first of these is the change in the lattice distances, 
which become greater between planes normal to the direction of a 
tension, but remain unaltered between planes perpendicular to the direc¬ 
tion of strain. This produces in all cases a negative birefringence.* The 
second cause of birefringence is an atomic effect, resulting from the 
distortion of the outermost electrons of the oxygen atoms, which produces 
positive birefringence. In glasses having a low index of refraction, the 
atomic effect preponderates, but in the heaviest flints the lattice 
effect becomes dominant, and the photoelastic constant changes in sign. 

Savur measured the stress-optical coefficient in tension and in 
compression, with excellent agreement, and concluded that, within the 
limits of experimental error, and up to a stress of 100 bars, the law 
connecting double refraction and stress is accurately linear, and is the 
same for tension and for pressure. 

Units 

The effect of pressure on the refractive index is measured by the 
difference in refractive index of the two rays: Ue, the extraordinary ray, 
polarized at right angles to the direction of thrust, and n„, the ordinary 
ray, polarized in the direction of the thrust, which is the optic axis. The 
two stress-optical coefficients are defined by the equations 

«, - n - BiPy and Uy - n « BiPy, 

in which n is the refractive index of the unstressed glass, is the refrac¬ 
tive index of the extraordinary ray, and Uy that of the ordinary ray, 
when the thrust P is applied in the direction of the y-axis. The relative 

Adams, L. H., and WilUomson, E. D., /. Franklin Inst., 190, 597, 835 (1920). 

“Mueller, H., Physics, 6, 179 (1935); /. Am. Ceram. Sac., 21, 27 (1938). 
nn'^rip 

* Mueller defined B --, in which Wn is the refractive index normal to the 

P 

stress, Up is that parallel to the stress; hence his B is opposite in sign to that 
defined above. 

“Savur, S. R., PhU. Mag., SO, 453 (1925), 
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stress-optical coefficient, commonly called the stress-oi)tical coefficient 
is the difference between B 2 and Bi; 

Filon used the notation 


C. = C2 = -Bi, C = B. 

The dimensions of the unit F~^ are the reciprocal of those of a stress. 
The name “brewster’^ was proposed by Filon for the unit of photo¬ 
elasticity: 1 brewster = a relative retardation of one Angstrom unit 
per mm. per bar = 10~'^ (n, - n,,) per bar. 

Experimental 

The pioneer work of Brewster, who studied both the effect of pressure 
and of tension by putting a rectangular beam of glass under flexure, was 
confirmed by Fresnel.®'' Neumann developed the mathematical theory 


Table X’\T. 29—Effect of Pressure on the Optical Properties of Glass; 
the Stress-Optical Coefficient* 

After Adams and Williamson (AW) and Pockels (P) 

Table and 


No. 

Ob.server Type 

VI.1.1 

(AW) 

516/620 

.2 

(AW) 

523/590 

.3 

(AW) 

573/420 

.4 

(AW) 

574/570 

.5 

(AW) 

606/440 

.6 

(AW) 

608/570 

.7 

(AW) 

616/370 

.8 

(AW) 

655/330 

.9 

Iir.4.19 

(AW) 

756/270 

(P) 

545/503 

.25 

(P) 

571/430 

.40 

(P) 

645/341 

.43 

(P) 

751/276 

.47 

(P) 

963/197 

.48 

(P) 

507/614 

0428t 

(P) 


* Values of 

>-a(: 

? p\ 

— ) , m which n 

> »y 

optical coefficients. 

Unit: 1 

Brewster == 10-“ bar, 

t0428 same as III. 4 No. 

6 except 2 % AI 2 O 3 i 


B p/v q/v 

-2.79 

-2.52 

-3.13 

-2.75 

-3.03 

- 2.10 

-3.06 

-2.61 

-1.19 


-3.70 

0.289 

0.182 

-2.87 

0.306 

0.213 

-2.56 

0.335 

0.264 

-1.30 

0.354 

0.319 

-f-1.88 

0.427 

0.466 

-423 

0.274 

0.166 

-2.70 

0.269 

0.147 


= refractive index, li = rigidity, p/v and q/v, 
i place of 2% ZnO. 


of the subject. His conclusions were criticized by Kerr and by 
Pockels,®^ who pointed out errors of calculation in Neumann’s work. 
Wertheim*® seems to have been the first to study glass under pure 
tension and pure pressure. Pockels ®^ made a series of experiments on 

■’‘Filon, L. N. G., Proc. Roj/- Soc. {London), 89, 587 (1913). 

Fresnel, L., Ann. chim. Phj/s. 

WKerr, J., Phil. Mag., 26, 321 (1888), 

OT Pockels, F., Ann. Physik, U), 7, 745 (1902). 
wWertheim, G., Ann. chim. phya. (8), 40, 156 (1854). 
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the effect of strain on a series of Schott glasses whose batch compositions 
were known. His results are given in Table XVI. 29. In the first paper, 
his glass 0428 was identified erroneously with VS428 (No. 52 Table III. 
4); the correct value of the physical properties and compositions given in 
Table XVI. 29 was obtained from later papers.®^* He found that in the 
flint glasses the effect diminished regularly with the content of PbO. The 
birefringence, ordinarily was negative, but for the heaviest 

glass studied, the birefringence had become positive. Pockels concluded 
that it would be zero for a glass of the composition Si 02 , 22.8; K 2 O, 1.5; 
PbO, 75.7, and an attempt was made to make a glass of this composition. 
The resulting glass, an analysis of which gave: Si 02 , 23.64; Na 20 , 0.24; 
KoO, 0.37; CaO, 0.34; PbO, 74.61; AI 2 O 3 + re 203 , 0.80, was not of 
high quality, and showed a positive birefringence of about one-tenth 
that of the heavier glass. Pockels concluded that a diminution of 0.6 
per cent in the PbO content would have caused the birefringence to 
vanish. 


Table XVI. 30A — Valu<\s of Sfrcss-Ojitical Coefficients Detonuinod by Filon and 

His Associates* 




-Obse 

Tver and 

date- 

- ^ 


Filon 

Filon 

Jessup 

Harris 

Savur 

Glass 

1903 

1907 

1920 

1923 

1925 

3413A 


3.36 


3.66 


3413B 


3.50 


3.74 


3296B 


3.17 


3.36 


3749 


2.47 


2.70 


3453A 


2.38 


2.66 


2453B 


2.35 


2.66 


2783A 


2.15 


3.00 


2783B 


2.46 


2.92 


0154 

2.87 


3.01 

2.96 


0152 

2.74 


2.95 

2.76 


0103 

2.84 



2.96 


041 

1.78 


1.84 

1.83 


6652 


Filon 


2.18 

2.29 

4840 


1910 


1.42 

1.38 

0935 


3.29 




UV3199 


3.06 




UV3492 





3.58 

7641(X = 5893) 





2.70 

1809(X = 5893) 





3.62 


*Unit: 1 Brewster ” lO-i® bar. Compositions are given below. 


Adams and Williamson,^^ in connection with their exhaustive study 
of the annealing of glass, determined the relation between birefringence 
and stress for a number of glasses whose batch compositions were known. 
Their results are given in Table XVI. 29. 

Pockels, F., Ann. Physik, 9, 220 (1902); 11, 651 (1903). 

Adams, L. H., and Williamson, E. D., /. Wa&h. Acad. ScL, 9, 600 (1919); /. Franklin Jnst., 190, 
597, 835 (1920). 
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Filon and his associates Jessop Harris,and Savur measured 
several glasses, included in Table XVI. 30A; and studied the effect of 
frequency, temperature and time on the stress-optical coefficient. 

Twyman and Perry determined the change in index for both 
ordinary and extraordinary rays for a glass of composition: Si02, 54.83; 
NasO, 6.23; K 2 O, 4.30; PbO, 34.64; nr, = 1.5759, v = 41.3; and found Co, 
to be ~ 5.81, Ce = -2.32. 

It was shown by Kerr and by Pockels that the change in the absolute 
index of refraction as the result of uniform, hydrostatic pressure was of 
the same order of magnitude as the birefringence; and Adams and 
Williamson calculated the effect for a light flint glass, No. 3 of 


Table XVI. 30B—Compositions of the Glasses in Table XVI. 30A 


Lit. 


Glass 

Ref. 

SiOo 

BoOn NaaO KoO 

CaO 

MgO 

PbO 

AbOi 

3413A, B 

1 

31.6 

33.0 3.8 



23.6 

8.0 

3296B 

1 

67.5 

15.4 16.7 


0.4 



3749A 

1 

70.2 

5.9 23.9 





3453A 

1 

68.1 

5.7 20.8 


5.4 



2783 (a) 

1 

52.7 

1.4 12.5 



31.6 

0.6 

6652 

2 

41 

1.4 3.8 

0.7 


51.3 

0.7 

4840 

2 

30.4 

1.85 1.65 

1.8 


64.4 

0.2 

1908 

1 

35.4 

34.3 7.4 


0.5 

18.7 

3.7 

0935 

1 

32.5 

27.7 3.1 



28.2 

8.5 

0152 

3 

Probably 

near No. 16, Table III. 4 





0154 

3 

Probably 

near No. 25a, Table III. 4 





0103 

3 

Probably 

near No. 37, Table III. 4 





0192 

3 

Probably 

near No. 41, Table III. 4 





041 

3 

Probably 

near No. 42, Table HI. 4 






a Also contains ZnO, 1.2. 

1. Filon, L. N. G., Tranf<, Roy. Soc. (London), A, 207, 283 (1908). Analyses bv Rees, W. J. 

2. Hams, F. C., Proc. Roy. Soc. (London), A, 106, 718 (1924). Analyses by Spilhaus, K. W. 

3. Filon, L. N. G., and Jessop, H. T., Tranii. Roy. Soc. (London), A, 223, 89 (1922). 


Table VI. 1. For a hydrostatic pressure of 980 megabars, the index of 
refraction is increased 0.0012; this change of index is independent of 
the plane of polarization of the light. For a unidirectional thrust of 
the same magnitude, the refractive index of the glass is changed 0.00049 
for the ray vibrating perpendicular to the axis of pressure, and 0.00020 
for the ray vibrating in the direction of the thrust. 

Wertheim concluded that the birefringence produced by strain was 
independent of the wave-length of the light, that is, that there is no 
dispersion; but subsequent experiments showed this not to be true in 
general. Pockels^® determined the birefringence for sodium, lithium 


Filon, L. N. G., Proc. Cambridge Phil. Soc., 11, 478 (1902); ibid, 12, 55, 313 (1902-4). 

M Jessop, H. T.. rran*. Roy Soc. (London), A, 223, 89 (1922). Filon, L. N. G., and Jmop, 
H. T., Proc. Roy. Soc. (London), A, 101, 165 (1922). 

I" N. O., and Harri., P. C., 

Proc. Roy. Soc. (London), A, 130, 410 (1931). 


Twyman. P., and Perry. J. W., Proc. Phys. Soc. (London^, 34, 151 (1922). 
Adams, 1.. H., and Williamson, E. D., /. Wanh. Acad. Sci., 9, 809, 822 (1919). 
Pockels, F., Ann. Phy$ik, 11, 651 (1903). 
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and thallium light, and found a distinct change in birefringence for the 
lighter glasses, but for the heavier glasses it was very small. Filon 
made extensive studies on the variation with w^ave-length of the double 
refraction in strained glass, and concluded that the birefringence is 
greater in the violet than in the red for those light glasses that are 
not borates, and that the dispersion of birefringence would become 
zero at about 66 per cent PbO. In some light glasses, the change in 
birefringence with wave-length was found to be almost linear, but with 
heavier glasses it became parabolic, the difference of the refractive 
indices increasing much more rapidly toward the violet than toward the 
red. Savur found the stress-optical coefficient to increase numerically 
from the violet toward the red, for a glass (Table XVI. 30A) containing 
about 64.4 per cent PbO; and the dispersion was sensibly nil for a glass 
(Table XVI. 30A) containing 51.3 per cent PbO. The apparent lack 
of agreement with Filon may have been due to the difference in the 
light used; Filon used the dispersion green-red, and Savur, yellow-indigo. 

Filon and Harris studied the effect of increase in temperature 
on the birefringence produced by strain; the results of Harris are given 
in Table XVI. 31. The effect of strain in producing birefringence 


Table XVI. 31—Effect of Increase in Temperature on Birefringence 
Produced by a Stress* of Megabar, xlO“’ 


After Earns 


Glass 

le-is'’ c. 

100® c. 

200® C. 

6 

0 

O 

300® C. 

350® C. 

400® C. 

6652 

2.18 

2.22 

2.30 

2.39 

2.43 

2.56 

2.58 

4840 

1.42 

1.38 

1.36 


1.38 

1.40 

1.29 

3413A 

3.66 

3.62 

3.66 

3.68 

3.72 

3.72 

4.00 

3413B 

3.73 

3.59 

3.71 

3.75 

3.78 

3.80 

3.85 

3296B 

3.36 

3.36 

3.41 

3.42 

3.45 

3.46 

3.49 


* Compositions in Table XVI. 30B. 


increased with the temperature in all cases except the first (Table XVI. 
30B), and the abnormal behavior of this glass was ascribed to its com¬ 
paratively high content of PbO. The glasses studied by Harris had been 
studied in 1912 by Filon who found smaller values for the stress-optical 
coefficient. It was suggested that the molecular condition of the glass 
changed rapidly when first manufactured, later settling down to a 
steady state; but the significance of these experiments is doubtful. 

Absorption and Transmission 

When the absorption of light in glass is fairly uniformly distributed 
throughout the visible spectrum, and the amount of absorption is small, 

Filon, L. N, Q., Ptoc. Roy, Soc. (London), A, 89, 587 (1913). 

“Harris, P. C.. ibid, A, 106, 718 (1024). 
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the glass appears colorless and limpid; when the amount of uniform 
absorption increases, the glass takes on a greyish hue. When the 
absorption is significantly greater for light of any color, the transmitted 
light will appear of a complementary color; since the absorption is never 
sharp, the color will depend on the thickness of the sample. Compari¬ 
sons are best made by means of curves showing the change of absorption 
or transmission with wave-length for samples of standard thickness. 

The use of coloring oxides in glass is old, and the earliest glasses 
were usually colored. Neumann has shown that copper oxide, modi¬ 
fied by the presence of oxides of iron and manganese (Table I. 1), was 
the usual colorant in the ancient Egyptian glasses. Neumann found 
cobalt oxide in a lapis lazuli glass from Nippur, dated about 1400 B. C., 
the only example of cobalt oxide in antique glass. 

Colorless Glass 

The transmission of the usual ''colorless^’ or “white'^ glass is limited 
chiefly by absorption bands in the infra-red and ultra-violet, as is 
indicated by their dispersion curves. The limits of transmission in the 
ultra-violet are determined largely by the content of re 203 , which appears 



Figure XVI. 15. —Transmission Curve of Aklo Glass. Courtesy of Coming Glass 

Works. 


to have an absorption in the near ultra-violet. The limit of transmission 
in the infra-red is determined largely by the content of FeO, which 
shows strong absorption at about one m//. The effect of FeO is shown 
in the absorption curve of ^'Aklo^^ heat-absorbing glass, Fig. XVI. 15. 

'Witreous silica,in thicknesses such as are used in cameras and 
optical instruments, transmits all the radiation which acts vigorously on 
ordinary commercial photographic plates, that is, down to a wave-length 
of 220 m/x, but wave-lengths of 193 m/x and less are almost completely 
absorbed.’^ 

A silica-free glass which has a high transparency in the ultra-violet 
is Corex A, the transmission curve of which is shown in Fig. XVI. 16; 

^Neumann, B., and Kotyga, O., Z. angew. Chem.f 38, 776, 857 (1925); Neumann, B., and 
ibid, 40, 963 0927); Neumann, B., Chem, Ztg., 51, 1013 (1927); Z, angew. Chem., 
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and Fig. XVI. 17 shows the transmission curves of a series of glasses 
for controlling the ultra-violet part of the spectrum. Ordinary window 
glass removes the 313 m// line and shorter wave-lengths. 

The best optical glasses have a transparency of over 99 per cent 
throughout the visible spectrum, a result achieved only by the greatest 
care in excluding impurities, especially iron. Other optical glasses, 
especially those of liigher index containing much lead or barium oxide, 



Figure XVI. 16.—Transmission Curves of Corex A Glass and of Pyrex Chemical 
Resistant Glass. Courtesy of Corning Glass Works. 


have a smaller transparency. Common window glass has a transparency 
of from 85 to 90 per cent. In recent years the quality of window glass 
has been greatly improved by the use of sand of low iron content, often 
making the use of decolorizers unnecessary. Such glasses have a trans¬ 
parency approaching that of optical glass, but when the color due to 
iron is masked by a decolorizer the transmission is reduced; and in some 
cases the glass is grey in thick pieces. 

Glasses transparent to x-rays are composed to the greatest possible 
extent of compounds of elements of low atomic number. ^‘Lindemann 
glass^’ (p. 218) is highly transparent to x-rays, but difficult to make; 
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it. cannot be shaped by blowing, and is rapidly attacked in the air. 
Schott suggested a glass of the composition Si 02 , 39.6; B2O3, 30; Na 20 , 
10; AI 2 O. 3 , 20; AS 2 O 3 , 0.4, for use as windows in x-ray apparatus. 



.24 .25 .26 .27 .28 .29 .30 .31 .32 .33 34 .35 .36 .37 .38 .39 .40 .41 .42 .43 .44 



.24 .25 .26 .27 .28 .29 .30 31 .32 .33 34 .35 .36 .37 .38 .39 .40 .41 .42 .43 A* 

Figuke XVI. 17.—^Transmission Curves of Glasses for Controlling the Ultra-Violet 
Portion of the Spectrum. Courtesy of Coming Glass Works. 

Colored Glasses 

The coloring agent or colorant in glass usually is considered to be 
one of the following types: ( 1 ) the color is produced by absorption of 
characteristic frequencies by substances dissolved in the glass; ( 2 ) the 
color is produced by particles of sub-microscopic dimensions, colloidally 
dispersed in the glass; or (3) the color is produced by particles of 
microscopic or larger dimensions, either themselves colored, as in the 
aventurine glasses, or colorless, as in opal glass. 

Schott, O., Devt. Meek. Ztg., 13, 111 (1889). 









OPTICAL PROPERTIES 


435 


The coloring agents which act by virtue of characteristic absorption 
spectra are all oxides of elements belonging to the transition groups of 
the periodic system, and especially to the first of these groups, in which 
the short periods having outer shells of eight electrons change to the longer 
periods having outer shells of eighteen electrons. To this group belong 
titanium, vanadium, chromium, manganese, iron, cobalt, nickel and 
copper, the commonest and most effective colorants of glass. From 
higher transition groups come the elements silver, uranium and the 
rare earths. Silver, which has weak tinctorial power, gives glass a 
yellow color, and is rarely used. Uranium is used chiefly for its 
fluorescent effect, sometimes for its tinctorial powers. The rare earths 
used as colorants give sharp absorption bands, in contrast to the broad 
bands given by most colorants. 

The first systematic study of the effect of coloring oxides was that of 
Zsigmondy,who worked in collaboration with Schott. Their studies 
showed the effect of most of the usual coloring oxides, and the effect 
of the base glass. Weyl and his collaborators have added greatly to 
our knowledge of the mode of operation of the coloring oxides, and 
especially of the reasons for the wide range of colors obtainable with 
some colorants with change in the base glass, and on heat treatment. 
Norton also has given a clear discussion of the action of the coloring 
oxides, as well as a comprehensive bibliography. 

Weyl grouped the coloring oxides into those in which the variation 
in color is due to differences in the ionic environment in the glass, and 
those in which it is due to differences in oxidation. The state of oxidation 
of nickel oxide is not affected by melting under a large pressure of 
oxygen, yet the color obtained with nickel oxide may range from 
yellow to purple. The yellow color is due to the nickel oxide being 
saturated, that is, having associated with it the maximum number of 
nearest neighbors, corresponding to its maximum coordination number 
according to Werner^s theory. This yellow color is obtained in lithium 
silicate glasses, in metaphosphoric acid glasses, and in glasses rich in 
boric oxide. When the glass is heated, or if the basic glass be a potash 
or rubidium glass, the saturated complex dissociates, giving rise to the 
color characteristic of the unsaturated complex, or to a mixture of the 
two colors. The unsaturated color obtained by dissociating a saturated 
complex by heat treatment often can be ^Trozen in^^ by rapid cooling. 
The effect of alkali oxide changes with atomic number; with lithium 
oxide the saturated complex can be obtained, with potassium or rubidium 

Zsigmondy, R., Ann, Phynik,, ( 4 ), 4, 60 (1001). Translation by Scholes, S. R., Glass Jnd., 
10 , 262 (1029). 

108 Weyl, W., Glass Ind,, 18, 78, 117, 167 (1087); Glastpxh. Ber., 12, 641 (1931), MiJttig, H., and 
Weyl, W., Olastech. Ber„- ll, 67 (1983). Weyl, W., and Thiimen, E., Qlastech, Ber., 11, 118 (19^). 

108 Norton, F. H., Glass Ind., 16, 45 (1935). 
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oxide, only the unsaturated; and with sodium oxide a mixture of the 
two. 

The coloring action of cobalt is similar; the saturated color is red, 
the unsaturated is deep blue; and the color of a glass is determined by 
the proportions of the two complexes present. The red color may be 
obtained only in highly “acid’^ glasses, especially those rich in phosphoric 
or boric oxide; the usual blue color is obtained in more “basic’^ glasses, 
and is favored by high temperatures. 

Other coloring oxides can be shown to exist in different states of 
oxidation. For example, Weyl and Thiimen found that by melting 
a glass of the composition Na^O • SSiOo containing 0.1 per cent MnO 
at 1000 ° under increasing oxygen pressures the percentages of the 
manganese present as Mn^Oa could be changed as follows: 

Oxygen pressure 

(atmospheres) 2 3 10 15 75 150 250 

% MmOa 1 2 5 8 17 88 100 

The purple color in manganese glasses is that of the trivalent manganese, 

which is usually present in small proportion but has intense coloring 

power. 

Chromium oxide in glass gives colors ranging from pure green to 
yellowish green or orange, depending on the proportions of chromic 
oxide (CroO.i) and chromate. The pure chromic oxide color can be 
obtained in melts of boric or phosphoric oxide, and in the presence 
of arsenic or antimony oxide. A pure chromate glass was made by 
Weyl by melting a sodium silicate glass and alkali chromate under 
250 atmospheres of oxygen pressure. It was found that the characteristic 
absorption was in the ultra-violet, and that only a sharp absorption 
edge extended into the visible region. The equilibrium in glass is 
shifted toward the side of chromic oxide by increasing temperature, 
and is dependent on the composition of the base glass. ^^Acid^^ melts 
favor the chromic condition, ^^basic^^ melts the chromate condition; and 
potassium glasses behave more “basically^^ than soda glasses. Lead 
oxide and barium oxide stabilize the chromate condition. 

Vanadium exists in glass as V 2 O 3 , wdiich gives a green color, and as 
V 20 n, which gives a brownish-yellow. Vanadium in the V 20 r, condition 
has a strong absorption in the ultra-violet, which is useful in glasses 
for protecting the eyes. Because it is difficult to prevent its almost 
complete dissociation, vanadium is not used often as a colorant. 

Of the rare-earth oxides, neodymium and praseodymium have the 
most pronounded coloring action; they are frequently used in their 
natural proportions as “didymium.” Fig. XVI. 18 shows the typical 
spectrum of a didymium glass, with characteristic sharp absorption bands. 

"^Wcyl, W., and Thumen, E., Glastech. Ber., 11, 113 (1933). 
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Uranium exists in glass as a mixture of uranous oxide UO2, and 
uranate, UO3. Under reducing conditions, the uranous oxide gives 
dark green glasses which are not technically important. They are used 
sometimes for color filters, and have typical band absorptions. The 
higher oxide, favored by oxidizing conditions, in basic glasses high in 
lead oxide gives a red color, the tomato red of lead uranate. In less 
basic glasses uranyl compounds are formed, which have a yellow color, 
and exhibit strong fluorescence. Uranium is used chiefly because of its 
fluorescent properties, especially for tubing for Neon lights. 
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Figuiie XVI. 18.—Transmission Curve of a “Didymium” Class. Courtesy of 

Corning Glass Works. 


Copper in glass may be present both in the colorless cuprous condi¬ 
tion, and in the strongly colored cupric condition. The color of the 
cupric oxide in glass is affected greatly by the base glass and by tem¬ 
perature, the two factors giving a color range from blue to green, inter¬ 
mediate between the cobalt and the chromium colors. When melted 
under reducing conditions the cupric oxide dissociates to the colorless 
cuprous condition, wdiich can be retained when the glass is cooled. On 
reheating, however, cupric oxide and metallic copper are formed, and 
the copper may be obtained in colloidal condition, giving a “copper 
ruby” (p. 439). If much copper is present, or if it is strongly heated, 
flakes of metallic copper separate, giving the copper aventurine glasses. 

Iron oxide is present in most glasses, and its color is usually objection¬ 
able. The ferrous glasses have a strong absorption in the near infra-red, 
giving a green or bluish-green color; the ferric glasses absorb in the near 
infra-red, giving a weaker yellow color which is less objectionable. 
Hostetter and Sosman and Hostetter and Roberts showed that ferric 
oxide is not stable under ordinary melting conditions, and dissociates into 
ferrous oxide and oxygen. The proportion of ferric iron is increased by the 
presence of arsenic or antimony oxide; they tend to give a yellowish- 
green under conditions which otherwise would give a blue-green. The 
green may be masked by the action of a “decolorizer,” usually manganese 

Hostetter, J. C., and Sosman, R. B., J. Am. Chem. Soc., 38, 1188 (1916). 

Hostetter, J. C., and Roberts, H. S., J. Am. Ceram. Soc., 4, 927 (1921). 




438 


THE PROPERTIES OF GLASS 


or selenium, which produces a complementary color. The combined 
action of the iron and the decolorizer reduces the transmission, even to 
the extent of giving a grey color. 

The composition of the base glass plays an important part with both 
types of colorants. With those oxides which exist in more than one 
state of oxidation, the proportion of the two oxides, as well as the 
intensity, position and width of the absorption band caused by the 
different states of oxidation, are affected by the perturbing effect of the 
fields of the surrounding atoms or atomic groups. With those oxides 
which exist in only one state of oxidation, this “association’^ effect is 
dominant. When more than one colorant is present, the interaction of 
the various factors causes the actual absorption effects produced to be 
too complex to be explained in simple terms or to be predicted with 
our present knowledge. 

The glasses colored by colloidally suspended pai*ticles are among the 
most splendid known. Gold ruby, described by Neri,^®"^ was the first 
substance in which the nature of the colloidal state was elucidated by 
the ultramicroscope. It is produced by adding a small quantity of gold 
or gold salt to a glass batch, melting, and cooling. The cooled glass 
is colorless; the red color, developed by re-heating, is caused by an 
absorption maximum in the green. When more strongly heated, the 
particles increase in size and the color changes to blue. On prolonged 
heating, the gold particles coagulate and become coarser, and since gold 
has a maximum reflection in the yellow,^®® the color changes to brown. 
Because the color is so intense, the gold ruby usually is applied as a 
“flashed” coating on a colorless glass. Rooksby was unable to 
demonstrate by means of x-rays the presence of metallic gold in an 
ordinary gold ruby, but was able to show its presence in a special 
glass containing 0.1 per cent gold. The best color is obtained in a heavy 
potash-lead base glass. 

^'"Neri, A., “L’Arte Vetraria,” Florence, 1612. The following description has 
been copied from Merrett, C., of Glajs, written in Italian by Antonio Neri, 

and tran/lated into Englijh, with /ome Objervations on the author,’’ Chap. 129, 
p. 192, and p. 351, Octavian Pulleyn, London, 1662. 

^‘Calcine Gold with Aqua-regis, many times, pouring the water upon it five or 
fix times, then put this powder of Gold in earthen pans to calcine in the furnace 
till it becomes a red powder, which will be in many days, then this powder added 
in Juflicient quantity, and by little and little, to fine Cry/tall glajs which hath 
been often ca/t into water, will make the tranjparent red of a Rubie as by 
experience is found.” 

Merrett, in his ^‘Objervations on the Author,” added: 

“By conje6lure hits right on this colour from Gold in the/e words. I judge 
that from a red tinfture of Gold dijjolved into a liquor or oyl, and ejpecially with 
Cryjtall, a Rubie may not unfitly be made. Of which conjeBure he aj/igns this 
reajon, becauje Rubies are frequent where Gold is found, and therefore ’tis con- 
Jentaneous that gold there doth degenerate into this jewel.” 

^ Freundlich, H., “Colloid and Capillary Chemistry,’* translation by Hatfield, H. S., 300, 
Dutton, New York. 

aosRooksby, H. P., /. 8oc. Olata Tech,, 10, 171(1982). 
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Copper ruby is obtained in a similar manner by re-heating a colorless 
glass. The presence of zinc oxide is necessary, and the melting must be 
carried out in a neutral or reducing atmosphere, Rooksby has demon¬ 
strated by means of x-rays the presence of metallic copper in copper 
ruby. 

Selenium dioxide, usually introduced as a selenite, is an important 
colorant. It produces a pink color; soda glasses have a yellowish tinge 
called salmon pink; potash glasses are rose or cerise. When used with 
cobalt oxide, it is an excellent decolorizer for masking the green tint of 
ferrous iron. When lead oxide is present, selenium gives a dark amber 
color. 

Most of the ruby glass today is a selenium ruby, obtained by adding 
both selenium and cadmium sulfide and melting in a reducing atmosphere. 
The presence of zinc oxide is necessary. The resulting glass is a faint 
yellow, and the ruby color is brought out by re-heating. Rooksby 
made an x-ray study of a number of selenium ruby glasses and found 
the coloration to be caused by the precipitation of particles composed 
of a solid solution of cadmium sulfide and cadmium selenide. Differ¬ 
ences in the relative amounts of the two compounds in solid solution 
produced colors ranging from orange to deep ruby. The particles in 
the deep red glasses contained relatively more cadmium selenide than 
the orange glasses, and it was suggested that the color of the glass was 
due mainly to the color of the particles themselves rather than to their 
size and nature, as in the case of gold and copper ruby glasses. The 
work of Bigelow and Silverman agreed with that of Rooksby. They 
found the batch yielding the best ruby to contain 2 per cent selenium, 
1 per cent cadmium sulfide, 1 per cent arsenic trioxide, and 0.5 per cent 
carbon. Practical details of manufacture have been discussed also by 
Kirkpatrick and Roberts and by Mathews.^^^ 


Reflection of Light 

The proportion of light incident on a glass surface which is reflected 
depends on the frequency of the radiation, on the angle of incidence, on 
the refractive index of the surface and on the condition of the surface. 
The complete theory is complex, especially when the frequency approaches 
that of an absorption band; but for perpendicular incidence of light far 
removed from an absorption band, the proportion of light reflected is 
given by 


Bigelow, M. H., and Silverman, A., /. Am. Ceram. Soc., 16, 214 (1233), 
Kirkpatrick, F. A., and Roberts, G. F., /. Amer. Ceram. Soc., 2, 895 (1919). 
Mathews, W. J., Ceram. Jnd., 24, 834 (1985). 
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This reflection results in loss of light, a loss which increases with the 
number of elements in the lens system and with the difference in 
refractive index of the two materials at the boundary surface. 

It has been found that treatment of a glass surface with certain 
chemicals reduces the loss by reflection by one-third to one-half. Fer¬ 
guson and Wright found that the most effective treatment of a light 
flint glass {ud = 1.570) was with a one per cent solution of acid 
sodium phosphate, acting for 18 hours at 80° C. Other solutions nearly 
equal in effectiveness were: phosphoric acid, one per cent solution; copper 
sulfate, two per cent; nickel sulfate, two per cent; ferric sulfate, two 
per cent with a little free sulfuric acid; potassium dichromate, two per 
cent. The change was so permanent that it did not disappear on 
ordinary rubbing or cleaning the surface, or after several years^ exposure 
to the air. If the refractive indices of original and treated samples are 
measured by total reflection methods no difference can be detected. The 
reason for the effect is not known. 

Kollmorgen, F., Trans. Ilium. Eng. Sac. (N. F.), 11, 220 (1916). Wright, F. E., “The Manu¬ 
facture of Optical Glass and of Optical Systems," U. S. Ordnance Dept., Document No. 2037; 
Govt. Printing OfTice, Washington, 1921. 



Chapter XVII 

The Electrical Conductivity of Glass* 

Definitions and Units 

The electrical conductivity of glass depends on the composition, on 
the temperature, and to some extent on the surrounding atmospheric 
conditions. At low temperatures, polycomponent glasses are insulators, 
and some are among the best insulating substances. At all temperatures, 
glasses are electrolytic conductors, and from 25° to 1200° C. the 
resistivity may range from 10^® ohms to 1 ohm. 

The measurement of volume conductivity at low temperatures is 
complicated by the surface conductivity, which probably is caused by 
a layer of adsorbed moisture. The surface conductivity is particularly 
troublesome at high humidity and with glasses high in alkali and it 
may amount to many times the volume conductivity. 

The volume resistivity is defined as the longitudinal resistance in 
ohms per unit of length of a uniform bar of unit sectional area; the 
volume conductivity is the reciprocal of the resistivity. 

The surface resistivity is usually defined as the resistance in ohms 
of a strip of the surface of unit length and width. 

Mechanism 

Many studies of the conduction of electricity through glass have 
been undertaken to secure knowledge of the mechanism of this process. 
The early work of Buff^ and of Beetz^ was followed by the classic 
work of Warburg,® and its extension by Warburg and Tegetraeier.'* 
Warburg established the basic fact of the electrolytic nature of the 
conductivity, which he found to take place in accordance with Faraday's 
law. He used test-tubes of Thuringian glass, filled with mercury or 
sodium amalgam and immersed in a similar bath, heated usually to 
500° C. The mercury or amalgam inside and outside of the test-tube 
served as electrodes. With mercury electrodes, the conductivity rapidly 

♦The discussion in the following pages is condensed from the monograph by 
Littleton, J. T., and Morey, G. W., *The Electrical Properties of Glass,John 
Wiley and Sons, New York, 1933; for a more extended treatment of some of the 
topics see that monograph. 

H., Lieb. Ann., 110, 267 (1869). 

•Beetas, W., Ann. Phyaik. Chem. Jubelband, 23 (1874). 

•Warburg, E., i4nn. Physik. Chem,, 21, 622 (1884). 

* Warburg, E., and Tegetmeier, F., Ann. Phyaik. Chem., 35, 455 (1888). 
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diminished as electrolysis continued, falling to one-thousandth of its 
initial value in an hour. This decline was ascribed to the decrease in 
sodium content at the anode; this decrease was prevented by the use 
of sodium amalgam electrodes. With sodium amalgam electrodes, sodium 
was transported through the glass. Warburg and Tegetmeier showed 
that the conductivity of crystalline quartz is caused by the presence of 
sodium; later studies have failed to show whether tlie sodium is present 
as chloride, oxide or silicate, and the mechanism of the conduction ^ is 
still an open question. 

Tegetmeier® found that, although the glass used by Warburg con¬ 
ducted with a sodium amalgam electrode, it did not do so with potassium 
amalgam. With lithium amalgam the glass conducted, with replacement 
of sodium by lithium, and formation of an opaque glass, which quickly 
shattered. Attempts to electrolyze with Ca, Mg, Al, Zn, Bi, and Au 
amalgam electrodes failed; the conductivity dropped immediately to 
zero, there was no transfer of metallic ions into the glass, and only a 
portion of the sodium ions in the glass took part in the conduction 
process. LeBanc and Kerschbaum ^ found that the glass could be 
restored to its original condition by electrolytic replacement of sodium in 
the anode layer, or by grinding off the anode layer. They also showed 
that when the anode layer was heated oxygen was evolved, in amount 
equivalent to the sodium evolved at the cathode. Mulligan, Ferguson, 
and Rebbeck * found that the anode gas can be obtained directly by 
electrolysis. 

Roberts Austin ® found that potassium could not be made to pass 
through glass, but that lithium could be, and ascribed the difference to 
the relative atomic volume of the lithium, sodium, and potassium ions. 
He also found that glass became colored by gold, dissolved either in a 
mercury or a lead anode. Heydweiller and Kopfermann worked with 
closed tubes, immersed in a molten salt of the desired metal, or a 
molten mixture containing such a salt to serve as anode and a molten 
mixture of NaNOa and KNO3 to serve as cathode. Current strengths 
ranged from 0.0005 to 0.25 ampere. They found that silver and copper 
gave colored dispersions of metal in glass, which changed color on 
heating, the silver especially having been marked by a change from 
yellow to intense red above 290°. Barium and strontium caused an 
increase in the current, and gave bubbly glass which broke on heating. 
Salts of tin, lead, cobalt and ferrous iron each caused the glass to become 
opaque and brittle, probably because the metals were present in a 

®See Joffe, A., “The Physics of Crystals,” McGraw-Hill, New York, 1928. 

® Tegetmeiijr, F., 'Ann. Phynik. Chem., 41, 18 (1890). 

■^LeBIanc, M., and Kerschbaum, F., Z, phytik. Chem., 72, 408 (1910). 

• Mulligan, M. J., Ferguson, J. B., and Rebbeck, J. W., J. Phys. Chem., 52, 779 (1928). 

•Austin, R., Proc. Imt. Mech. Eng., 18W, Pt. 1-2, 238. 

Heydweiller, A., and Kopfermann, F., Ann, Physik, 32, 739 (1910). 
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colloidal condition. Gold, platinum and uranium apparently did not go 
into the glass. 

An important improvement in the technique of studies on glass 
conductivity was that of Burt,^^ who used the thermionic emission from 
a heated metallic filament in an ordinary electric-light bulb to complete 
a direct-current circuit. The bulb was partially immersed in a bath of 
molten NaNOa, and the Na ions discharged by the electrons from the 
filament condensed on the upper part of the bulb. Faraday’s law was 
found to hold, and as much as 0.3 ampere could be passed through the 
bulb. Pyrex resistant glass was found not to be suitable for the bulb. 
With the soda glass, potassium ions from a KNO3 bath did not pass 
through, but the current quickly dropped to a low value. Lithium ions 
did penetrate the soda glass, which became white, opaque and friable 
and would not hold a vacuum. Zworykin found that potassium from 
molten KNO3 did penetrate a soda glass, rendering it brittle, and did 
pass readily through a potassium glass without corroding the glass or 
rendering it brittle. Hurter carried on similar experiments. Selenyi 
confirmed the work of the preceding observers, and also found that when 
the nitrate bath w^as made the cathode, the oxygen was electrolytically 
introduced witliin the bulb, in amount calculated from the quantity of 
electricity which had passed. 

Hurd, Engel, and Vernon studied the conductivity of glass in a 
similar manner, using solutions of NaCl, of Na 2 Cr 207 , or of the fused 
eutectic mixture of NaNOs + NaN02, as an electrolytic bath. Metallic 
sodium was deposited inside the bulb, with no apparent effect on the 
glass, although at higher temperatures it became brownish. Heating the 
glass to redness in a flame was without result, and microscopic examina¬ 
tion showed no cracking except in the vicinity of bubbles. Potassium 
ions, from solutions of KCl or from fused KCNS, penetrated easily, but 
any considerable depth of penetration resulted in fracture of the glass. 
No potassium could be detected spectroscopically in the sodium collected 
inside the bulb, but it was detected in a bulb of a special potassium 
glass. Even in this case, cracking resulted from an hour’s electrolysis. 
The replacement of sodium by lithium ions, from a bath of fused LiNOs, 
proved difficult, and the bulbs became opaque and cracked. The transfer 
of lithium could not be detected with ordinary glass before cracking, but 
could be detected with a special lithium glass, which, however, cracked 
after an hour’s electrolysis. Ammonium ions could be transported 
through the bulbs, using saturated NH4CI solutions or fused NH4NO3, 
at 110®, without fracturing or discoloring the glass, unless the run was 

R. O., /. Optical Soc. Am., 11, 87 (1925). 

«Zworykin, V., Phvs. Rev,, 27, 813 (1926). 

“Hurter, H., Hdv, Chim, Acta., 9, 1069 (1926). 

WSei&iyi, P., Ann. Phyeik, 84, 111 (1927); 85, 643 (1928). 

“Hurd, C. B., Engel, E. W., and Vernon, A. A., /. Am. Chem. Soc., 49, 447 (1927). 
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continued for several hours. Heating always caused cracking, and at a 
dull red countless bubbles appeared along the cracks. 

Details of the conduction process have been studied by Ferguson 
and his co-workers. When a tube filled with mercury is electrolyzed by 
setting up a potential difference between the mercury and an external 
conductor such as a liquid electrolyte, gas is evolved at the mercury 
cathode. The gas was found to be a mixture of oxygen and hydrogen, 
but not in the proportions to form water. It was concluded that the gas 
is produced by the action of sodium on sorbed water and the simul¬ 
taneous electrolysis of the sodium hydroxide produced. No gas was 
observed with glass in which the sodium had been replaced by silver, 
and on reversal of the current, the gas was largely resorbed. Anode 
gas could be obtained directly by electrolysis. 

Kraus and Darby made a careful study of the conduction process 
in glass and confirmed many of the earlier workers^ conclusions. In 
addition, they made a quantitative study of the replacement of sodium 
by silver from a fused AgNOa bath, in a soda-lime-silica glass containing 

Table XVII. 1 . —Speed of Sodium Ions and Effective Ionization in a 
Soda-Linie-Silica Glass, at Various Temperatures 


Temperature (" (1) 

After Kraus and Darby 

Speed 

Ionization (%) 

278 

4.52 X 10-' 

76.5 

295 

1.46 X 10-’ 

76.8 

323 

3.26 X 10-’ 

77.05 

343 

5.9 X 10-" 

82.3 


16.90% NaoO, 11.24% CaO (+PbO), 2.35% (Al.Og + Fe.Oa). Fara¬ 
day’s law was found to hold accurately, and all the current was carried 
by the sodium ion. The depth of penetration of silver ions could be 
measured with a microscope, and hence the speed of the sodium ions 
calculated from the moving boundary. The results are given in Table 
XVII. 1, speed being measured in centimeters per volt per centimeter. 
From the composition of the glass the portion of the sodium present 
which takes part in the electrolysis, i.c., the effective ionization, can be 
calculated. These results also are included in Table XVII. 1. It will 
be observed that the ionization increased appreciably over the tem¬ 
perature range studied, and it is considered probable that ionization 
is practically complete at temperatures around 1000° C. 

The purely electrolytic character of the conduction process in 
glass has been questioned by Poole on the basis of some qualitative 

“Eebbeck, J. W., and Ferguson, J. B., J. Am. Chem. 8oc., 46, 1991 (1924); Mulligan, M. J., 
Ferguson, J. B., and Rebbeck, J. W, /. Phya. Chem., 32, 779 (1928); ibid., 32, 843 (1928); Mulligan, 
M. J., and Ferguson, J. B., Trane. Boy. 8oc. Canada (3), 21, 263 (1927). 

"Kraus, C. A., and Darby, E. H., /, Am. Chem. Soc., 44, 2783 (1922); Kraus, C. A., “The 
Properties of Electrically Conducting Systems,'* pp. 368, 359, New York, Chemical Catalog Co., 
(Remhold Publishing Corp.) 1922, 

"Poole, H. H.. Nature, 197, 684 (1921). 
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observations at ordinary temperature. In other experiments Poole 
found a linear relation between the conductivity and the field strength, 
represented by the equation log K ~ A + JSX, where K is the con¬ 
ductivity in reciprocal ohm per centimeter; and X, the potential 
gradient in megavolts per centimeter. Values of B decreased with the 
temperature, ranging from 1.50 at 14° to 0.91 at 74°. The influence of 
dielectric heating was not considered, and it is possible that this may 
account for the deviation from Ohm^s law. Quittner,^^ using Schott 
Gerate glass and Schott 1447^^^ glass, at field strengths as high as 0.59 
X 10® volts per centimeter, found the conductivity to be entirely 
electrolytic. 

Kiehl found that the current-voltage relationship depended largely 
on the previous history of the sample. With glass which had not been 
subjected to an electric field, Ohm^s law held; but samples on which 
highly resistant layers had been formed gave characteristic irreversible 
absorption currents, and current voltage relations ranging from I ~ AV^ 
to that of Poole. The highly resistant layer may have been the result 
of impregnation by the material of the electrodes. 

Practically all investigators agree in ascribing all the conduction 
to the sodium ion, but it is probable that other conductivity effects are 
to be considered. There is great need for a more fundamental study of 
the conduction process in glass. At higher temperatures, all the current 
appears to be carried by the Na ion, but what is the part played by 
calcium in such a glass? If it is present as calcium ions, why does it 
not take part in the conduction? What would be the nature of the con¬ 
ductivity in an alkali-free glass such as wollastonite glass, CaO * Si02? 
And how would the conductivity in this glass compare with that in a 
glass of the composition of the CaO • Si02-Si02 eutectic? A thorough 
study of the conductivity of glass as a function of composition in the 
ternary system Na^O-CaO-SiOo, and at various temperatures, would 
be of the greatest value in extending our knowledge not only of the con¬ 
ductivity of glass, but also of the nature of glass itself. The ratio 
of the conductivity of strained glass to that of annealed glass is as much 
as three, a difference which is of a different order of magnitude from the 
effect of strain on other properties. The study of this effect may yield 
much information as to the constitution of glass. 

Methods of Measurement of Electrical Conductivity 

Because of the enormous change in electrical conductivity of glass 
with temperature, different methods are required in the various tempera- 

W Poole, H. H.. Phil. Mag.. 42, 488 (1921). 

0® Quittner. F., Sitzber. Akad. Wim. Wien, 136, 151 (1927). 

"Kiehl. H. R., Pht/sics, 5, 363 , 373 (1934); 7, 20 (1936). 
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Min, 



Figure XVII. 1 . —Resistance of Dry Glass as a Function of the Time after Applying 

Voltage, After Bronson. 

ture zones. Since the conductivity is electrolytic in character, the methods 
chosen must be such as to eliminate polarization, but this factor is not 
of importance at ordinary temperatures. 

Curtis 22 gave the details of two methods used by him. For measur¬ 
ing resistances higher than 10^^ ohms a Dolezalek quadrant electrometer 

» Curtis, H. L., Bull. Bur. Standards, 11, 859 (19H-I6). 
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having a capacity of 130 micro-microfarads was used. By means of it 
resistances as high as 10^”^ ohms could be measured. For glasses having 
a lower resistance, a galvanometer method was satisfactory. In addition 
to these two standard methods for the measurement of very high 
resistances, a third method has been developed which makes use of a 
low grid-current Pliotron tube as a current indicator. No results for 
the resistivity of glass obtained with this apparatus have been pub¬ 
lished, but Rose has given a complete description of the circuit. 

In making measurements of high resistivities, due account must be 
taken of the absorption current, which may persist for hours. Curtis 
stated that immediately after applying the electromotive force the 
absorption current may be relatively large, but it decreases rapidly so 
that at the end of one minute the quantity absorbed per second is usually 
between 1/100 and 1/100,000 of the quantity which was displaced through 


Temperature 



Figure XVII. 2. —The Resistivity of a Soda-Lime Glass as Measured by Various 

Methods, After Robinson. 

the dielectric. In those cases in which the conductivity is less than 
about 10^® ohms, the absorption current gives no error greater than 10 
per cent, provided the resistance is measured at the end of one minute. 
However, if the resistivity is above 10^® ohms, measurements must be 
made with different time intervals in order to determine when the 

“Rose, O. M., Jr., Rev. Set. JnatrumenU, 2, 810 (IWl). 
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absorption current becomes negligible. If the resistivity is greater than 
10^® ohms, the absorption current at the end of one minute will probably 
equal the conduction current and may be much larger. Bronson,study¬ 
ing leakage of insulators for “electrometer” tubes, found it necessary to 
polarize the glass by impressing the operating voltage for some hours 
before measurements were made. The need for this is shown in Fig. 
XVII. 1, which gives the resistance as a function of the time after 


Temperature 



Figure XVII. 3. —The Resistivity of Pyrex Chemical Resistant Glass as Measured 
by Various Methods. After Robinson. 

voltage is applied. The apparent change in resistance which is due to the 
absorption current is enormous during the first ten minutes, and is still 
appreciable after an hour. 

At temperatures above 100° the method used must be such as to 
prevent polarization of the electrodes. Robinson compared several 
methods, namely, the use of non-polarizing electrodes, measurement of 
the instantaneous current, and the use of alternating current of various 
frequencies. The non-polarizing electrodes were baths of fused sodium 
nitrite or sodium thiosulfate, which by supplying the sodium ions pre- 

Bronson, H. L., cited by Hull, A. W., Physics, 2, 420 (1932). 

Robinson, D. M., Physics, 2, 52 (1932). 
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vented the formation of a high-resistance surface layer. The slow rate 
of current decay made it possible to apply the voltage for a short known 
interval of time, i second, and to measure the quantity of electricity 
passed by the sample with a ballistic galvanometer. The error so intro¬ 
duced was less than five per cent. The results with three types of 
glasses, namely, a soda-lime glass, a lead glass, and Pyrex resistant glass, 
are shown in Figs. XVII. 2, 3, 4. The samples were in the form 


Temperature 



Figure XVII. 4.—The Resistivity of a Lead Glass as Measured by Various Methods. 

After Robinson. 

of tubes 20 cm. long, sealed at one end, filled with the liquid electrolyte 
to about 2 cm. of the top and fixed within a larger tube also filled with 
the liquid electrolyte to the same height. Up to 250° C., mercury was 
used for both electrodes, and above that temperature, soft solder. The 
results with polarizing electrodes agreed very closely with those obtained 
with non-polarizing electrodes over the whole range over which they 
could be compared, namely, from 60° to 250° C., and the two direct- 
current methods gave a straight-line plot over the whole range from 20° 
to 520° C. Between 140° and 250° the resistivity as measured with 
alternating current agreed with direct-current values, but below 140° 
the alternating-current values became lower, indicating an additional 
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component of loss. This effect increased remarkably with frequency, 
both between 60 and 1000 cycles and between 1000 and 3000 cycles. The 
higher the frequency the higher the temperature at which the additional 
loss was noticeable. Robinson pointed out that, although this loss could 
be explained either by the Debye theory of polar molecules or by the 
Wagner theory of imperfect dielectrics, the lack of evidence as to the 
existence of polar molecules in glass made the exact nature of the loss 
uncertain. No mention was made of the possible effect of dielectric 
heating in causing this difference, and sufficient data to estimate it were 
not given; but this effect may have accounted for a major part of the 
observed difference between direct- and alternating-current methods. 

At temperatures near and above the annealing temperature, alternat¬ 
ing-current methods alone are used. Sutton and Silverman used a 
Vreeman oscillator, using a frequency of 1000 cycles, and platinum 
electrodes. Fulda used a 60-cycle frequency and an electrodynamom¬ 
eter as a current measuring instrument. Bryson introduced an improve¬ 
ment in technique consisting of the use of a vacuum tube as an alter¬ 
nating-current generator. 

Conductivity at Low Temperatures 

Surface conductivity. Since the time of Faraday,^® it has been 
inferred that part of the conductivity of glass may be ascribed to a film 
of water condensed on its surface. The existence of such a film was 
demonstrated by Warburg and Ihmori,^® who showed that near the dew¬ 
point this film reached a thickness of several millionths of a centimeter, 
that with the better glasses all the film was removed in a dry atmosphere, 
and that with inferior glasses all the film could be removed only by 
heating. The thickness of the adsorbed film on glass has been the subject 
of many studies, which have been summarized by several writers.®^ 
The problem is a difficult one, and there is no unanimity among the 
various investigators as to the thickness of the film, or indeed, if it is 
merely adsorbed film, or if there is in addition some absorption of water 
in the glass. It has been held that the film builds up until it becomes a 
monomolecular layer, at about 50 per cent humidity, which according to 
the calculations of Yager and Morgan should be easily detected by 
its conductivity. It is problematical, however, whether the water arranges 
itself in an orderly manner over the surface of the glass. It is more prob- 

•• Sutton, W. J., and Silverman, A., /. Am, Ceram, 8oc„ 7, 86 (1024). 

wPuIda, M., Sprechaaal, 60, 769 (1927). 

»Bryion, F. F. S., /. Hoc, Olasi Tech,, 11, 381 (1927). 

"Faradajr, M., Trans. Roy. 8oc. {London), 1830, part 1, 49. 

Warburg, £., and Ihmori, T., Ann, Physik Chem,, 27, 481 (1886). 

“McHaffie, I. R., and Lenher, S., /. Ckem. 8oc., 127, 1559 (1925); Praier, J. C. W., Patrick, 
W. A., and Smith, H. E., /, Phys. Chem., 31, 897 (1927); Stromberg, R., Kgl. Svenska Vetmskap- 
sakad, ffandl., 6, 1 (1928). 

** Yager, W. A., and Morgan, S. O., /. Phys, Chem,, 35, 2026 (1981). 
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able that certain spots representing a predominantly alkaline grouping 
will collect water in layers many molecules thick, while other spots will 
have no tendency toward absorption of water. There would then be no 
continuous layer until the water condensed by the alkaline spots spread 
out over the water-free areas. Moreover, the layer in question is not one 
of pure water, but rather is an aqueous alkaline solution of increasing 



Figure XVII. 5.— The Change of Surface Resistivity with Humidity of Several 

Substances. After Curtis. 

strength, and hence of changing properties. Curtis found the surface 
resistance to vary with the humidity, as shown in Figure XVII. 5. The 
compositions of the glasses were not determined, but the Kavalier glass 
probably did not differ significantly from No. 2, Table III. 3. When 
well cleaned before the experiment, fused silica glass gave a curve which 

“Curtifl, H. L., Bull, Bur. Standardu, U, m (1914-15). 
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was well above that for the untreated glass, which fell but slowly with 
increasing humidity, and which at 90 per cent still was greater than 10^'^ 
ohms. Curtis calculated that the conductivity of the film on untreated 
silica glass, assumed to be 6 X 10'® mm. in thickness, would be accounted 
for by the presence of 6 X 10"® gram NaCl. Cleaning reduced the 
conductivity of the better grades of glass, but did not improve that of 
the poorer grades. 



Figure XVII. 6.—Tho Effect on Surface Resistivity at 25° C., 100 Per Cent Humid¬ 
ity, of Replacini? SiOa in the Glass O.lSNasO, 0.82SiO2 by the Indicated Per¬ 
centage by Weight of Other Oxides. After Fulda. 

The most extensive study of the surface conductivity was that of 
Fulda,who used the series of glasses studied at higher temperatures 
by Gehlhoff and Thomas.®® The measurements were made in connection 
with a study of volume conductivity. The glasses were heated at 300° 
to 400°, cooled to 25°, and the conductivity determined, after which 

** Fulda, M., Sprechmah 60, 769, 789, 810, 831, 653 (1927). 

85 Gehlhoff, G., and Thomas, M., Z. tech. Physik, 6, 544-54 (1925). 
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water-saturated air was drawn over the surface for 15 minutes and the 
conductivity again determined. The difference between the two con¬ 
ductivity measurements was taken as the conductivity of the surface. 
The thickness of the surface layer was arbitrarily called unity, and the 
specific conductivity of a cylinder of length I and diameter d calculated 
from the formula: Wg = wl/d^ in which Wa and w are the specific con¬ 
ductivity and measured conductivity, respectively. The results, expressed 
as specific resistances, are shown in Fig. XVII. 6. The curves “K 2 C)” 
and ^'NaoO” refer to replacement of Si02 by K 2 O or Na^O, in a 
glass of the initial composition 0.20 PbO, 0.80 Si() 2 . An increase in the 
alkali content resulted in an immediate and rapid decrease in the surface 
resistivity. Up to 30 per cent K 2 O the potash glasses were the more 
resistant, but on further increase in the alkali content, the soda glasses 
diminished in resistivity less rapidly than before and became superior 
to the potash glasses. All the other curves refer to the progressive sub¬ 
stitution for Si ()2 of the indicated oxide in a glass of the initial com¬ 
position 0.18 Na20, 0.82 Si02. Each of these replacements had an 
initial beneficial effect on the surface resistivity, which passed through 
a maximum, after which further substitution had a deleterious effect. 
The maxima were found at 6% CaO and Al20;i, 10% CaO and MgO, 
12% ZnO, 16% FeoOs, 20% B 2 O 2 , and 21% PbO. The figures refer 
only to replacements in the particular glass studied by Fulda, and do 
not necessarily have any bearing on similar replacements in a glass of 
any other initial composition in the binary system Na 20 -Si 02 , or still 
less in more complex glasses. Other studies, considered below, indicated 
that the time of 15 minutes allowed by Fulda for attainment of equi¬ 
librium was inadequate, and the figures are to be regarded as a measure 
of the speed of surface attack rather than as equilibrium values. 

Yager and Morgan made a special study of the surface conductivity 
of Pyrex resistant laboratory glass as affected by both the humidity 
and the frequency. Their results are represented by Fig. XVII. 7, in 
which the surface conductivity is plotted against the percentage of 
relative humidity at 25° and at 50° and for frequencies ranging from 
1 to 100 kc. They found that with low humidities two hours was usually 
sufficient to obtain constant values, but at higher humidities much longer 
times were necessary. At 30 kc. and 25°, equilibrium was not attained 
in 20 hours, and at 50° and 95 per cent humidity it was impossible even 
to approach equilibrium. It should be emphasized that the results of 
Fulda are not comparable with those of Yager and Morgan, because of 
the failure of Fulda to secure equilibrium. Great care must be taken 
in comparing the surface properties as measured by different investigators 
to insure that the experimental conditions are comparable, a matter par- 

« Yager, W. A., and Morgan, S. O., /. Phya. Chem., 35, 2026, 2040 (1931). 
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ticularly important when the property in question is determined by 
the rate of a chemical reaction, as is the case with surface conductivity. 

Bronson,®'^ working in the research laboratories of the General Electric 
Company, studied insulation leakage and found that the better com¬ 
mercial glasses are satisfactory insulators for the most sensitive ^^elec- 



Figukb XVII. 7. —The Surface Conductivity of Pyrex Chemical Resistant Glass at 
25® C. and at M® C. for Various Frequencies as a Function of Relative Humid¬ 
ity. After Yager and Morgan. 

trometer^^ tubes, provided the glass is clean and properly ^^polarized/^ 
Cleanliness is paramount. “Quartz insulators^’ (probably silica glass) 
moimted in vacuum, leak badly if they have been touched with the 
fingers before mounting. Fig. XVII. 8 gives the variation of resistance 
with temperature above ambient of some typical glasses and of “quartz” 
on a humid summer day. This shows that clean glass can be used without 

"^Broiuon, H. L., cited by Hull, A. W., Phynca 2, 409, 420 (1932). 
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serious leakage if the temperature is raised a few degrees above that of the 
surrounding air. The sample marked ^Xibbey^^ is a high-melting steam- 
gauge tubing; the immediate increase in conductivity indicates that the 
volume conductivity predominates over surface leakage. Corning 702P 



Temperature 

Figure XV^II. 8. —The Variation of Resistance with Temperature above Ambient, 
on a Humid Summer Day. After Bronson. 

and Pyrex resistant glass showed optimum temperatures above ambient 
of 20° and 10° respectively for the particular form tested. The total 
resistivity of silica glass with its negligible volume leakage increased 
with increase in temperature. The results of such experiments, how¬ 
ever, depend on the absolute magnitude of humidity, on ambient tem¬ 
perature, and on insulator shape. 

Studies of surface conductivity agree in showing that in inferior 
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glasses it may greatly exceed the volume conductivity, but that with 
the better grade of glasses, properly handled, it is entirely negligible. 
Proper handling includes absolute cleanliness, maintenance of a humidity 
well below saturation (better well below 50 per cent), and proper 
polarization. The measure of moisture content in the atmosphere is 
usually given as a percentage humidity, but it may be that the absolute 
moisture content w^ould be a better measure. Carried out under proper 
conditions, the measurement of surface conductivity might be an excellent 
method of comparing the relative resistance of glasses to weathering. 


No. 

21 

22 

23 

24 

25 

26 

27 

28 

20 

30 

31 

32 


Table XVII. 2— The Specific Resistance and Dielectric Constant of 
Glasses of Known Composition 

After Gray and Dobhic 

0) 


Tompera- g.a || 
turo o, S «c3 ^ 
Density (° C.) cof^OX 


3,495 15 . 

130 18,000 

3.591 14 . 

135 35,000 


3.565 135 59,000 


3.493 

2.487 

2.99 

3.552 

3.11 

3.41 

3.34 

3.408 

3.36 


15 


43 

596.5 

140 

0.2 

11 


55 

531.1 

72 

69.2 

93 

11.9 

116 

1.9 

129 


149 

0.2 

10 


66 

18,034 

88 

1,956.5 

101 

442.7 

130 

33.6 

140 

16.64 

150 

8.5 

8 


90 

5,249 

116 

797.3 

130 


142 

136.5 

22 


77 

1,118.5 

95 

178.1 

125 

16.0 

128 

6.5 

147 


18 

Too high 


140 to measure 

1« . 

140 1,329 

20 . 

84 515.9 

102 102.8 

122 20.5 

140 4.9 

19 . 

73 215.1 

83 144.6 

104 20.8 

120 4.9 

130 
140 


K 

SiO. 

B:.Oa 

-Compo.* 

NaaO KaO 

lition- 

MgO 

BaO 

AI/), 
PbO +Fea03 

7.966 

50.5 


Tr. 6.93 



42.14 

0.41 

7.630 

7.991 

44.5 


0.5 8.0 



46.6 


8.5 

33.0 

12.0 

Tr. Tr. 


48.0 

MnO 

1.0 

6.0 

7.54 

67.6 

8.0 

10.0 

5.0 

ZnO 

9.0 

0.4 

Tr. 

6.26 

69.04 


19.23 

CnO 

7.59 


1.31 

2.73 

6.79 

7.06 

58.83 


7.35 6.42 

MnO 

0.81 


PbO 

26.10 

0.43 

7.90 

5.42 

40.79 


13.76 



45.19 

0.29 

5.69 

6.93 

52.28 


0.64 19.74 


26.09 


0.25 

7.18 

7.22 

48.25 

,.. 

10.65 



40.80 

0.29 

7.42 

6.76 

50.11 


10.03 



30.74 

0.12 

7.05 

8.013 

50.42 


8.77 



40.24 

0.38 

8.302 

7.376 

51.46 


9.13 


Tr. 

38.94 

0.25 


1.7 


8.44 
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Volume Conductivity. 

One of the first to demonstrate that glass itself has a real electrical 
conductivity was Ekman who studied the rate of dissipation of an 
electrical charge from a Leyden jar. Five glasses were compared as 
to their electrical and chemical stability, and it was found that, although 
two glasses inferior in chemical stability were also poor insulators, in 
another comparison the glass which showed inferior chemical stability 
was a superior insulator. He concluded that most of the charge was 
dissipated by conduction through the glass, and that Na 20 gives a 
conducting glass, K 2 O a non-conducting glass. 



Temperature, ®C. 

Figure XVII. 9. —The Specific Resistance of Several Boric Oxide-Sodium Diborate 

Glasses, containing the indicated Percentages of Sodium Diborate, NasO-23203. 

After Thomas. 

T. Gray and A. Gray and Dobbie measured the variation of 
resistance with temperature up to 140° of a number of glasses summarized 
in Table XVII. 2. They concluded that a substitution of potassium or 
barium for sodium in a glass of complex composition increases the 
resistivity, and also that a glass approaching a definite compound in 
composition has a high resistance. This last conclusion is fallacious: 
the evidence, for example, is that glass (21) which is capable of being 
expressed by a “simple” chemical formula, 2 K 2 O • 5PbO • 22Si02, has a 
high resistivity, but no evidence is presented that such a compound 

"Ekman, F. L., PhiL Maq., 4, 39 (1870). 

“Gray, T., Proc. Roy. Soc. (London), 34, 199-208 (1882); Gray, T., Gray, A,, and Dobbie, J, J., 
Proc. Roy. Soc. (London), 36, 488 (1884). 

"Gray, A., and Dobbie, J. J., Proc. Roy. Soc. (London), 63, 38 (1898); 67, 197-207 (1900). 
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exists. The mere chance that a glass composition can be approximately 
represented by a more or less complex formula has no bearing on the 
existence of a compound represented by that formula. 

Curtis found the volume resistivity of fused silica in ohm-centi-i 
meters at 22° C. to be over 5000 X 10^®; of Kavalier glass (probably 
near to No. 3, Table III. 3), 8 X 10^® of plate glass, 20 X of opal 
glass, 1 X 10^^. He also found a slight change in resistivity with 
applied emf, Rqov/R^oov = 0.7, and the ratio of resistivities at 30° and 
20° to range from 2.5 to 4.5. 

Thomas measured the conductivity of some glasses in the system 
Na 20 -B 203 , using the a.-c. bridge method up to about two megohms, 
and the d.-c. ammeter-voltmeter method, with a high sensitivity gal¬ 
vanometer or ammeter, for higher resistances. The mixtures were made 
by heating “several hours at the full heat of a blast lamp.” The results 
are given in Fig. XVII. 9. In the temperature range used, all the glasses 
containing Na 20 were below their liquidus. 

McDowell and Begeman measured the apparent resistivity at 20° 
of six glasses: two lead glasses of unknown composition. Nos. 1 and 3; 
three borosilicates not containing any heavy metals. Nos. 2, 4, and 5, 
of which No. 2 was Pyrex chemical resistant glass; and No. 6, a lead 
borosilicate. The resistivity was measured after a brief unmeasured 
interval of time after the application of the potential difference, and 
therefore the results obtained are undoubtedly lower than the final 
resistivity. Following are the values found for specific resistivity at 20°: 


Glass No. 
1 
2 

3 

4 

5 

6 


Specific Resistivity 

2.3 X 10^ 

3.1 X 10^* 

2.0 X 10“ 

2.5 X 10“ 

3.5 X 10“ 

8.1 X 10“ 


The extensive measurements of Fulda have greatly increased our 
knowledge of the resistivity of glass as a function of composition. The 
glasses were heated at 300° to 400° C., cooled to 25° in a dry atmosphere, 
and measured. His scheme of variation of glass composition is explained 
on p. 326; the results are assembled in Fig. XVII. 10. 

Replacing Si02 by Na20 or K 2 O in a glass containing 20 per cent 
PbO, 80 per cent Si02 results in a rapid decrease in resistivity, the 
potash glasses being the poorer conductors. Replacement of Si02 by 
AI 2 O 8 also lowers the resistivity, although in a much less degree. All 
other replacements increase the resistivity, the effect being greatest with 

CurtU, H. L., BuU, Bur. Standards, 11, 359 (19U-16). 

Thomw, S. B., /. Phys. Chem., 35, 2103 (1931). 

^McDowell, L. S.. and Begeman, H., Phys. Rev,, 31, 473 (1928). 

M Fulda, M., Sprechsaal, 32, 769, 789, 810, 831, 653 (1927). 
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CaO and least with ZnO. The curves for BaO and PbO pass through 
well-marked maxima, and it is probable that some of the other curves 
would show a similar behavior if sufficiently prolonged. It must be 
remembered that these curves represent but an arbitrary excursion into 
the three-component system along one straight line, and it is not to be 





Figure XVII. 10.—The Effect on Specific Resistance of a Glass of the Composition 
O.lSNajO, 0.82SiOs, of Replacing Si02 by the Indicated Percentage by Weight 
of Other Oxides. After Fulda. 


inferred that a curve of similar shape would result from an excursion 
along another straight line, or with an initial glass of any other com¬ 
position. The inclusion of an additional component will affect the 
curves in an unpredictable manner. 

The Effect of Temperature on Electrical Conductivity 

The electrical conductivity of glass increases rapidly with tem¬ 
perature, the specific resistivity of some glasses decreasing from 10^^ to 
or higher to around 10^ ohms at the annealing temperature, reaching 
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unity at 1200® to 1500®. The variation of specific resistivity with tem¬ 
perature is well shown by the curve of Fig. XVII. 11 reproduced from 


Temperature In C — Scale in Vt 



Figure XVII. 11.—The Change in Specific Resistance of a Glass with Temperature. 

After Fulda. 

Fulda,in wdiich the logarithm of the specific resistivity is plotted 
against 1/T, the reciprocal of the absolute temperature. From 25® to 
460® the curve is a straight line, represented by the formula: 

log W = (A/T) + B 

deduced by Rasch and Hinrichsen on a questionable basis from Van^t 



Figure XVII. 12.—Comparison of the Change with Temperature of the Resistivity 
and the Viscosity of a Lead-Borosilicate Glass. After Littleton. 

*®Ra«ch, E., and Hinrichsen, F. W., Z. Electrochem., 14, 41 (1908). 
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Hoff^s equation. At 460^^ the plotted curve shows a break; from 460^^ 
to 650® the results are fitted by a second straight line; and above 650® 
the temperature coefficient decreases greatly. The Thuringian glass 
used had the composition: Si 02 , 71%; Na 20 , 12.5%; K 2 O, 8.7%; CaO, 
5.4%; AI 2 O 3 , 2.4%; and the constants A and respectively, for the 
middle range were 6.021 and 3.484. This is the only case in which the 
resistance of a glass has been determined from room temperature to 
1200 ®. 



Figure XVII. 13.—Comparison of the Change with Temperature of the Resistivity 
and the Viscosity of a Lime Glass. After Littleton. 

The break in the straight-line relationship between resistivity and 
the reciprocal of the absolute temperature, which is usually found near 
the temperature at which the glass is annealed, has been assumed to be 
of theoretical significance. The temperature so determined has been called 
the “transformation temperature^^ and has been proposed as a significant 
item in glass specifications. However, Littleton has shown that this 
apparent discontinuity is due, not to a transformation, but to a delayed 
change in the properties of the glass. In the usual method, the glass is 
heated at the rate of 5® per minute. If the rate is diminished, the tem¬ 
perature of the break is altered; and if the glass is maintained at each 


"Littleton, J. T., Ind. Eng. Chem., 25, 748 (1933). 
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temperature until the conductivity has reached a constant value, the 
curve becomes a smooth one, without a break. Over a small temperature 
range the resistivity may be represented as a linear reciprocal function 
of the temperature; but over a large temperature range a real curvature 
becomes manifest. The viscosity apparently follows a similar law, 
although it changes much more rapidly with temperature than does the 
resistivity. Littleton compared the variation with temperature of viscosity 
and resistivity, and his results are reproduced in Figs. XVII. 12 to 15. 
With a lead borosilicate glass, shown in Fig. XVII. 12, the viscosity 



Figure XVII. 14. —Comparison of the Change with Temperature of the Resistivity 
and the Viscosity of a Lead Glass. After Littleton. 


varies with the cube of the resistivity; with a lime glass. Fig. XVII. 13, 
it varies as the fourth power of the resistivity; with a lead glass, and with 
a borosilicate glass. Fig. XVII. 14, the relationship is of the form 


or 


log n = a log w — b 
w *= hV''® 


Littleton and Wetmore studied the change of electrical resistance 
with temperature, using a soda-potash-lead glass of high resistance used 
for lamp seals. The annealing point of the glass was 431° C., the strain 


Littleton, J. T., and Wetmore, W. L., J, Am. Ceram, Soc., 19, 248 (1086). 
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point,* 395*^ C. Direct-current voltage of the order of two volts per cm. 
was used, and polarization w^as avoided by using very low currents, of 
the order of 10'^ to 10 ampere, which were measured with a vacuum- 
tube potentiometer. The resistivity of '^chilled^’ glass, “annealed^^ glass 
and ^‘stabilized” glass was measured. The chilled glass was cooled in air 
from 450^ C.; the annealed glass was cooled according to a temperature- 
time schedule which is given. The measurements leading to values of the 
“stabilized” resistance are shown in Fig. XVII. 16, and the value chosen 
at each temperature was the identical final value for the annealed and 



Figure XVII. 15. —Comparison of the Change with Temperature of the Resistivity 
and the Viscosity of a Borosilicate Glass. After Littleton. 


for the chilled sample, or the average of these two when they were not 
identical. 

All the chilled samples showed an increase in resistance with time, 
whereas the annealed samples at higher temperatures show^ed a decrease 
in resistance. This is due to the fact that the initial state of the chilled 
glass always corresponded to the equilibrium condition at a temperature 
higher than that of the experiment, whereas that of the annealed glass 
corresponded to a temperature below those of the experiments in which 
the resistance decreased. 

♦Cf. p. 191. 
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Time (hours) 

Figure XVII. 16.—The Change with Time of the Electrical Conductivity of Chilled 
and Annealed Glasses. After Littleton and Wctmore. 



Figure XVII. 17.—Electrical Conductivity as a Function of Temperature of 
Chilled and Annealed Glass, and of Glass in the Equilibrium Condition. Alter 
Littleton and Wetmore. 
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The results obtained with the three types of heat treatment are 
shown in Fig. XVII. 17. The curve for the stabilized glass is a straight 
line to as low as the measurements extended, which was about 50° C. 
below the change-point temperature of the chilled glass. The part of 
the curves between the intersecting points is shown on an enlarged 
scale in the upper part of the diagram. The curves for the annealed and 
chilled glasses are not two straight lines intersecting at a point, as they 
are usually given, nor do the two curves gradually merge into each 
other. ^^The glass is stabilized at the temperature where the curves 



Weight percent Oxide Replacing Si02 in the 
Glass 18% NazO, 82% Si02 


Figure XVII. 18.—The Change in Electrical Conductivity with Temperature of a 
Series of Glasses having the General Composition Na^O (or K 2 O), MeO, GSiOa. 
After Gehlhoff and Thomas. 


cross; the annealed and chilled glasses then lag behind in stabilization 
and finally catch up with the stabilized glass at the point where the 
curves coincide. This point of inflection has not been observed pre¬ 
viously.^^ 

Gehlhoff and Thomas made measurements in the temperature inter¬ 
val from 100° to 400° on glasses of systematically varied composition, 
some of which were studied further by Fulda.^^ Fig, XVII. 18 shows 
the variation in conductivity with temperature of a number of glasses 
of the general composition Na20 (or K 2 O) • MeO • 6Si02, in which MeO 

Gehlhoff, G., and Thomas, M., Z. tech. Physik, 544-54 (1925). 
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represents MgO, CaO, ZnO, BaO and PbO. The relation between tem¬ 
perature and resistivity followed the relation of Rasch and Hinrichsen. 
In order to show the effect of variation in composition on the con- 


,-- 10-1 -1 
10 n cm 



Figure XVII. 19.—^The Temperature at which the Specific Conductivity Becomes 
100 X 10“^® ]Dlotted against the Percentage by Weight of the Indicated Oxide 
Replacing SiOa in the Glass O.lSNaaO, 0.82SiOa. After Gehlhoff and Thomas. 

ducting power of glass, the temperature at which the specific conductivity, 
Tg, became 100 X 10’^® ohm'^ cm-^ was chosen for comparison. Fig. 
XVII. 19 refers to this arbitrary standard, and it shows that the alkalies 
greatly increase conductivity, NazO more so than KaO. AlaOg slightly 
increases the conductivity. ZnO, MgO, PbO, FeaOg, BaO, BaOs and 
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CaO decrease the conductivity, although all except CaO have but little 
effect. Studies of several series of four-component glasses containing 
both Na 20 and K 2 O showed that the presence of both alkalies gave a 
poorer conducting glass than either alone, the minimum conductivity 
being at a Na 20 : K 2 O ratio of about 1 : 4. Gehlhoff and Thomas sum¬ 
marize their results in Table XVII.3 in which the average values of 
= 100 for an addition of one per cent of the given oxide are given, for 
each five per cent composition range. 

Table XVII. 3 —^The Change in Tk = 100, per 1% of Added Oxide, on Replacing 
SiOs by the Indicated Oxide, as Affected by Its Percentage in the Glass 

After Gehlhoff and Thomas 
l\)rcentage Content of the Added Oxide 



0-5 

5-10 

10-15 

15-20 

20-25 

25-30 

30-35 35-40 40-50 50-60 

B208 .... 

-f- 3.0 

+ 3.0 

+ 2.8 

+ 2.1 

+ 1.3 

+ 1.0 +0.9 

NaaO ... 



-27 

— 9.4 

-6.6 

-5.4 

-2.4 

K2O .... 



-36 

-16.2 

-8.6 

-6.6 

-5.6 

CaO .... 

+ 14 

+ 10 

+ 8 

+ 7.0 

+6.6 

+6.2 


BaO .... 

+ 2.5 

+ 2.3 

+ 2.0 

+ 1.7 

+ 1.4 

+ 1.0 

+0.6 +0.3 

ZnO .... 

+ 0.6 

+ 0.5 

+ 0.5 

+ 0.5 

+0.5 

+0.5 

+0.5 

PbO .... 

+ 1.4 

+ 1.3 

+ 1.0 

+ 0.7 

+0.6 

+0.4 

+ 0.3 +0 -0.5 

MgO ... 

+ 1.2 

+ 1.4 

+ 1.4 

+ 2.3 

+2.9 



AbOa .. 

- 0.9 

- 0.9 

- 0.9 





FeaOa . . . 

+ 2.0 

+ 2.0 

+ 1.8 

+ 1.3 

+0.7 




Sutton and Silverman measured the conductivity of a glass of the 
composition SiOa, 67.37%; Na 20 , 15.60%; CaO, 16.74%; AI 2 O 3 , 0.41%; 
Fe 203 , 0.09%, from 750° to 1100°, as a part of their study of the effects of 
NaCl on the conductivity of glass. Their results are shown in Fig. 
XVII. 20. 

Bryson measured the conductivities of a number of experimental 
glasses from below 600° to 1150° using a frequency of 500 cycles. The 
composition of his glasses is given in Table XVII. 4, the conductivity 
results in Fig. XVII. 21 . Detailed results were not given. 

The work of Gehlhoff and Thomas, Fulda, and Bryson constitutes 
a beginning of the study of the electrical conductivity of glass as a 
function of the composition. As was emphasized in the discussion of 
density, it is not possible to deduce the effect of the various components 
of even a three-component system on the basis of a single short excursion 
into the ternary field, and so far there has been little even of that. 
The relationships become even more complicated with commercial glasses, 
which always contain several components concerning whose specific 
effect valid conclusions cannot be drawn. There is need of further study 
to ascertain the specific effects of the various components, the part 

^Sutton, W. J., and Silverman, A., J, Am. Ceram. Soc., 7, 86 (1924). 

««Bryson, F. F. S., /. Soc. Gla»8 Tech., 11, 831 (1927). 
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played by each in the process of conduction, and the effect of temperature 
on the conduction process. 

Numerous other measurements have been made on the conductivity of 
glasses of various compositions and at various temperatures by Fousse- 
reau,^^ Thomson, Bolle,^"'* Ambronn,^'^ Doelter,^^‘ and Baumeister.^® Some 



Figure XVII. 20.—The Change of Specific Conductivity with Temperature of a 
Soda-Lime Glass and the Effect of Addition of NaCl. After Sutton and 
Silverman. 

of the measurements on known glass types are assembled in Table 
XVII. 5; the first group is by Bolle, the second by Baumeister. Bolle 
also measured three glasses whose compositions were near: Si 02 , 69%; 

Foussereau, G., J. Phys., U, 254 (1883). 

•“Thomson, "W., Proc, Roy. Soc. {London), 23, 468 (1873). 

“ Bolle, E., Digs., Berlin (1000), cited by Eckert, F., Jahrb. Radioakt. Elektronik, 20, 03, 
190 (1023). 

Ambronn, R., Physik. Z., 14, 112 (1913); Ann. Physik, 58, 189 (1919). 

** Doelter, C., “Handbuch der Mineralchemie," 1, 712, Steinkopff, Dresden u. Leipzig (1912). 
“Baumeister, F., Disi., Rostock (1912); Fortichr. Physik, 1, 399 (1912). 



ELECTRICAL CONDUCTIVITY 


469 


Na20, 17%; ZnO, 5%; PbO, 8%; AI2O3, 1%, and found the following 
conductivities in ohms X lO^®: at 100^ 1.0; 150^ 17; 200°, 178. 

Two of the obstacles to all physical measurements on glass are the 
difficulty of getting it into a reproducible state and the uncertainty as 
to what is to be taken as the standard state. The effect of annealing in 
all its aspects is an example, annealing not merely to remove mechanical 


Table XVII. 4 —Compositions of Glasses UvSed by Bryson 


Glass No. 

SiOa 

NaaO 

CaO 

MgO 

AI 2 O 3 

FeaOa 

GIB 

77.57 

21.89 



0.38 

0.17 

GIC 

72.95 

26.21 



0.63 

0.17 

G ID 

65.69 

31.64 


0.58 

1.45 

0.25 

GIF 

58.89 

38.33 


0.50 

2.09 

0.24 

G2 A 

80.05 

16.23 


2.70 

0.57 

0.09 

G2C 

75.95 

15.38 

0.50 

6.49 

1.27 

0.08 

G2D 

74.60 

15.25 


8.76 

0.83 

0.07 

G5A 

75.70 

21.21 


0.20 

2.29 

0.11 

G5C 

73.45 

17.81 


0.20 

8.47 

0.13 

G5E 

72.00 

14.07 



13.01 

0.14 


strain, but also to define the state of the glass. This is a factor which 
has been insufficiently considered in the work which has appeared hitherto. 
It is known from the results of Foussereau,^’^ of Fulda,and of Mulligan, 
Ferguson, and Rebbeck that annealing decreases the conductivity of 
glass; but no adequate study which separated the various factors involved 
has yet appeared. It is usually found that the ratio of resistivities of 
strained and annealed glass is at least 1:3, No adequate theoretical expla¬ 
nation has been advanced, and it is probable that none will be forth¬ 
coming until much more is known not only about the conduction process 
in glass, but also about the constitution of glass. Studies of the conduction 
process offer a promising method for the study of the constitution of glass. 

Another factor to be considered in precise measurements is the content 
of volatile components in the glass. Of these, water predominates, and 
that it, as well as the other volatile substances present, will exert a pro¬ 
found effect is highly probable. Bush and Connell found that the vol¬ 
ume resistivity was increased in a ratio of 6:1 by heating glass in vacuo 
to 350°; on exposure to air the resistivity again decreased. This opens an 
interesting field for future study and emphasizes the importance of pre¬ 
cise definition of the composition of the glass studied, not only in regard 
to major constituents, but also in regard to accessory ingredients. 

Sutton and Silverman determined the effect of 0.95 per cent and 
1.41 per cent NaCl on the conductivity of soda-lime glass, with the results 
shown in Figure XVII. 19. A satisfactory interpretation of such results 
is not possible with our present knowledge. 

Foussereau, Q., Compt, rend,, M, 785 (1883). 

Mulligan, M. J., Ferguson, J. B., and Rebbeck, J. W., /. Phyn. Chem., 32, 779 (1928). 
w Buah, V., and Connell, L. H., J. Franklin Jnst., 194, 231-40 (1922). 
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600 700 800 900 1000 1100 1200^ 

Tamperaturo —► 

Fioube XVII. 21.-—The Change of Conductivity with Temperature of the Glasses of 
Composition given in Table XvII. 4. After Bryson. 
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Dielectric Absorption in Glass 

Glass, in common with many dielectric materials, shows certain 
pecularities in its electrical behavior which are generally referred to 
under the title of “anomalous charging currents^' or “dielectric absorp¬ 
tion/^ The designation of the effects as “anomalous’^ results from the 
observation that in this class of material the electric current which flows 
under a given impressed voltage is not a simple function of the tem¬ 
perature, the physical dimensions, and the conductivity of the sample, as 
is the case for the ordinary metallic or electrolyte conductors described 


Table XVII. 5 —Electrical Resistivity and Conductivity 
(a) Resistivity 


Pyrex Resistant Glass (No. 20, Table III. 3) Surface Resistivity;* 10'* ohms at 
34% humidity; 5 X 10® ohms at humidity. Volume resistivity,* 10'* ohm-cm. 


(6) Conductivity, K 


Comp. 






Ref . 


Unit 


j- 


Table No. 

100« 

125* 

• Av UlilU 1/U.I 

160® 

175® 

200® 

III. 4. 4 

0.012 

0.0703 

0.334 

1.59 

6.90 

III. 4. 11 

0.0132 

0.0672 

0.425 

2.32 


III. 4. 18 

0.00542 

0.0418 

0.221 

1.57 

7.69 

III. 4. 21 

0,0190 

0.0416 

0.0968 

0.5076 

2.38 

III. 4. 60 

0.0025 

0.015 

0.0684 

0.668 

2.544 

III. 4. 27 

0.00256 

0.0134 

0.0406 

0.106 

0574 

III. 4. 26 

0.00233 

0.00994 

0.039 

0.116 

0.393 



_Unit: ' 

aBta— 1 i — 




K 


iv i/iiiii Uiu 

K r 

K r 

K 


III. 

4. 

56 

250 

12.9 

402 

400.8 

502 

1300 

602 

5000 

III. 

3. 

4 

250 

0.677 

400 

41.58 

489 

210 



III. 

4. 

61 

250 

0.25 

409 

9.08 

500 

34.5 

600 

1178 


* CJorning Glass Works, Corning, N. Y. 
t Bolle, Dissertation, Berlin (1900). 
t Baumeister, Dissertation, JElostock (1912). 


by Ohm’s law. Instead, in addition to the factors normally included 
in Ohm’s law, the magnitude of the current flowing through the glass at 
any particular time is an undetermined function of the total elapsed 
time since the initial application of the voltage. So pronounced are these 
effects in glass that it is not surprising to find that it was probably the 
first material in which they were noticed, by Benjamin Franklin, who 
in 1748 described his observations on residual electrical charge in Leyden 
jars, f 

Because a dielectric such as glass at low temperatures cannot be 
made to act as a conductor of electricity without at the same time under¬ 
going volume polarization, any system providing electrodes in contact 
with glass for the purpose of making conductivity experiments constitutes 

*^For E summary and critical discussion of the theories of anomalous absorption currents in 
solids see lectures three to five inclusive (and extensive bibliography at end of book) in Whitehead, 
J. B., ^‘Lectures on Dielectric Theory and Insulation,** McGraw-Hill, New York, 1927, 



472 


THE PROPERTIES OF GLASS 


a condenser, as do any two conducting electrodes separated by a dielectric. 
In the ideal condenser of classical theory, the application of a difference 
of potential to the plates produces a sudden surge of electric charge 
from one plate to the other. This charging process is over in a very 
short interval of time which can be accurately expressed in terms of 
certain constant physical properties of the ideal condenser by a definite 
mathematical equation. If this charged ideal condenser is suddenly 
short-circuited by connecting the plates, it discharges; its same physical 
properties once more serve to define the interval of time in which 
the process of discharge will be completed. 

The behavior of an actual condenser in which the dielectric is glass, 
subjected to a similar charge and discharge cycle, may be contrasted to 
the ideal case as follows: Applying a difference of potential to the plates 
again produces a sudden surge of electric charge from one plate to the 
other. As this first surge due to the displacement current dies away, 
however, the flow of electric current into the glass condenser does not 
cease, as in the simple ideal condenser, but continues, the magnitude of 
this so-called anomalous charging current diminishing relatively slowly 
with time. This intermediate transient state of the charging current 
gives way in turn to a final steady state comparable to the conduction 
current in metals or electrolytes, though in general of a much lower 
order of magnitude. In this final stage the real condenser behaves as 
the ideal condenser might if a resistance, through which there would be a 
constant leakage current, were shunted across it. If the real condenser 
with glass dielectric be suddenly short-circuited, the discharge current, 
also, will differ in its behavior from the ideal condenser. The first 
impulsive rush of electricity is followed by a continued flow of current 
out of the glass, long after the displacement current of classical electro¬ 
magnetic theory has died out. This so-called anomalous discharge cur¬ 
rent may be readily observed by removing the short-circuiting conductor 
and connecting the plates of the glass condenser to a sufficiently sensitive 
current-measuring device, which will indicate a reverse current coming 
out of the glass and following the same undetermined law of variation 
as the anomalous charging current. Furthermore, the anomalous charg¬ 
ing current in glass is reversible, so that not only does the discharge 
current resemble the charging current in its manner of variation in time, 
but also its magnitude at any instant is that of the charging current, 
at the corresponding point in the charging cycle, diminished by the 
amount taken out by the final steady-state conduction current. 

These same peculiarities in the electrical nature of glass may be 
examined in a different way by discharging a charged condenser, the 
dielectric of which is glass, and letting it stand for a short interval of 
time. Testing with a voltage detector then indicates that a potential 
difference has again established itself between the plates, and a so-called 
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residual charge may be removed by again discharging the condenser. 
This process may be repeated several times before the absorbed charge 
is completely removed. This particular experiment was the one per¬ 
formed by Benjamin Franklin in 1748. 

Since that time probably the most complete experimental investiga¬ 
tion of dielectric absorption in glass was made by Hopkinson (1876-97). 
Among his numerous experiments on this subject, measurements of the 
above-mentioned residual charges in glass condensers, after a succession 
of charges and discharges at irregular time intervals and polarities, 
showed that anomalous charging currents and residual charges behave 
in accordance with the principle of superposition. Lord Kelvin was 



Figure XVII. 22. —Typical Charge and Discharge Curves of a Glass. After Guyer. 

quoted by Hopkinson as saying, ^^the charges come out of the glass in 
the inverse order in which they go in.^^ In Hopkinson’s own words: 
^4t seems safe to infer that the effects on a dielectric of past and 
present electric forces are superposable.” This principle of superposition 
as exhibited in the behavior of anomalous charging currents in dielectrics 
such as glass may be stated as follows: 

The variation in charging current resulting from several successive 
variations in the applied voltage is the summation of the individual 
variations in charging current which would have taken place if each 
voltage variation had been separately impressed upon the uncharged 
condenser. 

That this important principle applies to the behavior of dielectrics 
such as glass, in which the absorption current is reversible, has been 
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confirmed by numerous investigators since Hopkinson^s time, in par¬ 
ticular by J. Curie, who studied the electrical behavior of a variety 
of substances. Curie and Wilson both found that changes in applied 
voltage or thickness of the dielectric do not affect the time rate of 
variation of the absorption current but only its absolute magnitude, 
which is proportional to the voltage gradient, as is the true conduction 
current. Increases in temperature, on the other hand, increase both 
the magnitude and the time rate of variation of the absorption cur¬ 
rent. Guyer,®^ working at the Corning Glass Works Laboratory, has 
studied these various effects, and his results are given in Figs. XVII. 22, 
XVII. 23, XVII. 24. Fig, XVII. 22 shows typical charge and discharge 



Figure XVII. 23. —Reversal of Residual Charge in a Borosilicate Glass. The charg¬ 
ing cycle is given in the figure; readings were taken after disconnecting the 
charging battery. After Guyer. 

curves for a borosilicate glass. The discharge curve of Fig. XVII. 22 
shows only the ascending branch of the curve, but the discharge curve 
of Fig. XVII. 23, made on a somewhat harder glass, shows the initial 
descending branch, followed by reversal of the direction of current 
flow. Fig. XVII. 24 shows the effect of annealing on the charging 
current. 

An important implication of the principle of superposition as it 
applies to the electrical behavior, is that the true electrical resistance, 
in the sense implied by Ohm^s law, of glasses in which there is a 
purely reversible absorption current may be determined as follows: (1) 
Measure the current through the glass when successive intervals of time 
have elapsed after the initial application of voltage to the sample. 
(2) Plot these data as a function of the time to obtain the characteristic 

Guyer, E. M., /. Am, Ceram, 8oc., W, 607 (1933). 
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charging curve of the glass under test. (3) Observe the discharge cur¬ 
rent at successive times, after the applied voltage has been removed. 
(4) Plot these discharge currents as a function of the time. (5) Com¬ 
pute for corresponding times the differences in the magnitudes of the 
observed currents in the charge and discharge curves, respectively. 
These differences will be constant for glasses in which the absorption 
current is purely reversible in character, and the current represented by 



Figure XVII. 24. —^Effect of Chilling and Subsequent Annealing on the Charging 
Current in an Opal Borosilicate Glass. After Guyer. 

this constant difference will be the true conduction current through 
the glass. Should the differences between the charging and the dis¬ 
charging currents, at equal time intervals, fail to remain a constant, 
this would mean that the absorption current was not purely reversible; 
and in consequence, the conduction current could be separated from 
the absorption current only by repeating the measurements at many 
successive intervals of time until the current had ceased to vary. In 
some instances the variations continue for hours. 
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Any measurements of the electrical resistance of glass at low tem¬ 
peratures are likely to be seriously in error unless the absorption cur¬ 
rent is taken into account, because it may predominate over the con¬ 
duction current. It is not sufficient to take measurements after a stated 
interval of time unless it has been previously shown that this time is, 
sufficient to allow a complete decay of the absorption current. 

In spite of the theoretical importance of this subject no complete 
study has been made of the absorption current in different glasses with 
the object of correlating this property with any known physical property 
or with composition. This may be due in part to the fact that there is 
no generally accepted adequate theory as to the nature of dielectric 
absorption. 

Because more is known concerning the identity, the mobility and 
the ionic nature of the electrical carriers in glass than in most dielectrics, 
and also, since the absorption currents in many glasses have a time 
rate of variation which may be measured in minutes and hours, thus 
falling within a range of time which permits convenient and accurate 
measurement, this material offers opportunities for needed research 
along two lines: first, correlation of variations in dielectric absorption 
with changes in physical properties (electrical and mechanical) through¬ 
out a series of glasses of systematically varied composition; secondly, 
a study, in the individual members of this series, of the effects of 
systematically varied physical factors on the behavior of the absorption 
current. Not only might such a study yield data leading to a better 
understanding of the phenomenon of anomalous absorption in glass, but 
these same data would undoubtedly throw more light on the structure 
and ultimate nature of glass itself. 



Chapter XVIII 

The Dielectric Constant, Dielectric Loss, and 
Dielectric Strength of Glass* 

Definitions and Units 

It has been shown by experiment that the charge Q on a conductor 
is proportional to the difference in potential V between this conductor 
and the other conductors within the electric field of the charge; that is, 

Q = CV (1) 

in which C is a constant called the capacitance. The whole system of 
conductors and insulating media is called a condenser. The capacitance 
is dependent both on the geometrical configuration and on the material 
of the dielectric; and if is the capacitance of the condenser when the 
dielectric is a vacuum, and C is the capacitance with a different dielectric, 
then 

C = C.K m 

in which K is the dielectric constant of the substituting material. For 
air at low voltages K = 1.0006, or unity for practical purposes. 

When an alternating current I flows into a condenser, charging it to 
a potential V, some energy is absorbed by the dielectric, resulting in the 
displacement current being not exactly 90° out of phase with the 
charging current; the difference in phase between current and potential 
is termed the ^^phase angle, 6, The ^'power loss’^ or “power factor,^^ F, 
is given by 

P^VI cos B (3) 

or 

/^=T7sm6 (4) 

in which h is the “phase difference angle” (90 — 6) ; for small angles 
sin 8 is approximately equal to 8. 

Hoch ^ showed that the power loss per unit of volume is given 
by the relation 

P/Ad^27rjm(V/dyKh 

in which A is the area of the condenser, d is the distance between the 

* The discussion in the following pages is condensed from the monograph by 
Littleton, J. T,, and Morey, G. W., ‘The Electrical Properties of Glass,Wiley, 
New York, 1933, 

Hoch, E., Bell System Tech. J., 1, 110 (1922). 
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plates, / is the frequency, and m is a constant depending on the units 
chosen. The measure of the dielectric loss in the material is not 8 
alone, but KS, 

The dielectric strength of a material is the voltage required to 
puncture it, usually expressed in kilovolts per cm. or kilovolts per mil 
(0.001 in.). The dielectric strength is not a true material constant, 
hence the conditions of measurement, especially the thickness of the 
specimen, should be stated. 

Dielectric Constant 

The magnitude of the dielectric constant of insulating materials 
is of importance in the electrical industry. Usually, dielectrics of 
low dielectric constant are desirable for high-frequency insulation, and 
particularly for high-voltage insulation, in which application they 
diminish the stress on the air in series with the dielectric. A high 
dielectric constant is needed where maximum capacitance for a given 
size of condenser is desired, and under such conditions the total charge 
possible per unit of volume is a measure of the value of the material. 
With the possible exception of mica, which can be made in thin sheets, 
better condensers probably can be made from suitable glasses than from 
any other material. Glasses are unique among ^^solid” dielectrics 
because of their range of more than four to one in dielectric constant; 
and this wide range is of particular value when it is desired to match 
exactly the dielectric constant of some other material, as in condensers 
composed of glass and oil or wax. Moreover, glass is a valuable material 
for the development or testing of theories of dielectrics, because its 
compositions and properties to a limited extent are separately alterable. 

Early Measurements of Dielectric Constant 

Hopkinson ^ in 1878 made measurements on several glasses and 
found that the dielectric constant varied from 6.57 for a “very light 
flint’^ to 10.1 for “double extra dense^^ flint. He further observed for 
the same glasses, where K is the dielectric constant and s the density, 
that 

K/s = 2.2 approximately. 

K was found to be constant up to gradients of 50 kv. per cm. and 
did not vary greatly with frequency. K increased by a factor of 2.6 
as the temperature was raised from 25® to 170° C. with a frequency 
of 85 cycles; at 2 X 10® cycles the capacity was not affected by this 
temperature raUge; and at 8400 cycles the change was still very small. 
Hopkinson ascribed the effect at low frequencies to residual charge. 

< Hopkinson, J., Trana. Roy, 8oc. (London), 1878 (I), 17; 1881 (II), 855; Proc. Roy, 8oc, 
(London), 31, 148 and 847 0881). 
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The work since Hopkinson’s study has been mostly an extension of 
his experiments to many additional glasses. Much of this work is sum¬ 
marized in Tables XVII. 2 and XVIII. 4. 

Dependence of Dielectric Constant on Frequency 

The Maxwell equations for the electromagnetic waves lead to the 
relation = X, where n is the index of refraction of the medium and X, 
the dielectric constant, both measured for the same frequency. For 
this purpose it is necessary to know the dispersion of the medium; n 
measured for visible light is not to be compared with X measured for 
either d.c. voltage or low frequency, an error sometimes made. 



Figure XVIII. 1. —Variation of Dielectric Constant and Square of Refractive Index 
with Density. After Addenbroke. 

The reflecting power X of a homogeneous isotropic material accord¬ 
ing to the Maxwell equations is given by 

X=(n-l)V(n + ir, 

and if = X then X can be determined by measurements of R, This 
was done by Rubens,® who found that the values of R computed from 
measurements of K agreed very closely with the measured values. 
Rubens tested crystalline quartz, silica glass, ebonite, and a series of 
twelve glasses where X varied from 5.61 to 16.2. 

* Rubens, H., Sitzher, kgl. preuati. Akad. 1915» IT, 1280. 
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Addenbrooke ^ compared the density with and if at a fre¬ 

quency of 150 cycles per second for seven glasses, and found that the 
ratio of K to varied from 2.75 to 3.55, with a range of K from 6.57 to 
13.0. For the glass having a dielectric constant of 13 at 150 cycles, the 
value of was 3.68; since the change of apparent K is only from 

13 to 3.68 for a frequency change of from 150 to 5 X 10^^, it is to be 
expected that the change in K in the radio-frequency band should be 
small. This conclusion is in harmony with other experimental work. 
Addenbrooke’s results are shown in Fig. XVIII. 1 together with some 
measurements on Pyrex chemical resistant glass made in the physical 
laboratory of the Corning Glass Works. 


Table XVIII. 1—Dielectric Constant of Silicon Glass 


Specimen No. 

Thickness, mm. 

K by method I. 

K by method II. 

K by method III. 

K by method IV. 

K by method V. 

K by method VI. 

Mean of two groups of 
methods’’' . 


After Jaeger 


Wave-length, 


/-- 

—Vitreous S 

ilica-^ 

Frequency 

(Meters) 

12 

13 

(Mean of 





(12 and 13) 



2.027 

1.909 



(1 to2) 

3.66 

3.69 

3.68 

250 

XlO" 

3.61 

3.71 

3.66 

10® 

3000 

3.58 

3.59 

3.59 

10'^ 

300 

3.57 

3.56 

3.57 

10^ 

30 to 40 

3.80 

3.80 

3.80 

3 X 10" 

10 

3.72 


3.72 

10® 

3000 



3.72 




* The mean of methods V and VI is given double weight as compared with the mean of 
methods I to IV, The values differ a little from the values published by the author, as 
there seem to have been some errors of transcription in his summarized table. 


The measurements on silica glass collected and discussed by Sosman 
are in Table XVIII. 1. 

The results obtained by Rubens® and Jaeger^ on a series of glasses 
are given in Table XVIII. 2; their data indicate that K for most 
glasses decreases only a very small amount with increasing frequency. 

Schott ® found a slight decrease of K with increasing frequency in 
some glasses, the maximum observed change in K being a decrease of 
about one-half per cent as the frequency was changed from 1.9 X 1(F* 
to 10® cycles. MacLeod ® reported a four and one-half per cent decrease 
in K as the frequency was varied from 500 to 10® cycles. His measure¬ 
ments were made on two lime glasses and on Pyrex chemical resistant 
glass. 

^ Addenbrooke, G. L., Phil. Mag., 45, 516 (1923). 

® Sosman, R. B., “The Properties of Silica," 516, Chemical Catalog Co. (Reinhold Publishing 
Corp.), New York, 1927. 

® Rubens, H., Sitzher. kgl. preuss. Akad. WiM., 38, 556-567 (1917). 

Uaeger, R., Ann. Physik, (4) 53, 409 (1917). 

« Schott. E., Jahrh. drahtl. Tel., 18, 82-122 (1921), 

•MacLeod, H. .T., Phytt. Rev., 21, 53 (1923). 
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Table XVIII. 2 —Dielectric Constants of Several Glasses 
After Rubens and Jaeger 

, -Dielectric Constants for-^ 






3000 

10 

57 

0.8 

Glass 

Type 

Density 


m 

m 

mm 

mm 

Clear plate . 


2.54 

1.5301 

7.16 

7.10 



Black . 


2.69 

1.5504 

7.41 

7.31 



Violet . 


2.53 

1.5341 

6.85 

6.89 



Fluoride crown, 0 7185 .... 

464/656 

221 

1.4637 

5.84 

5.78 

5.64 

5.54 

Phosphate crown, S 367 .... 

516/640 

2.59 

1.5164 

6.41 

6.40 

6.28 

6.17 

IJviol crown, UV 3199 . 

504/644 

2.41 

1.5035 

5.66 

5.56 



Crown with higher disper- 








sion, 0 381 III. 4. 13. 

526/513 

2.70 

1.5262 

6.95 

6.90 



Heavy barium, 0 1209 








(0 1993) HI. 4. 34 . 

611/572 

3.55 

1.6112 

8.19 

821 



Medium barium, 0 1266 








(0 1353) III. 4. 33 . 

604/494 

3.50 

1.6042 

7.68 

7.73 



Medium flint, 0 118 








III. 4. 36 . 

613/369 

3.58 

1.6129 

7.52 

7.42 

7.33 

7.37 

Heavy flint, 0 255 . 

717/295 

4.46 

1.7145 


9.98 

9.55 

9.41 

Lead silicate, S461 . 


6.01 

1.9170 

16.3 

16.1 

15.6 

15.6 


Effect of Temperature on Dielectric Constant 

This effect has been investigated only to a very limited extent over a 
small range of temperature. 

Gray and Dobbie measured K for a series of eight glasses at two 
different temperatures; the data are given in Table XVIII. 3. 

A glass having the composition Si 02 , 33%; 6 %; B 2 O 3 , 

12 %; BaO, 48% had a value of K equal to 8.5 which did not change 
with temperatures up to 140^ C. 

Strutt measured the effect of temperature on K for five glasses at 


Table XVIII. 3 —Effect of Temperature on Dielectric Constant 
After Gray and Dobbie 


Glass Type 

Temp. (® C) 

K 

Density 

Soda-lime . 

11 

6.26 

2.487 


129 

6.79 


Soda-lime-didymium . 

22 

6.93 

3.11 


147 

7.18 


Soda-potash 26% PbO. 

10 

7.06 

2.99 

130 

7.90 


Soda 39% PbO. 

19 

7.376 

326 


130 

7.44 


Soda 40% PbO. 

20 

8.013 

3.408 


140 

7.302 


Potash 40% PbO. 

18 

6.766 

324 


140 

7.05 


10.6 Potash 41% PbO. 

18 

722 

3.41 


140 

7.42 


13.7 Soda 45% PbO . 

8 

5.42 

3.552 

130 

5.69 



’^Oroy, A., and Dobbie, J., Proc, Roy. Soc. {London), t3| 38-44 (1898); 87, 197 (1900). 
« Strutt, M. J. O., Arch. Elektrotech., 25, 715 (1931). 





















482 


THE PROPERTIES OF GLASS 



Fiouke XVIII. 2. —Dependence of Dielectric Constant, K, on Temperature at 
Various Frequencies. After Strutt. 

different frequencies. Three of the curves obtained by Strutt are 
reproduced in Fig. XVIII. 2. Glass 1 is a borosilicate glass probably 
similar to Pyrex chemical resistant glass; 4 is a soda-lime glass of 
about 70 per cent SiOa and 16 per cent NagO; and glass 5 is “heavy 
lead glass.” 

These curves show that for each frequency the dielectric constant 
increases with increasing temperature, and in the case of low frequencies 
the displacement current rapidly becomes masked by the conduction 
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current. Glass 1 should have a much higher electrical resistance than 
the other glasses, and this should be relatively less affected by tem¬ 
perature. The data show this to be the case. At higher frequencies K 
is not affected by temperature to the same extent as at lower ones. 

The practical question as to the maximum operating temperature 
for a glass condenser accordingly depends upon both the composition 
of the glass and the frequency. For low frequencies about 80° C. 
approximates the limit of stability for lime glasses and 120° C. for 
the borosilicate type; for frequencies of the order of 10^ cycles, lime 
glass is practically constant up to 140° C. and the borosilicate type to 
240° C. 

Leyden jar condensers have been frequently operated at high tem¬ 
peratures, but there seems to be no record of the temperatures used in 
such experiments. If, however, constant capacity is desired, the tem¬ 
perature should be kept below the limits cited above. Electrical failure 
caused by temperature rise is primarily a conductivity phenomenon, but 
the increase of K with temperature also is a contributing cause. 

Dielectric Loss 

The energy lost in a dielectric is measured by the angle 8 between 
the current and the charging potential; it is often called the ‘^Sieraens^’ 
heat, in contrast to the usual Joule heat of d.c. practice. The amount 
of this loss is insignificant in power transmission lines, but with high- 
frequency currents it may be of importance. For condensers operated 
at high voltage and high frequency, low-loss materials should be selected. 
If a high capacity is desired, a material having a high dielectric con¬ 
stant furnishes this desired capacity with a smaller condenser volume, 
but the power loss per unit of volume is increased in proportion to the 
dielectric constant. If the voltage and frequency conditions are severe, 
then a material having both a low dielectric constant and a low power 
factor should be chosen, as this provides a lower energy absorption per 
unit volume and makes possible a greater area for energy dissipation. 

Two general classes of glass are available, those having a high 
value of K and a low value of 8, and those having a low value of 
both K and 8; K and 8 are separately alterable by change in composition. 
Table XVIII. 4 gives a summary of the measurements of K and 8 for a 
number of glasses, with some information concerning composition. 

Effect of Frequency on Dielectric Loss 

Theory indicates that power factor sliould he a function of fre¬ 
quency, of the form 

P^Bp 

^Schwcidler, E.. R. v., ^nn. Phyaik, 24, 711 (1907). 
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Table XVIII. 4 —^Power Loss in Glasses 


After Several Observers 


Glass 

Frequency 

K 

6 

Kb X 10-* 

198b 

6 X 10“ 

11.3 

0.00085 

96 

102b 

6 X 10“ 

7.85 

.00041 

32 

103a 

6 X 10“ 

7.35 

.000405 

30 

118a 

6 X 10“ 

7.35 

.000450 

33 

318a 

6 X 10“ 

7.05 

.000545 

38 

340d 

6 X 10“ 

6.85 

.00053 

36 

3338a 

6 X icy* 

6.26 

.00113 

71 

3439a 

6 X 10" 

5.54 

.00086 

47 

3439b 

6 X 10“ 

5.37 

.00098 

53 

211a 

6 X 10“ 

7.41 

.000755 

56 

3453a 

6 X 10“ 

6.55 

.0022 

140 

3453a 

6 X 10“ 

6.64 

.00231 

150 

3832a 

6 X 10“ 

6.94 

.002 

130 

2188a 

6 X 10“ 

6.13 

.0034 

210 

15a 

6 X 10“ 

6.80 

.00195 

130 

3269b 

6 X 10“ 

8.46 

.000432 

37 

7550a 

6 X 10“ 

6.80 

.00082 

35 

381a 

6 X 10“ 

6.90 

.00655 

450 

5970c 

6 X 10“ 

8.07 

.00065 

52 

2994c 

6 X 10“ 

7.90 

.000585 

46 

1209d 

6 X 10“ 

7.80 

.000555 

43 

211k 

6 X 10“ 

7.50 

.00078 

59 

7185a 

6 X 10“ 

5.80 

.00179 

103 

S336a 

6 X 10“ 

7.05 

.000505 

36 

Quartz 

6 X 10“ 


.000117 


F\ised quartz 

6 X 10“ 

3.72 

.000117 

4.4 

0211 

6 X 10“ 


.000745 


0211 

4.3 X 10“ 


.00072 


0211 

3 X 10“ 


.00071 


0211 

157 X 10“ 


.00695 


0 15 

6 X 10“ 


.0019 


0 15 

4.3 X 10“ 


.00183 


0 15 

3 X 10“ 


.00175 


0 15 

1.87 X 10“ 


.00173 


T163 

6 X 10“ 


.00319 


T163 

43 X 10“ 


.00308 


T163 

3 X 10“ 


.00303 


T163 

1.87 X 10“ 


.00298 


S 

55 


.0195 


s 

6 X W 


.0051 


s 

4.3 X 10“ 


.00517 


8 

3 X 10“ 


0.00525 


8 

1.87 X 10” 


.00540 


0381 

1 X 10* 


.00635 


0381 

6 X 10“ 


.00664 


0381 

43 X 10“ 


.00697 


0381 

3 X 10“ 


.00710 


0381 

157 X 10“ 


.00755 


^‘Lead glass” 

55 


.0013 


Do. 

1,000 


.00102 


Do. 

2,000 


.000875 


Do. 

“high frequency” 


.00082 


Pyrex chem. 





resist, glass 

1,000 

5 

.0082 

400 

Do. 

1,000 


.0113 

(glass strained) 

Do. 

596 


.0137 
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Table XVIII. 4— (Coniintted) 


Lit. ref. 

Glass 

Frequency 

K 

6 

Kb X 10-^ 

3 

Do. 

1,010 


.0127 



Do. 

2,920 


.0111 



Do. 

14,000 


.00889 



Do. 

100,000 


.00743 



Do. 

500,000 


.00666 



Do. 

750,000 


.006778 


4 

Do. 

5 X 10“ 

4.9 

.0042 

200 

5 

Do. 

10“ 

489 

.0082 

401 


Do. 

3 X 10‘ 

483 

.0056 

270 

0 

Do. 

20 

488 

.0065 

316 


Do. 

40 

4.875 

.0055 

2.68 


Do. 

80 

4.80 

.0052 

254 

7 

Do. 

7.15 X 10“ 

58 

.0052 


9 

Do. 

7.40 X 10“ 

4.87 

.0041 

200 


Do. 

10“ 

5.0 

.0038 

190 


Do. 

1.7 X 10" 

5.25 

.0063 

330 

11 

Do. 

7.4 X 10“ 

4.8 

.0040 

192 

10 

Do. 

10“ 


.00835 



Do. 

3 X 10“ 


.00705 



Do. 

10* 


.00636 



Do. 

3 X 10* 


.00587 



Do. 

5 X 10* 


.00577 



Do. 

7.5 X 10^ 


.00569 



Do. 

10“ 


.00575 


3 

No. 1 

498 


.00395 



Do. 

1,015 


.00368 


3 

.No. 1 

2,820 


0.00327 



Do. 

14,000 


.00276 



Do. 

10,000 


.00236 



Do. 

500,000 


.00213 



Do. 

100,000 


.00198 


3 

No. 2 

498 


.0169 



Do. 

1,015 


.0149 



Do. 

3,130 


.0124 



Do. 

1.4 X 10* 


.00974 



Do. 

10“ 


.00766 



Do. 

5 X 10“ 


.0066 



Do. 

10“ 


.00617 


4 

Flint 

5 X 10® 

7 

.0042 



Do. 

72 X W 

7 

.0042 



Do. 

8.9 X 10“ 

7 

.00403 



Plate 

5 X 10“ 

68 

.007 

475 


Cobalt 

5 X 10“ 

7.3 

.007 

510 

5 

1 

10* 

8.7 

.00735 

6340 



3 X 10* 

7.9 

.0298 

2370 


2 

10* 

8.2 

.0280 

2290 



3 X 10* 

7.9 

.0122 

960 


3 

10* 

8.0 

.0175 

1400 



3 X 10* 

7.8 

.0105 

820 


4 

10* 

8.2 

.0245 

2000 



3 X 10* 

7.9 

.0175 

1380 


5 

10* 

8.1 

.0228 

1845 



3 X 10* 

78 

.0122 

955 


6 

10* 

8.0 

.0157 

1260 



3 X 10* 

7.8 

.0122 

955 


7 

10* 

68 

.0047 

319 



3 X 10* 

6.7 

.0035 

235 


8 

10* 

7.2 

.0157 

1130 
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Table XVIII. 4— {Continued) 


Lit. ref. 

Glass 

Frequency 

K 

6 

K6 X 



3 X 10* 

7.0 

.00885 

1118 


9 

10’ 

5.2 

.0065 

338 



3 X 10* 

5.1 

.00577 

295 


11 

10" 

4.7 

.0049 

230 



3 XlO" 

4.7 

.00262 

123 

2 

1 

10“ 

7.5 

.0132 

990 


3 

10" 

6.8 

.0031 

210 


6 

10" 

5.3 

.0022 

116 


4 

10" 

4.7 

.0039 

183 

2 

o( Coming 707) 

10" 

4.1 

0.00077 

31 

11 

Coming 707 

7.4 X 10" 

4.4 

.00069 

30 

9 

Do. 

7.4 X 10" 

4.16 

.0006 

25 


Do. 

10" 

4.16 

.0006 

25 


Do. 

1.7 X 10* 

4.12 

.0017 

70 

7 

Do. 

7.15 X 10" 

4.4 

.0005 

22 

8 

Do. 

3 X 10* 

3.88 

.00060 

23 


1. Schott, E., Jahrh. Z. drahtl. Tel., 18, 82 (1921) (Jena Dissertation, 1921). 

2. McDowell, L. S., and Be.geman, H. L., Phya. Rev., 31, 476 (1928). 

3. MacLeod, H. J., Phys. Rev., 31, 53 (1928). 

4. Hoch, E., Bell System Tech. J., 1 (Nov., 1922). 

5. Decker, W., Elec. World, March 19. 1927. 

6. Dawes, Elec. World, June 23, 1928. 

7. U. S. Bur. Standards. 

8. An industrial research laboratory. 

9. R.C.A. Radiotron Co. 

10. Yager, W. A., and Morgan, S. O., /. Phys. Chem., 35, 2026 (1931). 

11. Coming Glass Works. 


in which P is the power factor, / is the frequency, and B and n 
are constants. In general the measurements agree. MacLeod ® studied 
three glasses and found the power factor to decrease by a factor 
of two to three as the frequency changed from 500 to 10® cycles. 
McDowell and Begeman^® studied the change of power factor of 
six glasses, over a frequency range of from 800 to 4000 cycles, except 
for one glass, with which measurements were made to 1500 kilocycles. 
They found that, for frequencies from the audio range up to 100 to 200 
kc., the von Schweidler equation was valid; but above 700 kc., the 
power factor of one glass (their No. 1, Table XVIII, 4) passed through 
a minimum (Fig. XVIII. 3). 

Decker measured a series of eleven glasses at frequencies of 10® 
and 3 X 10^. All glasses showed a decided decrease in power factor 
as the frequency was increased. 

Schott made some measurements on three glasses which showed a 
power factor decreasing with increasing frequency. His “S'' glass at 
“low frequency" (probably 55 cycles) was measured by Cohn and had 
S = 0.0195. The Schott measurements given in Table XVIII. 4 show 
that at 1.87 X 10® cycles, 8 = 0.0054 and decreased to 0.0051 at 6 X 10® 
cycles. The value of 8 for the Schott glass 0381 changed from 0.00766 

"MoDowell, L. S., and Begeman, H. L., Phys. Rev., 33, 65 (1929). 

^Daekar, W. C., Blee. World, 89, 601 (1927). 

»Schott, £., Jahrb. Z. drahtl. Tel., 18, 82 (1921). 
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to ,0.00635 as the frequency was changed from 1.87 X 10® to 6 X 10® 
cycles. 

The data cited all show a decrease of power factor with increase 
in frequency except for the McDowell and Begeman glass No. 1, which 
shows a reversal at 7 X 10® cycles. However, there are other measure¬ 
ments on other glasses which show the opposite effect. The glasses 
0211, 015, and T163, as measured by Schott (Table XVIII. 4), show 
that the power factor increases in the frequency range of 1.87 X 10® 
to 4.3 X 10® cycles. 



P'lGirKE XVIII, 3.—Rolation between Power Lo.ss and Frequency. After McDowell 

and Begeman. 

Strutt obtained very erratic results at room temperatures. At 
temperatures above 100® C. he found that the power factor always 
decreased as frequencies were varied from 50 cycles to 300 kc. His 
glass No. 1, which he called a 'Tyrex type,^^ * gave the following 
values as taken from his curve at 20® C. 

Frequency in cycles 50 160 500 1300 10,000 

Power factor 0.0031 0.0018 0.002 0.0027 0.0048 

These results indicate a very rapid change between frequencies 
of 50 and 160. No one else has observed any such abnormality in this 
zone. This is due possibly to some experimental error which is relatively 
larger with respect to actual power-factor values in the low-temperature 
low-loss zone, but which becomes relatively unimportant at higher tem¬ 
peratures where the dielectric losses are much greater. 

In order to demonstrate the large discrepancies between the measure¬ 
ments of different observers, the different data on Pyrex chemical 

* This term means a glass having the characteristics of Pyrex chemical resistant 
glass. 
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resistant glass have been collected, and curves between the power factor 
and log frequency are shown in Fig. XVIII. 4. Where the data have 
been published, the author’s name accompanies the curve. The other 
values are from unpublished laboratory reports. It is evident that the 
agreement is very poor. McDowell and Begeman obtained values for 



Figube XVIII. 4.—Relation between Power Factor and Frequency for Pyrex 
Chemical Resistant Glass. 

strained glass almost twice that of annealed glass, so that possibly the 
state of annealing in the samples measured may account for a part of 
the difference between the results of the various observers. However, 
since the majority of the measurements have been made on stock 
samples that had had good commercial annealing, variations in annealing 
can account for only a very minor part of the discrepancies in the 
results. The discrepancies cannot be due to slight changes in chemical 
composition of the different samples. Unpublished measurements from 
the Coming Glass Works Laboratory show that a considerable variation 
in the composition of a given glass is required to cause changes in 
power factor of the magnitudes shown. Composition tests much more 
sensitive than power-factor measurements indicate no appreciable differ- 

UMeDow^l, L. S., and Begeman, H. L., Phys, Rev,, 31» 476 (1028). 
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ence between the various samples of the glass used in the power-factor 
tests. Comparison measurements also have been made on the glass by 
different laboratories over a period of years, and although the labora¬ 
tories do not agree with one another, they always reproduce their own 
measurements within less than ten per cent. Also, some of the measure¬ 
ments reported by different laboratories were made on the same sample 
of glass. 

The only conclusion to be drawn from these results is that in some 
glasses the power factor increases with frequency and in other glasses 
it decreases with frequency, with possible inversion points at frequencies 
above those of the measurements. It is possible that some of the 
measurements at the higher frequencies have been complicated by heating 
of the dielectric, which has resulted in an apparent increase in power 
factor. 

The general conclusion is that experimental error in the measure¬ 
ment of low-loss glasses is very often quite appreciable, and that com¬ 
parison of data from different laboratories cannot be made safely, even 
though the measurements are made on the same glass. In addition to 
the question of the accuracy of measurement, there is also that of the 
accurate knowledge of the chemical composition of the glasses measured. 
Unless this is known, a comparison of results by different observers is 
impossible. Probably differences in results between the different experi¬ 
menters would have been more in evidence had the compositions of the 
glasses been published with the power-factor measurements. 

Effect of Temperature on Power Factor 

The variation of power factor with temperature is of interest for 
both practical and theoretical reasons. Power factor increases rapidly 
with rise in temperature, resulting in an increasing rate of energy absorp¬ 
tion. As the temperature increases, the dielectric heating increases, and 
eventually the system becomes unstable, and breakdown occurs. This 
effect is of importance only in the case of high field strengths with the 
very high-frequency ranges, since only under such conditions is it 
possible for reasonably good dielectrics to reach the temperature of 
unstable equilibrium. In other cases, of course, it may be necessary 
to use the dielectric at elevated temperatures, and under such conditions 
it is essential to have some information as to the changes in the proper¬ 
ties of the dielectric with temperature. The study of temperature effects 
is also of considerable theoretical significance. The application of such 
data to the development of dielectric theory has been of major interest 
to the workers in this field, and consequently the obtaining of what may 
be called engineering data has been neglected. 

Schott,^® McDowell and Begeman,^® and Strutt have discussed the 
relationship between electrical conductivity and power factor. The 
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general conclusions are that at the lower temperatures power loss is due 
to a true dielectric loss with very little effect due to the ohmic resistance 
of the glasses, whereas at higher temperatures the resistance of the 
material decreases to such an extent that the conduction current is 
predominating. 

Schott found that the loss angle began to increase fairly rapidly 
after the temperature of 100° C. is reached, and that at 340° C. it 
had increased to about 40 times the value at 20° for a wave-length of 
1600. Schott also made measurements down to 80° C. and found a 
continual decrease of the power factor with decreasing temperature 
even in these lower temperature ranges. The resistance curve for this 
same glass showed how rapidly resistance changed with temperature, 
but there was no exact relationship between the power factor and the 
specific resistance. An increase in frequency or temperature caused a 
decrease in specific resistance whereas power factor increased with 
increasing frequency. The two properties therefore did not vary alike 
as temperature and frequency changed. 

McDowell and Begeman studied the effect of change in fre¬ 
quency on power loss for six glasses at several constant temperatures, 
and the effect of change in temperature in the case of one glass over the 
range from 20° to 160° C., and also at — 186° C. Resistance measure¬ 
ments were made at temperatures from 20° to 500° C. and were found to 
follow accurately the equation p = where p is the specific resis¬ 
tance and T is the absolute temperature. 

The comparison between power factor at 1000 cycles and specific 
resistance at 20° C. is given in Table XVIII. 5. Glass 6 had the 

Table XVIII. 5 —Comparison between Power Factor and Specific Resistance 
Ajter McDowell and Begeman 


Glass 

/)(20° C.) 

Power Factor 

1 

2.3 X lO” 

0.0132 

2 

3.1 X 10'* 

0.0082 

3 

2.0 X 10'“ 

0.0031 

4 

2.5 X 10'“ 

0.0039 

5 

3.5 X 10'* 

0.00077 

6 

8.1 X 10'“ 

0.0022 


highest resistance and glass 5 the lowest power factor. Except for 
glass 6, the power factor decreased as the resistance increased. The 
resistance was entirely too high to account for the power loss. The 
power factor at room temperature, computed from the conduction cur¬ 
rent, was negligibly small in comparison with the measured value. 

The power factor increases with temperature owing both to the 
increase of the conduction current and to the increase of the absorption 
current. McDowell and Begeman^® were able to correct their power- 
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loss measurements for the portion due to conductivity. Their results on 
glass 2 are given in Fig. XVIII. 5. 

Strutt found a linear relationship between log tan S and T as did 
McDowell and Begeman for their corrected values of tan 8. He further 
verified this relationship for the different frequencies, and his conclusions 
agreed with Schott^s in that the power factor increased with temper- 



Figure XVIII. 5. —Relation between Power Factor, corrected for Conduction Loss, 
and Temperature. After McDowell and Begeman. 

ature more rapidly for low frequencies than it did for higher ones. The 
curves obtained by Strutt are reproduced in Fig. XVIII. 6. 

Hoch ^ gave data on Pyrex chemical resistant glass as follows: 


Temperature 

C c.) 

K 

5 

Kb 

20 

4.9 

0.0042 

206 X 10-* 

74 

5,0 

0.007 

350 

125 

5.0 

0.0122 

610 

19 

4.9 

0.0044 

216 


These values were obtained at a frequency of 500 kc. It is evident 
that the power loss increased by a factor of approximately three for 
an increase of temperature of 100® C. 

Relationship of Power Loss to Chemical Composition 

The data on all glasses have been collected in Table XVIII. 4. As 
was stated above, comparison of the power-factor figures of different 
observers should be made with care. More reliance can be placed on 
the relative results obtained by any one experimenter. 

It was concluded by Schott^® that heavy metals such as lead and 
barium give low power factors and high dielectric constants, and that 
high alkali content gives high power factor. The compositions of 
the Schott glasses were not stated with sufficient exactness for com- 






Figure XVIII. 6. —Relation between Temperature and Power Factor at Various Frequencies. After Strutt. 
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parison of his results with those of others or for independent conclusions 
as to the quantitative effect of the constituents of the glasses. To say 
that the alkali is “above^^ or “below^^ ten per cent is far from suffi¬ 
cient. Schott, so far as one can tell from his composition data, used 
only special glasses and made no measurements on any commercial 
insulator glasses. High-lead or high-barium glasses as a rule ^^weather” 


Table XVHI. 6— Dielectric Strength of a Glass in Various Oils 
Ajter Inge and Wallher 


Dielectric 

Mediiun Constant 

Pentane . 1.8 

Benzene . 1.9 

Transformer oil . 2.2 

Castor oil . 4.4 

Xylene . 2.35 

Xylene + 12% acetone _ 3.1 



D. C. 

Breakdown 

50-Cycle 
Breakdown 

Impulse 

Breakdown 

Specific 

Voltage, 

Voltage, 

Voltage, 

Resistance 

kv 

kv 

X 10'“ 

12.8 

6.65 

7.7 

5.0 X 10'“ 

17.4 

7.4 

7.7 

7.4 X 10’“ 

16.9 

7.4 

7.9 

2.3 X 10" 

18.4 

7.4 

7.4 

9.1 X lO’" 

18.7 

12.8 

7.9 

0.9 X 10“ 

21.3 

20.7 

9.0 


badly, that is, they are attacked by moisture; and they are relatively 
very expensive. He published no data on lime glasses. The glasses 
studied by Decker were representative of commercial types, and com¬ 
plete analyses of the glasses were given. The enormous effect of alkali 
is made very apparent by Decker’s measurements. 

McDowell and Begeman also showed qualitatively the effect of 
alkali in increasing the power factor and the effect of lead in decreasing 
it. They concluded that power factor and electrical conductivity of 
glasses at elevated temperatures seem to vary alike, high-resistance 
glasses having the lowest power factors. This conclusion confirms that 
of Schott. However, the McDowell and Begeman glass 6 seems to be 
quite an exception to this generalization, as this glass had much the 
highest electrical resistivity, both at low and at elevated temperatures, 
and still had a power factor about three times that of their No. 5 glass. 
In general, however, power factor follows conductivity, and the con¬ 
clusions regarding the effect of composition on conductivity may be 
expected to hold with respect to power factor. 

High content of heavy metals in glasses with low alkali content 
gives high dielectric constant and low power factor. Borosilicate glasses 
with low alkali content, containing no heavy metals, have both low dielec¬ 
tric constant and low power factor, and hence low power-loss factor. Glass 
No. 5 in McDowell and Begeman’s paper, which is Corning Glass Works 
glass 707, is the lowest-loss glass report^ed. The glass has this position 
because it combines low dielectric constant with low power factor. The 
low-alkali borosilicate glasses are in addition glasses of low expansion 
and of high surface stability. In other words, they combine in one 








494 


THE PROPERTIES OF GLASS 


material the necessary electrical property of good insulation, the other 
essential physical property of high thermal resistance, and chemical 
stability. 

Dielectric Absorption, Dielectric Loss, and Power Factor 

Mathematical theories have been advanced to explain, in terms of 
absorption and residual charge, the dependence of the properties of 
dielectrics on the frequency of the applied alternating voltage. Several 
of the most completely developed and widely accepted thories, although 
based on widely different pictures of the underlying mechanism, agree in 
postulating some form of exponential relaxation function relating the 
decay of the absorption current with time. In consequence, each of 
the several theories predicts values of the power factor which rise to a 
maximum and then decrease again with increasing frequency. This 
maximum has never been shown to exist in glasses, possibly because the 
power factor-frequency curve has never been obtained for any glass 
over a complete frequency range. Some measurements on some glasses 
indicate that power factor increases with frequency, whereas with other 
glasses the results indicate that power factor decreases wdth frequency. 
This apparent contradiction might be explained by assuming that the 
measurements are on opposite sides of the maximum point on the 
curve. For the ascending power factors they do not extend to sufficiently 
high frequencies to attain the maximum; for the descending values the 
frequencies are beyond the maximum power factor frequency. This 
conclusion, however, scarcely seems to be justified, since in the descending 
values the measurements have been made to as low as 40 cycles per 
second without a maximum being found; and in the ascending-power- 
factor glasses no maximum was indicated below 500 kc. It would be 
strange if in two similar glasses a maximum in one case lay below 40 
cycles and in the other case above 500,000 cycles, and it is not improbable 
that the measurements indicating an ascending power factor are erroneous 
owing to an experimental error of the circuit, or to an increase of the 
power factor caused by dielectric heating of the glass. 

From the nature of glass (that is, from its ionic conductivity, its 
homogeneous structure, its very great viscosity, and from the very 
slow rate of decay of its charging current, lasting in some cases for 
hours) one would conclude that the maximum point on the power-factor 
curve was at frequencies lower than have been studied. If the power 
factor of glass is determined largely by an absorption current following 
some form of exponential law of decay, as seems probable, then in the 
same frequency region in which a maximum value of power factor is to 
be expected, there should be also an apparent change in dielectric con¬ 
stant. Hopkinson found such a change in the ‘^apparent capacity” of a 
glass condenser at room temperature in the range of very low fre- 
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quencies. At a frequency of 7.3 cycles, the apparent capacity of a 
glass condenser was found to be approxinaately twice what it was at a 
frequency of 100. If this increase in capacity is an index of the general 
frequency region in which to expect a power-factor maximum, the 
absence in the literature of any observations indicating such a maximum 
would be accounted for by the maximum occurring in glass at room 
temperature at frequencies so small as to be far below the usual range 
of investigation. 

Inasmuch as the physical constitution and properties of glasses can 
be varied by changes in composition and by heat treatment, it would 
appear that glass w'ould serve as an ideal material for the study of the 
fundamental properties of dielectrics. 

Dielectric Strength 

If the dielectric strength of a material were a physical constant, it 
would be independent of the thickness of the material. Under the 
usual conditions of measurement it has been shown many times that, the 
greater the thickness of the test specimen, the lower is the measured 
dielectric strength of the material. The question as to what part of 
this effect depends upon the material and what part upon the method 
of test has not been answered, and much additional experimental 
information on this phase of the problem is required. Comparative 
tests of different insulating materials, even at the same thickness, prob¬ 
ably lead to erroneous conclusions as to the relative strengths in service, 
and are valueless unless the tests exactly duplicate operating conditions. 
Such tests furnish no information as to the actual strengths of the 
materials, but only as to how the strengths are affected by the par¬ 
ticular conditions of the experiment. The problem of measuring the 
strength of a dielectric in such a manner that the results can be applied 
to any set of operating conditions is an extremely fascinating one, but 
so far there is little fundamental information on ^^solid^^ dielectrics 
having breakdown strengths comparable to those of glasses. Although 
the data on glasses prove in general that very high potentials are 
required to produce failure under the test conditions, yet quantitative 
comparisons of different glasses and other materials should be avoided, 
unless the test conditions are identical. 

Early Investigations 

Almy tested a series of five Jena glasses of known composition, 
and found the relation between thickness and puncture voltage to be 
given by the formula 

Vkv *= ad + /3 


WAlmy, J. E„ Ann, Phygik, 1, W8 (IWO). 
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where Vicv is the breakdown voltage in kilovolts, d is the thickness in 
centimeters, and a and ^ are constants. 

The puncture strength apparently was related in some way to the 
specific resistance, since, when the glasses were arranged in order of 
increasing dielectric strength, they were also in order of increasing 
specific resistance; but resistance changed manyfold, while the strength 
change was only a little more than twofold. Almy’s tests were made 
under oil, and for that reason his data mean little. It later developed 
that it was necessary in dielectric-strength measurements to eliminate 
the electrode '^edge effect.'' 

The importance of the elimination of the edge effect was shown first 
by Moscicki who proved that breakdown strengths of insulation as 
measured with electrodes immersed in oil to prevent flashover are 
valuless because the field strengths at the points of failure cannot be 
computed. The insulation always failed beyond the limits of the 
electrodes. This suggested to him the possibility of strengthening 
this zone sufficiently to produce failure under the electrodes. Since his 
experiments are so fundamentally important, it seems desirable to 
discuss his work in some detail. 

Moscicki studied ebonite and three glasses; the glasses were (1) 
ordinary Bohemian alkali glass, (2) alkali-free glass from Schott u. Gen. 
No. 477^^^ (3) borosilicate thermometer glass, Schott No. 59”^ His first 
experiments were made with 2-mm. glass plates under oil with tinfoil 
electrodes, and he found that all punctures took place beyond the edge 
of the foil at a voltage of 8 kv. He then experimented with a tube 
having a 0.3-mm. wall which served as one electrode, and having tinfoil 
on the outside as the other electrode. The tube was left sufficiently 
long so that the puncture test could be made in air without flashover. 
Under these conditions the puncture voltage was found to be 24 kv., 
a value three times that found for the plates used in the oil tests in 
spite of their much greater thickness. Other tubes with similar electrodes, 
when tested in oil, failed at 9 kv. at the edge of the coating. During 
the puncture tests in air he observed a corona ring at the edge of the 
tinfoil, and this he concluded acted as a semi-conducting region to 
diminish the field intensity and thus to increase the ultimate breakdown 
voltage. This observation suggested the possibility of protecting the 
end zones by increased insulation. Strips of mica were wpund around 
these zones underneath the tinfoil edges, so that the mica thickness 
was gradually increased from the edge outward. The breakdown poten¬ 
tial under oil thus was increased from 8 kv. to 17 kv., puncture still 
having taken place beyond the edge of the conductor through the mica. 

In order to obtain a more gradual transition, a mixture of rosin, 

»Moscicki. J., ElektratecK Z., 25, 527 (1904). 
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beeswax and Vaseline was built up under the edges of the tinfoil, great 
care being exercised to obtain the correct grading in thickness. Other 
tests were made with glass tubes having a thin blown section gradually 
increasing in thickness to the original wall of the tubes, with the 
addition, in some cases, of the insulating compound. The results with 
edge discharge present are shown in Fig. XVIII. 7; extrapolation to a 
thickness of 25 mm., or about an inch, gives a puncture voltage of 84 
kv., much too low for the soda-lime glass used. A similar extrapolation 



Figure XVIII. 7. —Relation between Thickness and Effective Puncture Voltage. 

Edge Discharge Present. After Moscicki. 

of the results obtained with a borosilicate thermometer glass gives 100 
kv. per inch, again much too low. 

When edge effect was present there was a linear relationship between 
the thickness of the glass and the square of the puncture voltage, as 
shown in Fig. XVIII. 7; but when the edge effects were suppressed the 
linear relationship was between thickness and the first power of the 
puncture voltage. The tests were made in air, and the punctures took 
place under the coating, which in this case was silver. 

Moscicki did not apply the voltage gradually, but used a 50-cycle 
transformer with a resistance in the primary. He adjusted the rheostat, 
then closed the circuit only long enough to get a voltage reading. In 
this way the voltage was increased to the point of failure by a series 
of increments. Undoubtedly there were many surges when the circuit 





498 


THE PROPERTIES OF GLASS 


was closed which his voltmeter did not indicate. The voltages given 
are the effective volts. 

The dielectric strength obtained in this case was approximately six 
times that obtained on samples of the same thickness, when the electrode 
“edge effect” was not eliminated. These tests of Moscicki^s show how 
meaningless are the results of dielectric-strength tests on such insulator 
materials when the tests are made under oil. His experiments further 
prove that tests made under oil give no indication of the strength in air. 

Additional tests made at 8000 to 9000 cycles without eliminating 
the edge effects gave values considerably below those obtained at 50 
cycles, which were roughly two and a half times those at the higher 
frequency. Later work by others indicates that, when mercury electrodes 
are used, the adhering air film between the electrode and the dielectric 
should be removed under a vacuum. Probably Moscicki^s results are 
somewhat low since he did not observe that precaution. In some cases 
he used silver-deposited electrodes, which it would seem should have 
given satisfactory results when failure occurred under the electrode. 
However, later work indicates that Moscicki’s result of 1340 kv. per cm. 
is lower than the true strength. Hence it is concluded that even with 
silver electrodes the true strength is not necessarily attained. 

The necessity for avoiding the electrode edge effect is very apparent. 
Other investigators, more recently, have avoided edge breakdown by 
various schemes. Rochow used a biconcave lens of sufficient edge 
thickness to prevent puncture, and Inge and Walther^o immersed their 
samples in xylene or in a mixture of xylene and acetone which eliminated 
marginal discharges. These measurements are discussed subsequently 
in more detail. 

The Effect of the Surrounding Medium. 

The measurements of Moscicki show that the results of the tests 
are • quite different when a preliminary failure of the surrounding 
dielectric occurs. Littleton and Shaver made tests on commercial 
insulators under transformer oil, which showed that in dry high-strength 
oil the insulators failed under voltages about two-thirds of those they 
had previously withstood in air at 60 lb. per sq. in. pressure. Insulators 
tested in transformer oil containing a very slight amount of moisture 
(just enough to prevent marginal discharge at the voltages of the test) 
withstood without failure about twice the voltage required to puncture 
them when in the dry oil. Castor oil having nearly the same dielectric 
constant as the insulator was tried also, but the results were the same 
as with transformer oil; that is, the effect of the oil depended on the 

»Eoohow, H., Arch. Elektrotech., 14, Ml (19M). 

•>Inge, L., and Walther, A., Arch. Elektrotech., 19, 257 (1928). 

»Littleton, J. T., and Shaver, W. W., Elec. World, 91, 759 (1928). 
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dielectric strength of the oil and not, so far as could be observed, on 
the relative dielectric constants of the two insulating media. Of course, 
it is possible that immediately surrounding the electrodes the dielectric 
constant of the medium at the voltages used might have been very 
greatly different from its low-voltage value. 

Inge and Walther^o made a comparison of the effect of oils of 
known properties. Their results on cover glasses 0.075 mm. thick are 
given in Table XVIII. 6. This glass probably had a dielectric constant 
of about seven. 

The results with a.c. and d.c. voltages indicate that only the 
specific resistance of the medium is effective in eliminating preliminary 



Figure XVIII. 8.—Relation between Thickness and Puncture Voltage, showing 
the Influence of the Surrounding Medium. After Inge and Walther. 

breakdown of the surrounding medium. With impulse voltage the 
properties of the medium appeared to make no difference. 

In tests on plates at a frequency of 4.3 X 10® cycles, Inge and 
Walther found that the medium had considerable effect (Fig. XVIIL 
8). Tests on blown spheres, eliminating marginal discharge, gave 
approximately the same strength as was obtained for a 0.1-mm. plate 
in xylene. 

**Inge, L., Walther, A., Arch. Elektrotech., 21, 209 (1928). 
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The effect of surface finish was also investigated. The results are 
as follows: 


Polished . 3000 kv. max. per cm. 

Fine-ground . 2360 kv. max. per cm. 

Coarse-ground . 480 kv. max. per cm. 


When the specimens having the differently ground surface finishes were 
tested under oil instead of under xylene, the results were all the same. 
This indicated that the edge failure was not affected by the degree of 
surface polish. 

The Effect of Frequency of Applied Voltage 

The relative effects of direct current, low-frequency, high-frequency 
and impulse voltages are of both practical importance and theoretical 
interest. 

For thin sections in uniform fields at room temperature, the puncture 
strengths under direct, 50-cycle alternating (peak voltage), and impulse 
potentials are the same when electrodes giving some cooling action are 
used for the test. 

From the studies of Inge and Walther,-^ Moon and Norcross,^^ 
Kenny, Luery, and Moriaty,^'* and .lost it is evident that high-fre¬ 
quency tests give considerably lower values of dielectric strength for glass 
than do low-frequency tests. This is ascribed generally to the internal 
heating due to the dielectric power absorption, and this fact of decreased 
dielectric strength is cited as significant evidence favoring the thermo¬ 
electric theory of breakdown. However, one can just as well postulate 
that a high-frequency voltage does more than heat the dielectric. The 
rapid periodic elastic displacement of the dielectric particles under high 
frequency creates more often a configuration favorable to the break¬ 
down of the dielectric, which results in lower dielectric strength. Besides, 
the high-frequency alternations might well have some increased ioniza¬ 
tion effect apart from the increased thermal agitation. 

In addition to the question of the effect of frequency and wave form 
for rapidly increasing voltages, there is the problem of the fatigue 
action due to continuously applied and intermittent loads. Con¬ 
trasted with the fatigue effect there is the question of the effect of 
aging. These two should not be confused. Fatigue may be defined as 
the gradual weakening under stress with a return to normal when the 
stress is removed; aging is a permanent weakening of the material. 

The effect of the duration of the load was studied by Inge and 
Walther.^® TJie curves in Fig. XVIII. 9 show that a weakening under 

Moon, P. H., niul Norcross, A. S., /. Franklin Inst., 208, 705 (1020). 

Kenny, N. D., Luery, A. M., and Moriaty, J. D., Trans. Am. Inst. Elec. Engrs., 51, 404 (1032). 

Jost, R., Arch. Blektrotech., 23, 806 (1029). 

*In«e, L., and Walther, A., Arch. Elektrotech., 22, 410 (1029). 
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load appeared after three seconds. After 1000 seconds the strength was 
about 50 per cent of the initial strength and appeared to have attained 
a constant value. However^ the degree of weakening must be determined 
largely by the balance between the ratio of the development and the 
dissipation of heat, if this decrease in strength is a thermal effect. 
In other words, the amount of fatigue may depend on the particular 
conditions of the experiment rather than be a property characteristic 
of the material. 

In no instance was there any evidence of an effect traceable to an 
aging of the glass. The evidence, though indirect, leads to the conclusion 
that no such effect exists. In the case of direct currents at elevated 
temperatures, such an effect is to be expected, owing entirely to elec¬ 
trolysis and the attendant change in the composition of the glass. 
Data bearing on this question were obtained by .lost,-'"* who tested glass 



Figure XVIII. 9. —Effect of Duration of Load on Electrical Breakdown in a 
Uniform Field. After Inge and Walther. 

under successive impulses; and his conclusion was that if the specimen 
would stand as many as twenty impulses, it would stand an indefinite 
number. Jost, however, made all his tests under some insulating medium 
where electrode edge effects were present, and for that reason his results 
are difficult to interpret. 

The Variation of Dielectric Strength with Temperature 

The effect of temperature on the dielectric strength of glass is of 
considerable importance from both the practical and the theoretical 
points of view. The Wagner theory of dielectric failure is based on 
the fact that dielectrics such as glass become more conducting as their 
temperature increases. Wagner presupposes current flow and ohmic 
heating of the dielectrics, which become locally concentrated in a narrow 
zone or canal of initially slightly higher conductivity than that of the 

9r WaiB^ier, K. W., Am, Imt, Elec. Engn,, 41, 288 (1022). 
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surrounding material. This conduction current heats the dielectric 
along this canal, which results in a decrease in resistance and in turn 
in a further increase in current. If the voltage is sufficiently high, this 
process leads ultimately to failure, Rogowski determined the voltage- 
current characteristics of dielectrics, assuming uniform conductivity of 
the material and not the canal structure of Wagner. He found the heat¬ 
ing theory insufficient to account for the facts observed during impulse 
failure and the failure of thin dielectrics; but at the same time, no 
purely electrical theory of failure was sufficient to explain the behavior 
of thicker materials under a continuous electrical stress. Accordingly 
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• (1) Rochow, Biconcave, Lena 0.175 mm. d c. 20 KV/min. 

^ (2j Inge and Waither Cover Glass 0 08 mm. d c. 1.4 KV/min. 
o (3)lnge and Waither Spheres .05 mm. d. c. 1.4 KV/min. 
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Figure XVIII 10.— ^Variation of Puncture Strength with Temperature. 


he developed a thermoelectric theory from consideration of both the 
thermal effect and the purely electrical effect. 

Rogowski’s theory assumes a maximum field strength in the material 
which cannot be exceeded without failure, and yet a dielectric in which 
heating caused by the conduction current is taking place. For short 
time intervals, and in thin plates having the surfaces cooled, the internal 
heating is small and failure will be due largely to the purely electric 
effect; but where the thickness is large and the heating appreciable, 
then thermal effects operate to produce the breakdown. These two 
theories of thermal action and the purely electrical theory have furnished 

** Eogowski, W., Arch, Elektrotech.f 13, 158 (1824). 
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the basis for the greater part of the studies of the effect of temperature 
on the dielectric strength of glasses. 

Rochow,^® using 50-cycle alternating current, found a constant strength 
for temperatures between — 18® and + 90° C. He eliminated edge 
effects by the use of glass samples in the form of biconcave lenses 
tested under xylene. He removed by evacuation all adhering gas bubbles 
from the mercury electrodes. He found that puncture occurred usually 
at the center of the electrodes, showing that edge effects were eliminated 
by this treatment. The glass tested was Jena flint glass 0118 (No. 36, 
Table III. 4). His results for dielectric strength are given by curve 1, 
Fig. XVIII. 10. These results should be compared with those of Mundel,®® 
whose measurements were made in a vacuum to prevent edge discharge. 
The data by Miindel on 0.4-mm. plates of a glass having the com¬ 
position Si02, 70.6%; Na20, 16.8%; K 2 O, 1.1%; MgO, 3.5%; CaO, 
5.5%; BaO, 2%; R 2 O 3 , 0.5% are given in curve 6, Fig. XVIII. 11. 
This is a soda-lime glass with a high temperature coefficient of electrical 
resistivity, due to its high alkali content. Curve 7 by Miindel shows 
data on a ^^flint’^ glass which is probably quite similar to the glass used 
by Rochow. It is apparent that this glass gave somewhat higher 
strengths than that in curve 6, but was still far from being equal in 
strength to the glass of Rochow. This cannot have been caused by the 
slower voltage application rate of Miindel (the rate of Miindel was 1 kv. 
per min. as compared to 20 kv. per min. for Rochow), since MundePs 
own tests showed that a change in rate of voltage application from 
15 kv. per min. to 0.04 kv. per min. varied the strength at 20° C. 
only from 430 kv. per cm. to 395 kv. per cm. At 110° C. the ratio 
of the dielectric strength values obtained at the two extreme rates 
of voltage increase was about 2:1. This leads to the conclusion 
that in the apparatus used by Miindel the heat loss from the insulator 
test-piece was very small, as it was largely surrounded by a metallic 
reflecting electrode which reduced radiation loss, and a vacuum eliminated 
conduction and convection losses. This conclusion is confirmed by the 
experiments of Inge and Walther,®^ who obtained a strength in vacuum 
of only one-seventh of that obtained when the specimen was tested 
under xylene. These particular tests were made with high-frequency 
currents, which might tend to accentuate the difference on account of 
the greater amount of internal heating. 

Under the conditions of his tests, Rochow had almost no dielectric 
heating, as was proved by an optical test for homogeneity, sensitive 
enough to detect in the specimen a localized rise in temperature of 
10^ C. The specific resistance of Rochow’s glass changed by a factor 
of 4 X 10® in the temperature range of the experiments, yet there was 

» Miindel, E., Arch. EUktrotech., 15, 820 (1925). 
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no change in dielectric strength. According to the theory of Rogowski, 
puncture voltage should have changed by a factor of 630. 

The mercury electrodes of Rochow controlled the increase in tem¬ 
perature of the glass. The measurements of Miindel accordingly do not 
represent the strength of the glass at the temperature stated, but only 
that of the glass at the unknown temperature just preceding puncture. 
Curves 2, 3, and 4, Fig. XVIII. 10, are taken from Inge and Walther,^^ 
curve 2 showing the results on cover glasses immersed in xylene as the 
insulating liquid, and curves 3 and 4 the results on tliin hollow spheres 



Figure XVIII. 11.—Change of Dielectric Strength with Temperature. After Moon 

and Norcross. 


having mercury electrodes. In all cases the surfaces of the test-pieces 
were maintained reasonably near the temperatures measured. 

Curves 1 and 2, Fig. XVIII. 11, show data obtained by Moon and 
Norcross on a lime glass and a lead glass. Curve 2 was obtained with 
plates immersed in insulating liquids and curve 1 with thin spheres. 
In both cases, rise of temperature of the glass was retarded by the cool¬ 
ing of the medium and of the electrodes. The authors stated that the 
rate of voltage increase was uniform and adjusted so that the time of 
application preceding puncture was about ten minutes. Their preliminary 
tests proved this factor to have no effect on the puncture voltage. 
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The relation between log V and 1/T is shown by the dotted curves 
in Fig. XVIII. 12 with the original curves of Moon and Norcross repro¬ 
duced for comparison; the demarcation between the assumed separate 
regions, namely, a disruptive, an intermediate and a thermal region, 
evidently is arbitrary. This conclusion is in agreement with that of 
Inge and Walther. Kenny, Luery, and Moriaty,^^^ following the same 
experimental procedure as Moon and Norcross except for using 60 
cycles instead of direct current, stated that the observations were not 
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Figure XVIII. 12. —Relation between Puncture Strength and Temperature. After 

Moon and Norcross. 

suflSciently accurate to determine whether the transitions should be 
denoted by sharp discontinuities or by’ gradual transitions. 

There seems to be some relationship between the specific resistance 
of a glass at high temperatures and its breakdown voltage. Inge and 
Walther®^ found that the glass with the higher resistance had the 
higher dielectric strength. The tests below 200° C. were made under 
oil. 

The general conclusion from these measurements on thin glass 
plates is that the Rogowski thermoelectric theory serves as an inter¬ 
pretation of the observed facts, but that it cannot be quantitatively 

*> Kenny, N. D., Luery, A. M., and Moriaty, J. D., Trans. Am. Inst. Elec. Engrs., 51, 404 (1982). 
*^Inge, L., and Walther, A., Z. Physik, 37, 292 (1926). 
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verified, owing to lack of information as to the temperature of the 
specimens and the exact current and field distribution in the specimen 
imder test. Any factor that increases the temperature of the dielectric, 
such as long-continued application of voltage, thermal insulation, or the 
application of high frequencies producing heating by dielectric loss, 
should decrease the puncture strength by an amount depending upon the 
change in temperature. The data cited seem to indicate that this is true. 



Figure XVIII. 13. —Variation of Dielectric Strength with Thickness. 

(1) Data by Rochow. Flint Glass. 

(2) Data by Moon and Norcross. Lead Glass, 20® C. 

(3) Data by Moon and Norcross. Lime Glass, 20® C. 

(4) Data by Inge and Walther. Cover Glass and Russian Apparatus Glass. 

(6) Data by Moscicki. 

(6) Data by Giillner. 

(7) Data by Miindel. Flint Glass. 

(8) Data by Miindel. Lime Glass. 

Variation of Dielectric Strength with Thickness 

In general, dielectric strength is supposed to decrease with increasing 
thickness. On account of the very high dielectric strength of glass, only 
comparatively small thicknesses have been studied. The data of differ¬ 
ent observers have been collected in Fig. XVIII. 13. Electrode edge 
effect is presumed to have been eliminated in all these tests. 

It is apparent that the different investigators obtained widely 
different strengths, with no agreement as to a constancy of strength 
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with thickness even in the very thin specimens tested. Inge and 
Walther found the same strengths for impulse voltage, direct current 
voltage, and the peak voltage of 60-cycle alternating current. 

Relation Between Dielectric Strength and Composition of Glass 

The previous discussions have shown the futility of attempting to 
draw any conclusions concerning the effect of composition on the 
dielectric strength of glass. Moon and Norcross®^ concluded that the 
dielectric strength in the disruptive region is proportional to the silica 
content of the glass. They worked with four different glasses of widely 
different composition, all containing four or more components in 
various proportions; so that their results do not furnish any information 
as to the effect of the separate components. The dielectric strengths 
obtained by them in the disruptive region were inversely proportional 
to the probable dielectric constants of the glasses, which might be of 
some significance; but also they were inversely proportional to the 
specific gravities and the indices of refraction, which probably is of 
no significance. 

In the temperature zones where thermal failure occurs it prob¬ 
ably will be found that the compositions giving the highest electrical 
resistivities at those temperatures will give the greatest resistance 
to puncture; and hence the conclusions cited for the effect of composi¬ 
tion on specific resistance will apply to dielectric strength. For high- 
frequency voltages the compositions showing the lowest power factors 
can be expected to furnish the greatest resistance to failure. There is 
practically nothing in the literature to indicate what might be the 
most desirable composition to withstand impulse voltage or high voltages 
in the low-temperature zone where disruptive or electrical failure occurs. 

Nature of Dielectric Failure in Glass 

It has been pointed out that the dielectric strength of glass is 
affected by the temperature in a peculiar manner. The glass becomes 
progressively weaker with increasing temperature after a critical tem¬ 
perature is exceeded, whereas below the critical temperature the glass 
strength remains constant even though the specific resistance changes 
tremendously. The dielectric strength of glass seems to be a real 
physical constant of the material when tests are made at ordinary 
temperature on thin sections. It is argued by some that the strength 
becomes less as the section increases in thickness, on account of internal 
heating and the inability, due to the poor thermal conductivity of the 
glass, to dissipate this internal heat. High-frequency currents heat the 
glass by reason of dielectric losses and are supposed thus to cause a 

**Mooii» P. H., and Noroross, A. S., /. Am. In»t. Elec, Eng., 49» 125 (1930). 
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lowering of strength by increasing the temperature. On the other hand, 
there seems to be little indication of a relationship between the specific 
resistances of glasses or their power factors and the dielectric strength 
at room temperature. In this respect the data conflict. The original 
tests of Almy showed no definite connection between the specific 
resistance and the dielectric strength of the glass. However, electrode 
edge effect was present in Almy^s tests, and hence his results are of little 
absolute value. Oiillner tested eleven glasses among which the 
resistance varied by a factor of 2000, yet the dielectric strength values 
varied only by a factor of 2. Hence it can be stated that the initial 
resistance of the glass apparently has little effect on the dielectric 
strength of the glass. Inge and Walther, on the other hand, found a 
parallel effect between breakdown voltage and specific resistance. 
Rochow found puncture strength to remain constant in a temperature 
interval that caused a change in the specific resistance by a factor of 
4 X 10^ 

The decrease of strength with increasing frequency of the applied 
voltage may be a heating effect, or it may be due to the electrical 
effect of the higher frequencies. So far as one can estimate from the 
observations, the puncture strength at a frequency of 4.35 X 10*’’ is 
about the same as that of the glass at a temperature of 200° C. when 
tested with 50-cycle alternating current. 

The failure under impulse voltage is considered to be a purely 
electrical phenomenon. The exact nature of this type of failure has been 
the subject of considerable discussion. There are two theories, one of 
ionization by impact, and the other of an ionization of the atoms by 
means of the intense fields. Apparently the theoretical voltage required 
to tear electrons from the atoms is greater than experiment indicates to 
be the dielectric strength of the material, and hence the latter theory 
seems to have little experimental justification. The ionization-by-impact 
theory is more in accord with the facts. 

A study of the failures due to marginal discharges and progressive 
failure of the material gives some positive information on the nature 
of electrical puncture. These studies favor the ionization-by-impact 
theory of failure. Partial punctures in glass seem to have been observed 
first by Du Moncel,^^ who noted the spark from the negative pole of 
an induction coil intermittently breaking its way through the glass 
test-piece. Quincke observed a discharge from the positive pole of an 
induction machine which he stated would at times partially puncture 
the glass before complete penetration occurred. He made a number of 
observations on the form of the puncture paths and concluded that the 

®GUlIner, *G., Arch. Elektrotech., 21, 267 (1928). 

®*Du Monoel, Fortschr. Physik, 14, 488 (1858). 

^Quincke, G., Ann, Physik, 48, 113 (1615). 
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discharge was driving gas into the glass. The cracks and strains in the 
test-piece, to which he ascribed considerable importance, have the appear¬ 
ance, however, of having been caused by contraction of the glass after 
it was melted by the current following the puncture. 

No theory seems to be in entire agreement with all the observed 
facts. This might possibly be due to the fact that the observations did 
not include all the possible factors. Attention has been directed to the 
great effect of electrode edge discharges on the dielectric-strength tests, 
and the assumption is tacitly made that the experiments in which 
edge discharges were eliminated give the true dielectric strength of glass; 
but there is little positive proof that this is the case. It has been 
shown that many properties of glass, such as electrical resistivity, 
power factor, and specific gravity, depend upon its past thermal treat¬ 
ment, yet all the experiments cited failed to consider this factor as 
affecting dielectric strength. The blown glass spheres probably were 
unannealed and the cover plates and biconcave lenses annealed. Also, 
glasses contain dissolved gases, often as much as 100 per cent by volume, 
which may have considerable effect on their dielectric strength. 

It is probable that all the measurements have been complicated 
by the larger effects of some of these unconsidered experimental variables, 
and that the true strength of glass is considerably higher than the 
present results indicate it to be. As measured it is purely a point 
effect, depending upon the field strength at that point and upon the 
velocity and energy of the bombarding ions. It appears that research 
directed toward measurement of these other factors would be profitable. 
So far the attempts have been directed toward their elimination; but 
there is considerable doubt as to how completely this elimination has 
been accomplished. 

The Dielectric Strength of Thick Sections of Glass 

All the work discussed so far has been on thin sections of glass, the 
majority of the measurements having been made on sections not exceed¬ 
ing 0.25 mm. in thickness. The reason for this is fairly obvious, since 
attempts were made to avoid electrode edge discharges, and this prob¬ 
lem becomes almost insurmountable at the higher voltages required to 
puncture greater thicknesses. Thick sections, that is, sections several 
centimeters thick, are readily punctured under oil, but such a test gives 
no information as to the strength in air, which in the majority of cases 
is the only condition of practical importance. Perhaps one can safely 
conclude that if a section only 0.2 mm. thick requires a voltage of M 
kv. to cause puncture, then a section a centimeter or more thick is 
perfectly safe to use at this voltage so far as puncture is concerned. 
However, if the voltage gradient in service is such that a pronounced 
corona is formed, then the question as to the effect of this corona has to 
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be answered. So far this problem seems to have been completely 
neglected. 

It seems worth while, nevertheless, to review the small amount of 
available information on measurements made on thicker sections of 
glass. 

Moscicki tested under oil a soda-lime glass 2.7 mm. thick and 
obtained a strength of 142 kv^ax per cm. Under these conditions of 



Figure XVIII. 14.—Relation between Puncture Voltage and Thickness. After 

Inge and Walther. 


test he found that the square of the puncture voltage was proportional 
to the thickness. If his results are extrapolated, the strength at one 
centimeter is 74 kvmax per cm., and at 1 in. 118 kvmax per in. 

Inge and Walther®® gave the results of measurements on plate 
glass tested under oil between 25-mm.-diameter plane disc electrodes 
with rounded edges. Their measurements were made with impulses of 

I/., and Walther, A., Arch, Elektrotech., 24, 269 (1930). 
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dilBferent duration and with 50-cycle alternating current. Their curve 
for an impulse time of 1.5 X second and for 50 cycles is reproduced 
in Fig. XVIII. 14. 

The same relation between thickness and the square of puncture 
voltage observed by Moscicki holds approximately for the 50-cycle curve 
for the interval 2 to 6 mm.; and by extrapolation a strength of 83.5 kvmax 
per cm. is obtained for 1-cm. thickness and 133 kv^ax per in. for 1-in. 
thickness. There is no doubt that the strengths of samples 1 cm. and 

1 in. thick tested in air would very greatly exceed these values. 

The impulse puncture strength under oil is much more nearly 
proportional to the thickness. The curve in Fig. XVIII. 14 leads to 
the relation: 

y == (d/.0135)‘*’^ 

where d is thickness in millimeters and V is puncture voltage in kilo¬ 
volts. This gives a dielectric strength of approximately 150 kv. per cm. 
for 1-cm. thickness and 300 kv. per in. for 1-in. thickness. 

There are very few published tests on thick sections with which 
to make comparisons. Unpublished measurements made in the labora¬ 
tory of the Corning Glass Works show that dielectric strengths exceeding 
150 kvmax per cm. have been obtained on samples of Pyrex electrical 
resistant glass insulators approximately 1 cm. thick, tested under dry 
oil with 60-cycle a.c. voltage and values about 300 kVmax per cm. on 1-in. 
thicknesses. These higher strengths, which are about twice those found 
by Inge and Walther, may be due to the different kind of glass used. 
Tests made in air on similar insulators having thicknesses of only 1 to 

2 mm. at the point tested gave puncture strengths 1000 to 1500 kvmax 
per cm., which shows that the strength in air far exceeds the strength 
under oil. The voltages encountered in these tests were as high as 
250 kvmax, which was sufficient to cause considerable corona, 

Warren gave some data on ^Tyrex Glass,^^ * “Lead Glass,” “Lime 
Glass” and “Soda Glass.” It is probable that the “lime glass” and the 
“soda glass” were of very similar compositions, if they were commercial 
glasses. His measurements were made in air on samples 50 mils thick 
(1.27 mm.) most probably with 50-cycle alternating current with results 
expressed in effective volts. In order to have a comparison with the 
data previously cited, his results have been changed to kilovolts 
(maximum) per centimeter and are given in Fig. XVIII. 15. The 
^^Pyrex” showed a strength of 440 kv^ax per cm. or 1100 volts^ax per mil 
on pieces 50 mils thick. This is not in agreement with the value of 
1000-1500 kVmax per cm. obtained in the Corning Glass Works Labora¬ 
tory on the same glass. In the Corning tests, the insulators were 

Warren, H., Electrician, 108, 286 (1032). 

* This loose term probably means a Pyrex chemical resistant glass. 
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carried up to the flashover point at the rate of 80 kvmax per minute 
and held at the flashover voltage for 15 seconds unless puncture occurred 
in the meantime. The difference between these results and those of 
Warren must have been caused by the difference in corona action due 
to the different field distribution. 

There seems to be no published information on the impulse strength 
of thick glass in air; unpublished data furnished by the Corning 
Glass Works Laboratory show that Pyrex insulators about one-half 
inch thick have withstood repeated discharges of a ^'lightning generator” 
at 1500 kv. The impulse time intervals and wave form are not stated. 
This gives a value in air of 1200 kv. per cm. without failure, as com- 



Figure XVIII. 15. —Change in Dielectric Strength with Time. After Warren. 

pared to the value cited above of 150 kv. per cm. for another glass 
tested in oil. This difference no doubt is due not entirely to the differ¬ 
ence between the two glasses, but also to the difference between the 
effect in oil and in air. 

The lowering of strength previously mentioned, caused by the heat¬ 
ing effects of the conduction current and of high frequencies, was 
observed only on test samples having very large electrode areas com¬ 
pared to the thickness, a condition favorable to heating both by conduc¬ 
tion and by dielectric loss. In practice, where insulators are used with 
high voltages, the condition is just the reverse. The frequencies are low 
in the case of power line insulators; and all insulators designed for 
high-frequency service are designed so as to have very low capacity and 
large thickness, so that ordinarily there is no danger from either 
conduction currents or dielectric losses. High-capacity insulators for 
very high frequencies should be avoided, or else the material should be 
carefully tested under conditions approximating service requirements, 
as heating under such conditions might easily lead to failure. 
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In the case of special service such as is encountered in high-voltage 
cathode discharge tubes, the impact of discharge on the insulation 
should be avoided by proper design of the tube or by shielding, as this 
action may be destructive. 

From a consideration of the information discussed, it appears that 
some glasses, so far as their dielectric properties are concerned, are well 
adapted to use in commercial insulators. There is no information on 
the effect of mechanical stress on dielectric strength; but it seems prob¬ 
able that the high dielectric strength of glass offers an ample factor 
of safety, provided the mechanical stresses do not approach the limit of 
resistance of the glass. 



Chapter XIX 

The Magnetic Properties of Glass 

The property of glass of interest in connection with magnetic 
phenomena is that which expresses the amount in which the material 
resists or opposes the magnetic flux. The total flux, <j>, in a magnetic 
circuit is directly proportional to the magneto-motive force, mmj, and 
inversely proportional to the reluctance, R; if> — mmffR, a relation 
which is analogous to Ohm’s law in electrical circuits. In practice the 
magnetic flux density, B = <^/area, is used in place of the total flux, 
and the magnetizing force per unit length, H = mmf/l in place of the 
magneto-motive force, which leads to the relation B= {H/R}{l/A), 
involving the shape factor l/A. In place of the reluctance in the above 
equation it is customary to use the permeability, fi, defined hy fx = B/H, 
which is a measure of the number of times that a material conducts or 
aids magnetic flux better than does air (or vacuum). When the 
permeability is greater than unity, the substance is said to be para¬ 
magnetic; when less than unity, diamagnetic. The specific property of 
the materials in a magnetic circuit may also be expressed in terms of 
the susceptibility, *, which is related to the permeability by the relation 
/i = 1 -f 4jtK. When a substance is placed in a magnetic field it becomes 
a magnet, and the ratio between the intensity of magnetization, which 
is a measure of the magnetic moment per unit volume, and the mag¬ 
netizing force, H, is the susceptibility. For a paramagnetic substance 
the susceptibility is positive, for a diamagnetic substance, negative. 

Experimental Results 

Our knowledge of the magnetic susceptibility of glass is due to the 
work of Koenigsberger ^ who included several glass samples among the 
numerous solids and liquids which he studied. The results obtained 
with ten optical glasses from Schott u. Gen. are assembled in Table XIX. 
1. In addition the following miscellaneous samples of unknown com¬ 
position were measured. Several microscope slides were diamagnetic, k 
ranging from — 0.40 to — 0.80 X 10*®, and some greenish cover slips 
were weakly paramagnetic, * = + 0.40 X 10'*. Cobalt glass was para¬ 
magnetic, K = + 2.15 X 10"®; “cathedral glass,’’ yellowish green in color, 
K = 23.3 X 10^. In some cases the susceptibility showed a small 

1 Koenigsberger, J., Ann. Phifttk Chem.,'W, 698 (1890). 
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change with the field strength as shown by some of the glasses of 
Table XIX. 1; but such an effect is not the rule. The paramagnetic 
cobalt and cathedral glasses showed practically no effect of field 
strength. In general it may l>e said that glasses free from Fe 203 and 

Table XIX. 1—Magnetic Susceptibility of Some Glasses 

Magnetic susceptibility, k, in units of 10® cgs, as function of magnetic field-strength, 

Hy in gausses 

Ajier Koenigsberger 


No., 

' H == 


// = ' 

No., 

' H ^ 

--- K - 

H = 

// =* ' 

Table III. 4 

1350 

1800 

2200 

Table III. 

4 1350 

1800 

2200 

2 

-0.90 

-0.90 

-0.90 

21 

-0.93 

-0.93 

-0.93 

* 

-0.85 

-0.865 

-0.885 

30 

-0.91 

-0.92 

-0.93 

4 

-0.93 

-0.93 

-0.93 

31 


-0.38 

-0.395 

15 

-0.59 

-0.60 

—0.607 

35 

-0.95 

-0.95 

-0.95 

19 

-0.78 

-0.78 

-0.78 

41 

-1.01 

-0.01 

-0.01 

* Silicate 

crown, 

02161, n,,, 1.5109; SiOo, 69.15; 

BsOa, 1.0; 

NaaO, 6.5; 

o 

c 

ZnO, 11.0; 


AS 2 O 3 , 0.3 i IVlnOg, 0.05. 

Mn 203 are weakly diamagnetic, as is quartz, but that addition of small 
amounts of these paramagnetic oxides causes the glass itself to become 
paramagnetic. 

Faraday Effect 

Faraday ^ found that when polarized light passes through glass in a 
magnetic field in the direction of the lines of magnetic force, the plane 
of polarization is rotated. The direction of rotation depends on whether 
the light is travelling through the glass in a AT-S or a S^N direction; 
the rotation is doubled if the light is reflected back through the glass. 
“Faraday’s glass,” which tarnished in the air so readily as to make it 
diflScuIt to prepare, good surfaces, was a borate flint. 

The angle of rotation, a, of the plane of polarization is given by 

a^cm 

in which I is the length of the path; JT, the field strength; and C, Verdet’s 
constant. 

The Faraday effect has been studied by many observers, some of 
whom have incidentally used glass. Brace ^ used prisms of “Faraday’s 
glass,” tij} = 1.72 and 1.76. Most of our knowledge of the Faraday 
effect in glass is due to duBoise,^ who measured Verdet’s constant for the 
Schott glasses studied by Rubens (p. 411). The results are given in 
Table XIX. 2. 

* Fftraday, M., Trow#. Roy. 8oe. (London), 120, 11, 1 (1S30). 

® Brace, W. B., Ann, Physik Chem,, 26, 576 (1885): Phil. Mag,, 1, 464 (1901). 

*duBoise, H., Ann, Phyeik Chern,, 51, 547 (1894). 



516 


THE PROPERTIES OF GLASS 


Table XIX. 2—^Verdet^s Constant, C, of Some Glasses 
After duBoise 


No., Table 

in. 4 

c 

12 

0.0190 

13 

0.0234 

27 

0.0220 

28 

0.0317 

40 

0.0442 

43 

0.0608 

45 

0.0888 

49 

0.0163 

74 

0.0161 


Kerr Effect 

By the ^'Kerr efifect^^ is meant the birefringence produced in an 
isotropic medium by an electric field. It is analogous to the Faraday 
effect, and was searched for without success by Faraday. 

The relation between observed birefringence, or measured path differ¬ 
ence d, and potential P, is given by 

d = (PVa^), 

in which I and d are length and diameter in cm., and B is the Kerr 
constant for the material. The quantity JS is a function of wave¬ 
length, and it more than doubled for one glass when A decreased from 
594 to 441 m/I, The ^^absolute^^ Kerr constant K = BX, is independent 
of wave-length. Using it, the above equation becomes An = K{P^/a^)y 
in which An is the birefringence, and the absolute Kerr constant may be 
defined as equal to the difference in the two refractive indices for 
unit potential difference. 

Tauem ® measured the Kerr effect in a number of Schott glasses 
with the results given in Table XIX. 3. All the glasses which gave 
measurable results contained lead oxide. A ^‘borosilicate glass contain¬ 
ing less PbO, 24%, and some alumina^^ (0164) gave a small but 
negative effect, P= —0,212X10"®; a “silicate glass with soda and 
zinc oxide” (03551) gave B = 0.207 X 10 ®; a “borosilicate glass, with 
potash, soda and zinc oxide” (3439) gave B = 0.233 X 10"®; and three 
glasses a “borosilicate, alkali-free, with barium oxide and zinc oxide” 
(2994), a “silicate glass with barium oxide, zinc oxide and potash” 
(0211), and a “borosilicate glass with potash and soda” (03832) showed 
no birefringence. 

With glass the Kerr effect is partly masked by electrostriction; if the 
dielectric constant is increased by pressure, the electric field will com¬ 
press the glass, producing a measurable change in volume, and resulting 
in a birefringence superimposed on the true Kerr effect. This effect was 

'Tauern, O. D., Ann. Phv»ik, 32, 1064 (1910). 
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observed by Quincke,® and was more accurately studied by Wiillner 
and Wien,^ who measured the change in volume produced in spherical 
and cylindrical condensers. The volume change found was less than 
that calculated from the elasticity coefficients of the glass; conversely, 
Young^s modulus calculated from electrostriction was about twice that 
obtained from acoustic measurements, or from compressibility measure¬ 
ments, assuming Poisson^s ratio to be 0.25. 

Tauern showed that optical path difference produced by electro¬ 
striction is given by 

d==l(P^/a^)(KC/Sir) 

in which K is dielectric constant, and C is the stress-optical coefficient. 
The quantity previously measured was the resultant of the mechanical 
birefringence and that due to the Kerr effect. The 'True^^ Kerr constant, 
B\ is greater than B by (KC/Stt), and the correction term was 
calculated by Tauern for a series of glasses similar to those for which C 
was measured by Pockels (p. 428). The results are given in the second 


Table XIX, 3 — Values of Kerr Constant, B; Corrected Kerr Constant, Bcott; and 
Absolute Kerr Constant, K, of Glasses 


After Tauern 


No., 

III. 4 

% PbO 

BX10« 


KXIO'13 

20 

27.5 

0.093 



28 

36.3 

0.354 



36 

43.8 

0.595 



42 

61.0 

0.952 



43 

65.5 

1.057 



44 

71.0 

1275 



19 

25.0 

- 0.12 

0 

0 

25 

30.6 

0.18 

0293 

1.73 

40 

50.5 

0.56 

0.669 

3.94 

46 

70 

0.901 

0.99 

5.83 

46 

80 

1.56 

1385 

8.1 


part of Table XIX. 3, in which B is the measured Kerr constant, J5' 
the constant corrected for electrostriction, and K the absolute Kerr 
constant. 

The results usually obtained in studies of the Kerr effect are 
undoubtedly complex in their causes, with the extraneous factors at 
least equal in magnitude to that sought. Guyer,® working in the physical 
laboratory of the Corning Glass Works, and using methods more delicate 
and freer from interfering complications than those previously employed, 
could find no indication of a Kerr effect in the borosilicate glasses 
investigated. 


•Quincke, Q., Ann. Phytik Chem., W, 181, 187 (1880). 
TWttUner, A., and Wien, M„ Ann. Physik, 9, 1217 (1902). 
• Ouyer, E. M., private communication. 



Chapter XX 

The Constitution of Glass 

Little is known about the constitution of glass, when by that term 
is meant the details of atomic and molecular arrangement and spacing, 
and whether or not the atoms or atomic groups are randomly distributed 
or grouped into assemblies corresponding to definite compounds. Such 
knowledge has long been available for gases, and in recent years has 
been obtained for crystals, especially silicate crystals, largely as the 
result of the researches of W. H. and W. L. Bragg.^ But there is no 
such information as to the structure of liquids and the constitution of 
solutions, primarily because no adequate theoretical foundation exists 
for building up such knowledge. 

The assumption that the constitution of a large number of liquids of 
a non-polar type, such as benzene, is that of a completely heterogeneous 
assemblage of simple molecules corresponding to their chemical formula 
is in harmony with their thermodynamic properties; but thermodynamics 
is not competent to prove or disprove the correctness of such assumptions. 
Liquids of a different type, such as water, require further assumptions 
to explain their properties. The density of water increasing to a 
maximum at 4° is readily explained with the aid of hypotheses regard¬ 
ing the constitution of water. It is generally admitted that the unusual 
property-temperature curves of water can be accounted for by the 
presence in water of three different molecular species. The observed 
curves can be represented mathematically by putting several variables 
into the equation; but that the equation so obtained agrees fairly well 
with the experimental facts is not proof that the assumptions as to 
molecular species made in introducing the several variables are correct. 

At present the whole theory of molecular association in pure liquids 
is in an unsettled condition. Older concepts, such as that relating 
molecular association with the variation in free surface energy, as 
embodied in the rule of Eotvos, Ramsay, and Shields, have been dis¬ 
credited, but as yet the newer methods of quantum mechanics have 
not provided a concept of the molecular arrangements in liquids of the 
“associated’^ type. The problem is under consideration by several 
investigators, and the suggestive paper of Bernal and Fowler,® as well 
as numerous studies of water by modem methods, indicates that a pure 

W. H. and W. L., 'The Orystalime State," Bell, London, 198d. 

* Burma, J. D., and Fowler, R. H., /. Chem, Ph^$„ 1, 515 (1«33). 
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liquid has a “structure,” a statistical preponderance of typical atomic 
distributions and spacings, with the environment of any one atom 
changing constantly. 

Meager as is the present knowledge of the constitution of pure 
liquids, still more meager is the knowledge as to solutions. It was 
observed early by Raoult that in the case of certain liquids, which we 
now call polar, the change in thermodynamic properties with composition 
followed a simple law, which was not even approximately followed by 
other solutions, especially salts in water. Then van^t Hoff and Arrhenius 
introduced the dissociation theory according to which the solutions 
which do not obey Raoult^s law are made to appear to obey it by 
multiplying the salt concentration by a factor called “the degree of 
dissociation,” derived from speculations on the constitution of the 
solutions. This fruitful hypothesis has been the inspiration of much 
experimental work and has served to correlate a multitude of experi¬ 
mental facts; but in its quantitative application it has not been so 
happy. The simple dilution law of Ostwald is applicable only with 
solutions too dilute to be of general interest, and none of the many 
modifications of it has succeeded in explaining the properties of real 
solutions. An adequate theory of concentrated solutions is still lacking. 
We cannot speak with assurance on the constitution of an aqueous 
solution of common salt, and since some glasses are highly concentrated 
solutions, it is not surprising that the clue to their constitution has not 
been found. Indeed, it is not unreasonable to hope that the clue to 
the whole problem of the constitution of concentrated solutions may 
come from glasses, as these convenient solutions can be studied over a 
wide range of temperatures, from the region in which they become 
saturated or supersaturated with respect to one, two or more different 
phases. At present the knowledge of the variation of certain physical 
properties with composition in glass-forming systems is more extensive 
and complete than in any other type of solution. 

The physical properties of glass which have been studied over a 
temperature range exceeding 1000° C. may be discussed in three 
categories, which may be termed the high-temperature region above 
the annealing range, the annealing range itself, and the temperature 
region below the annealing range, especially at ordinary temperature. 

Properties at High Temperatures. 

The properties to be considered at high temperatures are of two 
kinds, namely, physical properties of liquids as functions of temperature 
and composition, and devitrification, which puts an end to the existence 
of liquid, and ruins the glass. The temperature at which there is 
equilibrium between the first trace of a crystalline phase and the liquid, 
known as the liquidus temperature, is the most important constant in 
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connection with the devitrification of glass. Not only does the liquidus 
temperature change with composition, but also the identity of the first 
crystalline phase to separate changes, and the entire composition diagram 
may be subdivided into fields, each of which is characterized by a differ¬ 
ent primary phase. The phase-equilibrium diagrams for several glass¬ 
forming systems have been considered in Chapter II, but the chief 
feature of interest at present is the fact that such diagrams show that 
the compounds which separate as primary phases in the ordinary glass¬ 
forming systems are characterized either by decomposing before their 
melting points are reached, or by flat melting point curves. 

In the hypothetical case in which a compound melts without dissocia¬ 
tion, that is, melts to a liquid containing no representatives of 
any molecular species other than those which give rise to the crystalline 
compound, addition of either of the components of the compound will 
result in a sharp lowering of the melting point, and the two freezing 
point curves will intersect at an angle at the composition of the com¬ 
pound. Since there is no dissociation, addition of either component 
will introduce a new molecular species into the liquid, and the resulting 
freezing point depression will be the same as if some other substance, 
not a constituent of the compound, had been added. If, on the other 
hand, dissociation takes place, there will be in the liquid formed by 
melting the pure compound representatives of the same molecular species 
as are obtained on adding excess of either component, and the melting 
point curve will be flat and will have a horizontal tangent at the com¬ 
position of the compound. Silicates as a whole, and especially all the 
alkali and alkaline earth silicates with fields near the composition of 
common glass, are characterized either by incongruent melting points, 
or by unusually flat melting point curves, both indicative of much 
dissociation, and it follows that in glass there exists but a small pro¬ 
portion of these compounds. The compound which freezes out on 
cooling is not necessarily that which is present in greatest amount in the 
liquid. It is a question of solubility, and that compound whose solu¬ 
bility limit is first reached will be the first to crystallize. In the liquid 
there will be an equilibrium between the various molecular species, 
and when one of these is removed by precipitation, reactions will take 
place with formation of that compound whose concentration has been 
diminished by its freezing out. 

In discussing the problem of the constitution of glass, it is natural 
to use such expressions as have been used above, ‘‘compounds in the 
liquid,“molecular species^^; but it is not easy to attach any definite 
meaning to i^uch expressions. Probably no one would urge that 
all the components of a molten glass are present as oxides in mutual 
“perfect” solution. There imdoubtedly is a large amount of combination 
of these oxides into molecular groupings or compounds, but these 
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groupings probably are not static, but dynamic. ^^Combination” between 
the various atoms and atomic groupings results from a more or less 
complete interlocking of the various fields of force. The haphazard 
atomic arrangement of a liquid makes improbable the complete satura¬ 
tion of the fields of force in any one-to-one atomic grouping, but indi¬ 
cates rather a sharing of the atomic binding forces over several adjacent 
atoms. Such diffuse linkages may give rise to representatives of every 
possible atomic arrangement, and will show a preponderance of those 
atomic associations which most completely satisfy the potential require¬ 
ments; but it is doubtful if any more definite picture of compound 
formation is justifiable. 

It is not helpful to speak of “solvation.” That merely brings in a 
new technical term whose meaning in this connection is hazy and 
indefinite. Solvation consists in the association of molecules or ions 
of the solution with molecules of the solvent. It is idle to distinguish 
any one component of a glassy melt as solvent. The word has a meaning 
only when one constituent is present in preponderant excess, as in a 
solution of KNO3 in H2O at ordinary temperatures. But when that 
solution is considered near the melting point of KNO3, where the liquid 
contains only a small proportion of H 2 O, the distinction between solvent 
and solute has disappeared, as has also any artificial distinction between 
the process of solution and fusion. Solvation is a descriptive term sug¬ 
gestive of a loose type of chemical combination. But the only type of 
combination we can logically assume in a complex liquid whose com¬ 
ponents form dissociating compounds is loose and dynamic, a statistical 
preponderance of certain molecular types. The proportions of the various 
possible types will change with temperature and in a continuous manner, 
but we are unable to identify these types, or to differentiate the various 
ways of regarding them. Solvation, molecular aggregation and molecular 
equilibrium are merely expressions indicating that something of an 
unknown nature is going on in the solution. 

The most probable condition at high temperature of a silicate 
mixture such as glass may be that of a solution containing representa¬ 
tives of all possible “molecular species,” in proportions dependent upon 
composition and temperature, and changing with decreasing temperature 
in the direction of increasing proportion of the more complex molecular 
species. The high melting points of orthosilicate compounds and their 
stability at high temperatures makes it probable that they constitute a 
large proportion of the molecular species even in trisilicate glasses; and 
the extensive dissociation of the more complex silicates such as Na 20 
* 3CaO * 6Si02 makes it probable that they exist in much smaller amount 
than corresponds to stoichiometrical proportions. Even the existence 
in the liquid of molecules such as Na 20 • 3CaO • fiSiOa is entirely hypo- 
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thetical. That such a compound exists in the crystalline state is 
undoubted; but a crystal is a definite three-dimensional structural 
identity, and to identify the unknown molecular aggregation which on 
crystallizing becomes that compound, if any such aggregation exists, as 
having the composition of the crystalline compound is an extrapolation 
of our knowledge which, however plausible, is unwarranted. The 
existence of certain compounds as the stable products of crystallization 
of a liquid is no evidence that they exist as such in the liquid, and no 
knowledge we have at present permits the identification of any com¬ 
pounds existing in the liquid state. 

Attempts to ascertain the presence of compounds in glass usually 
take the form of finding departures from a linear relation between the 
composition and some property of the glass. This procedure is based 
on the hypothesis that the properties in question (specific volume, 
refractivity, surface tension, viscosity) are linear functions of com¬ 
position when no combination takes place between the components, and 
that when such combination does take place, the properties become linear 
functions not of the components themselves but of the compounds 
formed between them. Such an assumption was discarded® long ago 
as untenable for those aqueous solutions which have been most widely 
studied. Nevertheless, it has been resurrected again and again, some¬ 
times for one property of solutions, sometimes for another. For example, 
Tammann,^ from the extensive studies which have been made of the 
properties of H 2 O-SO 3 mixtures, concluded that the viscosity is the 
only property which indicates in the liquid the presence of compounds 
known from the freezing point curves. In a later study ® of all available 
data from other systems, he found eight cases in which compounds were 
indicated by maxima on both the viscosity and the freezing point curves; 
two cases in which one compound was indicated by viscosity data, 
although other compounds in the same system were not indicated; eleven 
cases in which the maximum was at a different composition from that 
of the compound; seventeen cases in which there was a maximum in 
the viscosity curve, but no compound; six cases in which the viscosity 
curve had no maximum, but was above the line joining the viscosity of 
the two components, and a compound was shown by the freezing point 
curve; three cases in which the continuous viscosity curve was below 
the line joining the viscosities of the two components, and a compound 

*See the controversy arising out of Mendel^eff’e ^Hheory of solutions,” based on the inference 
of the existence of water-soluble compounds from the density curve of the binary mixtures. 
Mendd^efF, D., /. Ch^. 8oc., 51. 778 (1887)! Pickering, 8. U., ibid^ 57, M, 881 (1890)? PhU, Mag, 
(S), 29, 427 (1890); “Watt’s Dictionary of Chemistry,” article on “Solutions,” ii (1804) ; Cromptcm, 
H., /. Chem, Boe., 53, 116 (1888); Arrhenius, S., PhU, Mag, (5), 28, 80 (1889); Hayes, E. H., ibid, 
(5), 32, 99 (1891); Mcker, A. W., ibid (6), 32, 804 (1891); Lupton, S.. ibid, (5), 31, 418 (1891). 

* T ammann, O., Z, anorg, allgem, Chem,^ 161, 863 (1927), 

'Tammann, G., and Pillsbury, M. E., Z, anorg, allgem, Chem,, 172, 248 (1928). 
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was' known; and seven cases in which there was a maximum on the 
viscosity curve, but the melting point curve showed only a eutectic. 
Later he® found a case (CaO • Si 02 ) in which there was a minimum on 
the viscosity curve at the composition of the compound, but that has 
since been disproved J Evidently the viscosity is a frail reed on which to 
base an argument on the existence of compounds in a liquid phase. 

In spite of the accumulation of an enormous amount of data, we have 
not yet any intimation of an hypothesis which will enable us to predict 
the heterogeneous equilibrium from the properties of a homogeneous 
equilibrium. To be sure, by applying laws of so-called ideal solutions 
to exceptional binary mixtures, the freezing point curves of the two 
components can be calculated to a reasonable degree of approximation, 
and from their intersection the eutectic composition and temperature 
can be obtained. But in the great majority of cases, without exception in 
all cases resembling silicate mixtures, such a calculation is not approxi¬ 
mately fulfilled. In no case have we any intimation as to why a com¬ 
pound is formed. From no theoretical knowledge available today could 
one predict that a compound of the composition K2O * 4 Si 02 would be 
present in the system K20-Si02, and no similar compound in the system 
Na20-Si02; or that lithium disilicate would have an incongruent melting 
points, although sodium and potassium disilicates have congruent melting 
points. The prediction of the heterogeneous equilibrium from the prop¬ 
erties of the components of the homogeneous equilibrium, a fundamental 
objective of theoretical chemistry, is far from our capabilities at the 
present time, and there is no known relationship between the properties 
of a solution and of the substances which form from it on completion 
of the process of crystallization. 

The lack of correlation between the properties of the liquid at high 
temperature and the phase equilibrium diagram is well illustrated by 
Figs. V. 3 , 4 , and 5 , in which are represented the lines of equal viscosity 
in the system Na20-Ca0-Si02 at various temperatures, as determined by 
Washburn, Shelton, and Libman,® together with the boundaries of the 
liquid ® at the same temperature. Within the restricted area formed by 
the liquid boundaries, the liquid alone is stable; outside this region the 
melt at equilibrium should consist of crystals and liquid. Similarly, Fig. 
VII. 5 shows the change of surface tension with composition, and 
here again it is evident that the reactions which should take place, but 
do not, are without effect on the viscosity. 

The vaporization of alkali from an alkali oxide-silica glass has 

<TBmm«nxi, O., JZ. anorg, allgem, Chem., 199, 117 (1931). 

^HeidtknmPt Q., and Endell, K„ Glastech, Ber„ 14, 89 (1936). 

* Washburn, E. W., Shelton, Q. R., and Libman, E. E., Univ, III. Eng. Expt. 8ta. Bull., 140, 
( 1021 ). 

* Morey, Q. W., and Bowen, N. L., /. 8oc. Gltus Tech., 9, 226 (1925). 
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been considered to give evidence of the existence of compounds in 
glass. The evidence was discussed by Moreywho concluded: 

“It is evident that the conclusions quoted are not justified by the 
experimental results on which they are founded, but even more can be 
said. Although we cannot make the categorical statement that in a 
system such as this there can be no discontinuities in such properties as 
the specific volume or the viscosity, we can be assured that the vapor 
pressure of any component from such a continuous series of liquids 
cannot be discontinuous, but must be a continuous function of the com- 
position.'^ Preston and Turner objected to Morey^s conclusions, and 
their objections were considered and rejected by Morey 


Properties at Annealing Temperatures 

The various theories of the constitution of glass based on studies in 
and near the “annealing range’’ represent an entirely different point of 
view from those at either higher or lower temperatures, and many of 
them suggest fundamental changes in our views as to the nature of glass. 
They are based on a large number of observations by many experimenters 
indicating that when the change of physical properties with temperature 
is measured in the annealing range, a more or less well marked dis¬ 
continuity becomes apparent. 

The first observation of this type was that of Day and Allen,^^ “On 
every occasion when borax glass was heated rapidly, either powdered or 
in the solid block, a slight but persistent absorption of heat appeared in 
the same region (490° to 600°) and continued over some 20°, after 
which the original rate of heating returned.” A similar effect was found 
by So,^® and later studied extensively by Tool and his colleagues at 
the Bureau of Standards. Other studies at the Bureau established 
the fact that the thermal dilatation of glass showed an abnormal increase 
at the same temperature, and that the properties of glass were altered 
by variations in the heat treatment in the same temperature region. 
Schonborn^® found that the change with temperature of the electrical 


^I. Alkali-lead oxide-silica glass. Preston, E., and Turner, W. E. S., /. Soe, Glass Tech., 16, 
21Q 0932); II. Sodium silicate-silica glasses. Preston and Turner, ibid., 16, Ml (1982); 
m. Potassium oxide-silica glasses. Preston and Turner, ibid., 17, 122 (1933). 

“ Morey, G, W., J. Am.. Ceram. 8oc., 17, 315 (1934). 

“Preston, E., and Turner, W. E. S., /. Am. Ceram. Soc., 18, 170 (1935). 

“Morey, G. W., J. Am. Ceram. Soc., 18, 173 (1935). 

“Day, A. L„ and Allen, E. T., Carnegie Inst. Wash. Pub., 31, 34 (1905). 

“So, M., Proc. Tokyo Math. Phys. Soc., 9, 426 (1918). 

“Tool, A. Q., and Eichlin, C. G., /. Optical Soe. Am., 4, 340 (1920); Tool, A. Q., and Valasek, J., 
Bw. Standards Sci. Papers, 358 (1920); Tool, A. Q., and Eichlin, C. G., J. Am. Ceram, Soc., 14, 


“Peters, C. G., and Cragoe, C. H., /. Optical Soe. Am., 4, 105 (1920). 

“Petae, C. G., Bur. Standards Sci. Papers, 521, (1926); Tilton, L. W., Finn, A. N.. and 
Tod, A. Q., Bur. Standards Sci. Papers, 572 (1928); Tool, A. Q., Lloyd, D. B., and Merritt, O, E., 
Bur. Standards J. Research, 5, 627 (1930). 


“SchSnbom, H., Sprechsaal, 61, 99 (1928). 
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resistance of glass could be represented by two straight lines of the form 

log W = (A/T) + B, 

with an intersection at about the upper limit of the ^^critical range/^ as 
determined by expansivity measurements. Similar results were obtained 
by Fulda.^^ These and similar studies are mentioned in the appropriate 
chapters. 

One of the first explanations of these observations was that of Lebe- 
deff,^^ according to whose hypothesis, glass was supposed to contain 
very minute quartz crystals, which probably contained other substances 
in solid solution, and the function of annealing appeared to be not so 
much the removal of stress as the attaining of complete polymorphic 
equilibrium.” Such an hypothesis is, of course, theoretically imtenable, 
since it assumes carrying over into the liquid state a phase change 
characteristic of one of the crystalline species of silica, and it is 
experimentally confuted by the fact that the same type of discon¬ 
tinuity is found not only with silicate glasses, but also with phosphate, 
borate and organic glasses.^- Indeed, it probably is a characteristic of 
all liquids which have reached a viscosity of 10^^ poises or greater. 

The evidence of several observers, tending to establish a discontinuity 
in the change of properties of glass with temperature, has been sum¬ 
marized and discussed by Berger, whose interpretation of the experi¬ 
mental data is different from that here adopted. Berger stated: ^^But 
in a small temperature range, or more exactly, at a temperature point, 
the temperature coefficients of the properties become discontinuous. . . . 
It is noteworthy that in the case of noncrystalline freezing, all property 
curves break at the transformation point Tg, the temperature coefficients 
undergoing sudden changes at this point. . . . The transformation point 
represents the boundary temperature between viscous and brittle glass, 
at which boundary the property-temperature coefficients more or less 
suddenly change.” Simon had a similar interpretation, differing mainly 
in phraseology. He considered that above the transition temperature 
the material is an undercooled liquid in internal thermodynamic equi¬ 
librium; below the transition, a glass, not in internal thermodynamic 
equilibrium. To a certain extent, this is correct; the attainment of inner 
thermodynamic equilbrium becomes increasingly time-consuming as 
viscosity increases, and the lack of equilibrium characterizes glass in an 
''unstabilized” condition. But Simon, as well as Berger, accepted 
erroneously the reality and uniqueness of the "transition temperature.” 

«»Fulda, M., Spreehmal, 60, 769, 789. 810, 831, 853 (1927). 

Lebedeff,*A. A., Trans. Optical Inst. Petroorad, 2, No. 10 (1921): /. Soc. Glass Tech., Abs., 6, 
no (1922). 

2»SainRocn, M., Compt. rend., 182, 517 (1926); /. Soc. Glass Tech., Abs., 10, 168 (1926). 

Berger, E., J. Am. Ceram. Soc., 15, 647 (1932). In this paper are given references to earlier 
papers by Berger, and numerous other reference®. 

** Simon, F., Z. anorg. allgem. Chem., 203, 219 (1931). 
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The hypothesis of a transition temperature in glass, above which 
it is a liquid, below which a solid or a fourth state of matter, has from 
the beginning been unacceptable to many persons. Tool and Hill,^® in a 
paper contributed to a Symposium on the Constitution of Glass held 
by the Society of Glass Technology in 1925, summarized their views as 
follows: . under proper cooling conditions, certain processes or 

reactions practically reversible without drastic treatment and involving 
some or all of the constituent molecules of a glass shall advance in such 
a way that other possible and disturbing processes often associated with 
cooling and with treatments at temperatures above the annealing range 
are prevented. A consideration of the above conclusions indicates that 
. . . the condition of a glass ... at ordinary temperatures may be con¬ 
sidered as under-cooled not alone with regard to the process of crystalliza¬ 
tion, usually known as the true solidification, but also with respect to the 
completion of many processes normal to the vitreous condition. ... It 
has been shown that some of these at least advance and retrogress as 
the heat treatment is changed and that as a consequence certain proper¬ 
ties are modified by altering the effective heat treatment. . . . The 
character of the processes and the rate at which they advance will 
change as the glass cools, and when it is held at any given temperature, 
this rate should decrease with time until a state of practical equilibrium 
becomes established after a period the length of which depends on the 
temperature. In those ranges in which glass is easily deformable, this 
period should be relatively short and in the upper part of the annealing 
range will not exceed an hour, perhaps, but not far below the lower 
part it may approach a duration of months.Tool and Hill evidently 
considered that the processes which take place in the annealing range 
are continuous. Similar views were expressed by Morey and Bowen 
in a contribution to the same Symposium. Koerner and Salmang^^ 
showed by dilatometric measurements that the position of the transition 
temperature is dependent on the heating rate, and considered it solely 
an undercooling or overheating phenomenon. Annealed glass flows 
below the transformation temperature. 

Further researches have confirmed the view of the continuity of the 
changes which take place in glass in the annealing range, and even 
down to lower temperatures. The discussion by Littleton established 
this in an adequate manner. The evidence of a “change in state’' 
obtained from measurements of thermal expansion, viscosity and elec¬ 
trical conductivity was critically discussed with the aid of new measure¬ 
ments of electrical conductivity and viscosity; and the conclusion was 

“Tool, A. Q., and Hill, E. E., /. Soc. Glass Tech,, % 185 (1825). . 

“Morey, G. W., and Bowen, N. L., /. Boc. Glass Tech,, 9, 228, 280^ (1025). 

“Kocmer, O,, and Salmang, H., Z. anorg. allgem. Chem,, 199, 285 (1031). 

“Littleton, J. T., Jnd, Sng, Chem., 25, 748 (1083), . 
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reached that ^^there are no critical temperatures in the properties of 
glasses. There is a change of some sort, possibly in degree of dissocia¬ 
tion or a molecular aggregation which occurs at all temperatures until 
a stabilization has taken place.” In other words, the properties of glass 
change with temperature, at a rate which is dependent on the temperature. 
At higher temperatures this change takes place rapidly, so that the 
properties as measured represent the equilibrium values of those proper¬ 
ties at the temperature in question. As the temperature is lowered, the 
rate at which these equilibrium values are reached diminishes, until well 
below the annealing range it is necessary to hold the glass an impracti¬ 
cable length of time for it to become stabilized in the equilibrium con¬ 
dition. But that even far below the annealing range continuous change 
does take place has been shown by several observers. Morey and Mer- 
win found that the attainment of an equilibrium or maximum density 
required an increasingly long time as the temperature was lowered 
below the annealing range, but that when the heat treatment was pro¬ 
longed for several months, the glasses did change in densi|y, reaching a 
value higher than the maximum which would have been reached at the 
ordinary annealing temperature. Lillie showed that in the lower por¬ 
tion of the annealing range several days are required to reach the 
equilibrium viscosity, which may be approached from either lower or 
higher temperatures. At temperatures at which the equilibrium value 
of the viscosity was 3.38 X 10^® poises, the viscosity in three days 
had increased from an initial value of 0.2 X 10^^ to 2.6 X 10^®, indi¬ 
cating that a considerably longer time would have been required for 
the glass to reach a state of equilibrium in regard to viscosity. Morey 
and Warren®^ studied the rate of annealing of Pyrex chemical resis¬ 
tant glass at a temperature at which its viscosity was of the order 
of 10^® poises. The rate of loss of strain at first decreased and did not 
become constant until after six weeks, after which it remained practically 
constant for 22 months. The later results of Lillie make it probable 
that even in two years the glass had not become completely stabilized. 

Littleton and Wetmore®® made a careful study of the rate of 
stabilization of glass and the change in electrical conductivity as stabili¬ 
zation proceeds, which is considered in detail on page 462. This study 
confirmed the conclusion that the curve of conductivity against tem¬ 
perature shows no break with stabilized glasses. 

. The conclusion seems inescapable that there is no discontinuity of 
properties in the annealing range, or even well below that range, pro¬ 
vided the measurements are made on glasses which have been held 

•• Morey, G. W., and Merwin, H. E., /. Optical 8oc, Am,, 22, 682 (1932). 

••LUUe, H. R., /. Am. Ceram. Soc., 16, 619 (1938). 

^ Morey, O. W., and Warren, B. E., Ind. Eng. Chem., 27, 966 (1935). 

“ Lillie, H. R., /. Am. Ceram. Soc., 19, 45 (1936). 

Littleton, J. T., and Wetmore, W. L., J. Am. Ceram. Soc., 19, 243 (1936). 
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at constant temperature long enough for the equilibrium values to be 
attained. There is no justification for assigning any particular tem¬ 
perature as the boundary line between * Viscous'^ and brittle’^ glass, 
or a boundary between the “undercooled liquid” and the “amorphous 
solid” condition. It should be emphasized that discontinuities found 
from measurements made with continuously changing temperature on 
properties which not only change with temperature, but also require 
considerable time to reach an equilibrium value, cannot be admitted 
as evidence of a real change in the condition of the glass. Nor is it to 
be expected that slight changes in the rate of heating will greatly 
modify such discontinuities. The fact that a discontinuity is observed 
at all with continuous heating indicates that a stored-up lag in the glass 
is suddenly released, and slight modifications in the heating rate can 
but slightly modify the temperature at which the release takes place. 
The fact that such slight changes in the heating rate in the region of 
high viscosity only slightly modify the temperature of such apparent 
discontinuities is not evidence of their reality. When it is considered 
that in the lower portion of the annealing range weeks or months are 
required to “stabilize” the glass, it is evident that measurements made 
with changing temperature are not pertinent to the question, and 
experimenters are urged to make their measurements on glasses in an 
equilibrium condition, and to show that such a condition has been 
reached, as was done by Lillie. 

All the hitherto puzzling effects obtained with glass in the annealing 
range may be explained completely on the assumption that the condition 
of the glass changes continuously with temperature, in the direction of 
an increasing density and a decreasing inter-atomic distance as the tem¬ 
perature is lowered, and that the rate at which the equilibrium or 
stabilized condition is reached decreases rapidly with decreasing tem¬ 
perature, so that an increasingly long time is required for stabilization 
as the temperature is lowered. When the glass is cooled without con¬ 
tinuous stabilization, a condition becomes frozen-in which is character¬ 
istic of some temperatures passed through on cooling. This change 
probably is one consisting only in diminishing the interatomic distances, 
and not in the major atomic movements necessary to form new atomic 
arrangements. 

When the glass is heated, it changes in properties both as the result 
of change in the temperature alone, and as a result of its departure 
from the equilibrium condition. When the temperature is raised quickly 
enough, the n^ovement toward stabilization may overshadow the effect 
of temperature alone, and thus produce an apparent discontinuity, the 
temperature of which will depend on the previous thermal history and 
the rate of heating. The process in no way resembles the transition 
from one crystalline form to another, and no discontinuity appears when 
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the heating is slow enough for the properties of the glass to reach con¬ 
stant values at each temperature. 

The importance of the transition to the crystalline condition should 
not be overlooked in this discussion. It has been often implied, and 
sometimes stated, that below the transition temperature the glass is 
solid, molecular movement is impossible, and devitrification cannot 
take place. Berger even affirmed that the crystalline phase becomes 
unstable with respect to the glass at a temperature well below the 
transition temperature. No evidence is given for this extraordinary 
view; nevertheless Zwicky^^ has assumed its truth in a discussion of 
the crystalline state. As a matter of fact, most glasses can be crystallized 
without diflBculty below the transition temperature. Several examples 
were mentioned incidentally by Morey and Merwin.^® Morey has 
crystallized Na20 • Si02 glass by long heating at 200Some glasses, 
such as those made by rapid cooling of Sb 203 or selenium, are said to 
crystallize spontaneously at room temperature, even though they are 
hard and very brittle glasses. Wietzel,®® testing the ^'third law^' of 
thermodynamics for fused and crystalline silica, concluded that the 
entropy of the fused was greater than that of the crystalline silica at 
liquid hydrogen temperatures. Gibson and Giauque found that the 
entropy of glycerin in the condition of an undercooled liquid exceeded 
that in the crystalline condition by 5.6 cal. per degree per mole at 70® K. 
There is no evidence in support of the improbable hypothesis that at 
lower temperatures the glassy form becomes more stable than the 
crystalline, and abundant evidence exists, and can readily be confirmed, 
that devitrification may take place far below the so-called transition 
temperature. 

Properties at Ordinary Temperatures 

Two methods have been applied to the elucidation of the constitution 
of glass at ordinary temperatures. In any such study it must be remem¬ 
bered that the glass represents a rigid material which has cooled with 
continuously increasing viscosity from above its crystallizing tempera¬ 
ture, first through a region in which its properties quickly take on the 
values characteristic of equilibrium, then through a region in which an 
increasingly long time is required for the equilibrium to be reached, so 
that, even though the glass may have been “annealed,” its properties 
at ordinary temperatures represent the frozen-in equilibrium correspond¬ 
ing to some, usually unknown, higher temperature. If glasses are to be 
compared, they should be in some comparable state, but what that 
state should be is unknown. It has been shown by many authors that 

a* Zwicky, F., Proc, Nat, Acad. Set. U. 8., 17, 524 (1981). 

wWietJsel, R., Z. anorg, allgem. Chem., 116, 71 (1921). 

a® Gibson, G. E., and Giauqua, W. F., /. Am. Chem. Soc„ 45, 93 (1923). 
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the properties of the cooled glasses are dependent on their thermal his¬ 
tory, and it is not suflScient merely to anneal to remove mechanical 
strain. Such strain does exist in glass quickly cooled, but as Adams 
has shown, it alone can have no effect on the density, and presumably 
not on such other properties as the refractive index or the electrical 
conductivity. The real differences found are the result of differences 
in heat treatment, and many of the differences between the results of 
recent observers are to be ascribed to differences in the heat treatments 
adopted by them. We have no reason for saying that any one of these 
treatments is erroneous, or that any other is the correct one. Such 
positive statements must wait until we know what are the fundamental 
reasons for the effects observed, and then what is the comparable condi¬ 
tion at which we should aim. 

Many experimenters have considered that the presence of com¬ 
pounds in glass at ordinary temperatures could be shown by discon¬ 
tinuities in the property-composition curves. Specific volume is the 
favorite property for the support of these speculations, with refractive 
index of specific refractivity the second choice. The validity of the 
fundamental assumption underlying this treatment has already been 
discussed; and whether or not the conclusions reached appear valid, it 
must be admitted that, for deviation from linear relationship between 
composition and property to be proof of compound formation, it is 
necessary that the experimental results be adequate both in number 
and precision, and that their representation by the broken curves of 
the compound theory be markedly superior to any other mode of repre¬ 
sentation. It is safe to say that as the number and precision of the 
measurements have been increased, their representation by broken curves, 
as opposed to continuous curves, has become increasingly improbable. 
For example, consider the specific volume of the Na20-Si02 and the 
Na20-Ca0-Si02 glasses. The earlier measurements were made on glasses 
which had not been analyzed, which were of uncertain composition, and 
had not been heat-treated or annealed. In some cases measurements 
were made on fire-polished surfaces. Deductions drawn from these 
earlier measurements may be dismissed from consideration. Later 
Turner,®® making use of the density measurements of Peddle,®® expressed 
the specific volume by two straight lines intersecting at the composition 
of Na20 • 2Si02. The measurements were made on glasses which were 
not analyzed, but the compositions were calculated from the proportions 
of the ingredients melted. Winks and Turner^® made more accurate 
measurements on a more extensive series of analyzed glasses, and found 

^ Adams, L. H., /. Franklin Inst., 216, 89 (1983). 

w Turner, W. B. S., /. 8oc. Glass Taeh., 9, 147 (1925). 

» Peddle, C. J., /. 8oc, Glass Tech., 4, 1 (1920). 

^ Winke, F., and Turner, W. E. S., /. Soc. Glass Tech., 15» 185 (1981). 
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that the results were better expressed by a continuous curve. Glaze, 
Young, and Finn^^ made accurate measurements on glasses of known 
composition in the binary system Na 20 -Si 02 and also in the ternary 
system Na 20 -Ca 0 -Si 02 , and they concluded that in the binary glasses 
the results were better expressed by four straight lines, implying the 
assumption of three silicate compounds, 2 Na 20 * 3Si02, Na 20 • 2 Si 02 , 
and Na 20 • 3Si02, of which 2 Na 20 * 3Si02 and Na 20 * 3Si02 are entirely 
hypothetical. It is evident from an inspection of their curves that 
this interpretation is not a necessary one, and re-plotting their results 
confirms this conclusion.^^ They abandoned the hypothesis of com¬ 
pound formation in presenting their results for the ternary system 
Na20-Ca0-Si02* 

The most extensive group of results on this system is that of Morey 
and Merwin,^® who measured glasses well distributed over the entire 
ternary system from mixtures intermediate between the orthosilicate and 
the metasilicate ratios to Si02. Their results for density and refractive 
index and the conclusions drawn therefrom are given in Chapters X and 
XVI. They also calculated the specific refractivity of all their glasses 
by four different formulas (Fig. XVI. 4), and concluded that specific 
refractivity is roughly additive, and the departures from the additive 
relationship are not such as would be expected from any specific effect 
of compound formation. 

The results of the many observers on the physical properties of 
glass at ordinary temperatures indicate that no justification exists for 
an assertion that definite compounds exist in, and determine the proper¬ 
ties of, glass.^^ 

A second method which has been applied to the study of the con¬ 
stitution of glass at low temperatures is that of x-rays. Wyckoff and 
Morey obtained x-ray diffraction patterns from a number of glasses 
in the ternary system Na 20 -Ca 0 -Si 02 , and also the patterns of crystalline 
compounds in the same system,and established the fact that the type 
of pattern obtained depended on the composition of the glass. In some 
cases the broad band patterns typical of liquids were obtained, although 
with other compositions the narrower bands were as sharp as those 
obtained from crystals of colloidal dimensions. In glasses high in Si02 
these bands corresponded only roughly to the strong band from cristo- 
balite crystals. Attempts to prove correspondence between the glass 
pattern and that of the crystalline compound which should separate, 
failed. For example, Na 20 • 2CaO • 3Si02 is a definite compound whose 

^ Olajse, F. W., Young, J. C., and Finn, A. N., Bur. Standards /. Research, 9, 799 (1932). 

Preiton, E., and Turner, W. E. S., /. Am. Ceram. Soe., 17, 26 (1984). 

^ Preston, E., and Turner. W. E. S., /. Soc. Glass Tech., 20, 144 (1936). Preston, E, and 
Seddon, E.. ibid., 21, 128 (1937). Heidtkamp, G., and Endell, K., ibid., 21, 263 (1937). 

**Wyokoif, R. W. G., and Morey, G. W., /. Soc. Glass Tech., 9, 265 (1925). 

"Wyclcofif, R. W. G., and Morey, G. W„ Am. /. Sci., 12, 419 (1926). 
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structure has been determined approximately, and a glass of this com¬ 
position gives a diffuse line pattern. When the glass was crystallized 
slowly, the diffuse lines did not sharpen into the lines characteristic of 
the crystal, but instead a new pattern developed, and the patterns due to 
the glass and to the crystal were not the same.**® That the glass was 
crystallizing could be seen with the eye before it could be detected on 
the x-ray plate. 

Parmelee, Clark, and Badger concluded that the diffuse ring type 
of pattern indicates incipient crystal formation. Clark and Amberg^® 
concluded that the Si 02 molecule is the unit of structure in Si 02 glass, 
the molecules being arranged end to end in long chains, the chains 
grouped into bundles. Some details of their experimental work have not 
been confirmed. Randall, Rooksby, and Cooper obtained essentially 
the same results as previous workers, but they drew far-reaching con¬ 
clusions from them. From the limited resemblance of the patterns of 
amorphous precipitated silica and of silica glass to that of high cristo- 
balite, they said: ^Tt follows, then, that there is little structural dif¬ 
ference between these two forms of silica. In this sense the workers 
who hold to the ^amorphous^ theory of glasses are correct. The essential 
point is that the term ^amorphous^ has no meaning. The difference 
between the crystalline state, on the one hand, and the ‘vitreous^ and 
^amorphous^ on the other is one of degree, not of kind.^^ In the dis¬ 
cussion®® Randall stated: ^Tn ordinary vitreous silica he thought it 
quite reasonable to say there must be some 80% of cristobalite.^' The 
views quoted in this paragraph have not been confirmed by the more 
recent work. 

Zachariasen published an interesting discussion of the atomic 
arrangements in glass. He said: . . the atoms in glass must form an 

extended three-dimensional network. From the results of x-ray diffrac¬ 
tion experiments it follows, however, that this network is not periodic 
and symmetrical as in crystals. Yet it is not entirely random due to the 
fact that the internuclear distances do not sink below a given minimum 
value. All atomic distances are for this reason not entirely probable, 
and x-ray patterns of the type observed will be a direct consequence. 
If we make use of crystal structure terminology, we may say that the 
network in glass is characterized by an infinitely large unit cell contain¬ 
ing an infinite number of atoms. Because of the lack of periodicity no 
two of the atoms are structurally equivalent . , J* This picture of the 

« Morey, G. W., /. Am. Ceram. 8oc., 17, 315 (1934). 

«Parmelee, C. W., Clark, G. h., and Badger, A. E., /. 8oc. Qlaas Tech., 13, 285 (1929). 
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structure of glass, which seems much more probable than that given 
by Randall, Rooksby, and Cooper, makes a fundamental distinction 
between the three-dimensional ordered periodicity of a crystal and the 
limited order in a glass. The picture is that of an undercooled liquid 
in which the great increase in viscosity has rendered permanent the 
ever-shifting order in a liquid. As mentioned before, there is an increas¬ 
ing amount of evidence that liquids possess a structure: that in non¬ 
polar liquids the tendency is for a structure the unit of which is 
molecular (such as the parallel orientation of the paraffin hydrocarbons), 
and that in polar liquids the structure is atomic. All liquids, however, 
definitely lack three-dimensional periodicity and are characterized by 
continuous change. To bring in again the anology of water, the x-ray 
diffraction patterns of liquid water at temperatures from 1.5° to 80° C., 
given by Warren from the unpublished work of Morgan, indicate as 
definite a structure as the x-ray diffraction patterns obtained with glasses. 

Warren®^ has presented a definite picture of the structure of silica 
glass, a structure based primarily on experimental results, and agreeing 
with that deduced by Zachariasen. He also found that the x-ray 
patterns of both vitreous silica and Pyrex chemical resistant glass show 
a single broad diffraction ring whose maximum corresponds to a value of 
4.32 A for the spacing in silica. Warren discussed the two possible 
explanations of the observed diffraction patterns, and rejected that 
explanation which ascribes the pattern to crystallites of cristobalite; the 
rejection was based on discrepancies in the calculated spacing, in the 
volume-temperature relations, and the behavior of the material on heat 
treatment. The accepted hypothesis is based on scattering from a non¬ 
crystalline random network, in which each silicon is tetrahedrally sur¬ 
rounded by four oxygens, and each oxygen is shared by two tetrahedral 
groups. The nearest neighbors of any tetrahedral group are approxi¬ 
mately fixed in position, but beyond this the spacing is wholly random. 
The x-ray spacing from such a random network was calculated, using 
Zernicke and Prins’ method of treating the problem of diffraction in 
liquids, with satisfactory agreement between the observed and the 
calculated results. 

In a more recent discussion Warren 

“The x-ray results are completely explained by picturing glassy 
silica as a random network in which each silicon is tetrahedrally sur¬ 
rounded by four oxygens, each oxygen bonded to two silicons, the two 
bonds to an oxygen being roughly diametrically opposite. The orienta¬ 
tion of one tetrahedral group with respect to a .neighboring group about 
the connecting Si—0—Si bond can be practically random. This is the 
simplest picture of silica glass free from all specialized assumptions, 

“Wftrren, B. E., /. Applied Phyt„ 8, 546 (1987). 

»Warr<m, B. E., Z. Krist., 86, 849 (1983). 



534 


THE PROPERTIES OF GLASS 


which will completely explain the x-ray diffraction pattern. There is a 
definite scheme of structure involved. Each atom has a definite number 
of nearest neighbors at a definite distance, but no unit of structure 
repeats itself identically at regular intervals in three dimensions; and 
hence the material is not crystalline. This is essentially the picture of 
an oxide glass at which Zachariasen arrived from consideration of the 
chemical composition.” Fig. XX. 1 illustrates schematically in two 
dimensions the irregular structure of a glass as distinguished from the 
regularly repeating structure of a crystal. 

Warren pointed out that ‘^the strongest ring in the cristobalite 
pattern [Fig. XX. 2] comes at very nearly the position of the first broad 
peak in the vitreous silica pattern, arid since the breadth of the lines 
on a powdered crystalline pattern increases continuously with decreasing 
size of crystalline particles, it is evident that if one postulates in vitreous 
silica cristobalite crystals sufficiently small, the strong peak of cristobalite 



Figure XX. 1.— Schematic Representation in Two Dimensions of the Difference 
between the Structure of a Crystal (Left) and a Glass (Right). After 
Zachariasen. 

would broaden out to give the appearance of the vitreous pattern.” 
However, calculation shows that the average dimension of the cristobalite 
particles would have to be 7.7 A, and ^‘Since the edge of the unit cell 
of cristobalite is about 7.0 A, we are forced to postulate cristobalite 
crystals comprising scarcely more than one unit cell in order to explain 
the observed peak width. Since the essence of the idea of crystallinity 
is regular repetition it becomes decidedly artificial and formal to 
extend the term crystal to cover so small an aggregation of atoms.” 

A commercial silica gel (Fig. XX. 2) gave an x-ray diffraction 
pattern with a main peak in about the same position as in silica glass, 
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but with a strong small-angle scattering which was completely absent in 
the glass. Small-angle scattering is due to large-scale inhomogeneities 
in the sample, and with the silica gel it is primarily due to the 
existence of discrete particles with voids between them. Further con¬ 
sideration of small-angle scattering led to the conclusion: 
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Figure XX. 2.— Microphotometric Records of X-Ray Diffraction Patterns of 
(a) Vitreous Silica, (b) Cristobalite, and (c) Dried Commercial Silica Gel. 
After Warren. 


^‘Considering the small size of the crystallites and the relatively 
thick layer of non-crystalline continuous network necessary to bond 
together continuously two separate crystals, one is forced to conclude 
that even though he postulates cristobalite crystals in the glass, only 
a small fraction of the material could be in this form. 

“Although a number of workers have tried to explain the x-ray 
diffraction patterns of glass as due to extremely small crystals, the 
objections which have been brought out in this discussion appear 
much too severe to accept this picture of the glassy state. The crystal- 
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line theory leads to a size of crystalline particle so small that to call 
it a crystal is stretching the term so far that it ceases to have any 
definite meaning. The absence of small-angle scattering means that 
the glass is a continuous medium with no discrete particles or breaks in 
the scheme of bonding. Therefore even if one assumes tiny cristobalite 
crystals in the glassy silica, only a fraction of the material could be 
in this form. On the basis of the crystallite theory one is still left 
with the problem of explaining an extremely small and approximately 
constant particle size in order to explain the peak width. . . . glass is 
a liquid of extremely high viscosity in which the atoms are too tightly 
tied together in an irregular network to allow the breaking up and 
reforming necessary for crystallization. 

^The term random network has been suggested for this picture of 
the glassy state. There is a definite scheme of coordination and a 
continuous system of bonding with no breaks or discrete particles, and 
yet no unit of structure repeats itself identically at regular intervals 
so that the material is noncrystalline. This is the simplest picture 
of the glassy state which will explain completely the x-ray diffraction 
results. In addition it is a picture which differs sufficiently from 
the picture of a crystalline material to allow an understanding of the 
very definite differences which do exist between the glassy and crystal¬ 
line states.” 

Warren and Loring®^ studied a series of glasses in the system Na20- 
Si02, and Warren and Biscoe studied the same glasses, using improved 
experimental methods and treating the results by the method of Fourier 
analysis. The resulting set of curves showing the relation between radial 
distribution of atoms surrounding any given atom is reproduced as 
Fig. XX. 3. The first peak corresponds to the interatomic distance 
between silicon and oxygen atoms, which in all silicates, crystalline or 
glassy, appears to be about 1.62 A. The numbers under the peak are 
the average number of atoms surrounding each silicon; the fact that all 
the numbers are above 4 is probably without significance and to be 
ascribed to the error of the method. 

Since in the soda-silica glasses the number of oxygen atoms is 
greater than twice the number of silicons, part of the oxygens must be 
bonded between two silicons, as in silica glass, and part to only one 
silicon. The next two peaks on the curves for the soda-silica glasses 
correspond to the sodium-oxygen and the oxygen-oxygen distances, and 
the numbers under the peaks at 2.35 A are the calculated number of 
oxygens surrounding each sodium, which average about 6, within the 
accumulated experimental error. 

Warren, B. E., and Loring, A. D„ /. Am, Ceram. Soc., 18, 209 (1930). 

** Warren, B, E., and Biscoe, J., /. Am, Ceram. §oc., 21, 259-05 (1^8). 
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The next larger distance of separation is that of two silicons bonded 
through an oxygen, which is 3.2 A when the two silicons are diametrically 
opposite. This peak is evident in Si02 glass, but with higher Na20- 
content it becomes masked by a variety of other interatomic distances. 

The curves of Fig. XX. 3 show that soda-silica glass is not a 
mixture of Na 20 and Si 02 molecules, and that neither sodium metasilicate 
nor sodium disilicate molecules can exist. They do not make possible 



Figure XX. 3.—Radial Distribution Curves for Soda-Silica Glasses. After Warren 

and Biscoe. 

a discrimination between the hypothesis of a random network as opposed 
to a mixture of crystallites, but calculation shows the necessary dimen¬ 
sions of such crystallites to be about those of a single unit cell. ^^Since 
the essential feature in a crystalline network is regular repetition, the 
term crystalline ceases to have any meaning when applied to volumes 
of the order of one unit cell.” 

^^The x-ray results do not exclude the existence of a few small crystals 
in glass. Here and there, as part of a continuous variety of structures, a 
particular kind of structure might develop far enough to be called a 
crystal. The essential point is that true glass is a form of matter which 
has cooled too rapidly from the melt to allow enough systematic 
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organization of the atoms to produce any appreciable amount of 
material which may be called crystalline/^ Certain haphazard con¬ 
figurations more or less closely approximating a crystalline configuration 
may be frozen-in. 

The structure of soda-silica glass as deduced by Warren is shown in 
Fig. XX. 4. ^^Since the real structure exists in two dimensions, it is neces- 



Figueb XX. 4. —Schematic Representation in Two Dimensions of the Structure of 
Soda-Silica Glass. After Warren and Biscoe. 

sary to take certain liberties in making a schematic two-dimensional 
representation. In three dimensions each silicon is tetrahedrally sur¬ 
rounded by fo^ oxygens, and in the two-dimensional representation each 
silicon is shown surroimded by only three oxygens. The oxygens are 
correctly represented, some of them bonded between two silicons, and 
others bonded to only one silicon. The sodium ions Na* are shown in 
various holes in the irregular silicon-oxygen network. This figure repre- 
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sents very well the essential scheme of structure in a soda-silica glass. 
There is a definite scheme of coordination; each silicon tetrahedrally 
surrounded by four oxygens, and part of the oxygens bonded between 
two silicons and part to only one silicon. The sodium ions are held 
rather loosely in the various holes in the silicon-oxygen network, and 
surrounded on the average by about 6 oxygens. Although it is a per¬ 
fectly definite scheme of structure, there is no regular repetition in the 
pattern, and hence the structure is non-crystalline.” 

There is no regular repetition, and soda-silica glass has no definite 
chemical composition. As the soda content is increased and the propor¬ 
tion of oxygen atoms to silicon atoms increases, more and more of the 
oxygens are bonded to only one silicon, and more and more sodium atoms 
find places in the irregular openings in the three-dimensional siRcon- 
oxygen network. The atoms of that network oscillate about average 
positions as the result of temperature motion, and under the influence of 
an electric field the sodium ions readily migrate from one hole to 
another, and the electrical conductivity is due to this stepwise migration. 

The lowering of the softening point of silica glass on addition of soda 
is the result of breaks in the silicon-oxygen framework resulting from an 
increasing number of oxygens being bonded to only one silicon, and 
as more and more of these bonds are broken the structure becomes less 
rigidly braced in three dimensions. “Since there is no scheme of repeti¬ 
tion in the glass, no two points are exactly identical. There are points 
with widely varying degrees of weakness, at which flow or breakage 
can occur at a continuous variety of temperatures. Hence it is readily 
understood why glass gradually softens, rather than having a definite 
melting point like a crystal.” 

The picture of the structure of glass worked out on the basis of 
x-ray studies by Warren, which is in agreement with the theoretical 
deductions of Zachariasen, is one of a random non-repeating and non- 
symmetrical network. It is in complete agreement with the concept of 
the constitution of glass as that of a typical liquid, in which the atomic 
configurations characteristic of some high temperature have become 
fixed by reason of the great viscosity of glass at ordinary temperatures. 
It' is in accord with the definition: A glass is an inorganic substance in a 
condition which is continuous with, and analogous to, the liquid state of 
that substance, but which, as the result of having been cooled from a 
fused condition, has attained so high a degree of viscosity as to be for 
all practical purposes rigid. 
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This Index lists only the initial page of the discussion of a particular 
subject when the discussion extends without a break over several pages; 
but whenever a paragraph dealing with another subject intervenes, a 
new entry appears. The references to an author are grouped, whenever 
possible, according to his several publications, each of which is indicated 
in the Index by the year date of the publication in parentheses preceding 
the page references to it. A reference solely to a Table or a Figure on 
a particular page is indicated by the letter or following the 
page number; but if the reference is also to the text on the same page, 
the “T” or is in parentheses. Tables and Figures have not been 
indexed under the names of authors except in those few cases in which 
separate literature references are appended to a Table. 

Chapter headings are marked by inclusive pagination in bold face; 
the most important of several page references under a subject entry is 
marked by a single number in bold face. The word “glass’^ has been 
omitted from most headings in the Index, as, for example, ^^dielectric 
constant (of glass).A heading containing ^‘effect,“point,“tempera¬ 
ture/^ etc., preceded by an adjective is listed only under the adjective, 
as “Kerr effect,“melting point,and “liquidus temperature.” 

The properties of a substance have been listed under the name of the 
substance; but the names of substances have not been listed under a 
property. Individual compounds and glasses having specific names are 
listed in the main index; but glasses containing two or more components 
are listed separately at the end. The systems are arranged there in 
accordance with the periodic table. To avoid duplication of entries under 
related properties, a number of them have been combined under one 
heading in several instances, as shown in the following list which applies 
only to the lists of properties as subheadings and not to the primary 
headings: 


absorption of light 
annealing constant 
annealing point 
annealing range 
annealing temperature 
bending stren^h 
birefringence 
brittleness 
bulk modulus 
compressibility 
critical temperature 


see optical properties 

annealing characteristics 
annealing characteristics 
annealing characteristics 
annealing characteristics 
strength 

optical properties 
strength 

see elastic properties 
elastic properties 
annealing characteristics 
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crushing strength 
cubic expansion, coefficient 
dielectric constant 
dielectric loss 
dielectric strength 
dispersion 
freezing point 
index of refraction 
linear expansion, coefficient 
liquidiis temperature 
melting point 
modulus of elasticity 
modulus of rigidity 
Poisson ^s ratio 
power loss 
puncture voltage 
rigidity, modulus of 
shear modulus 
setting, rate of 
softening temperature 
specific gravity 
specific heat 
specific refractivity 
tensile strength 
transformation point 
transition point 
transmission 
Young’s modulus 


strength 
of expansion 

dielectric properties 
dielectric properties 
dielectric properties 
see optical properties 
phase relations 
optical properties 
of expansion 

phase relations 
phase relations 
elastic properties 
elastic properties 
see elastic properties 

dielectric properties 
dielectric properties 
elastic properties 
elastic properties 
viscosity 

annealing characteristics 
density 

see heat capacity 

optical properties 
elastic properties 
annealing characteristics 
annealing characteristics 
optical properties 
elastic properties 



INDEX 


543 


ABhty E., 24, 368 
Absorption coefficient, 367 
Absorption index, 367 
Absorption of light, see transmission of 
light 

ADAM, N. K., (1929) 199 

ADAMS, F. D., and COKER, E. G., (1906) 304, 

305 

ADAMS, J. c., (1883) 203 

ADAMS, L. H., (1933) 187, 188, 189, 530; 

see also johnston, j. 

—, and GIBSON, r. e., (1926) 305; (1931) 

306 

—, and WILLIAMSON, E. D., 174, 175, 176, 
182, 183, 196; (1919) 186, 187, 188, 
423-430; (1920) 177, 178, 179, 180, 
185, 349-358, 429; (1923) 304 
ADDENBROOKE, G. L., (1923) 480 
Adhesion tension, 198 
AGRICOLA, GEORGIUS, 20, 24 
Akermanite, 258(T) 

Aklo glass, 432(F) 

Albite, viscosity of melted, 169 

— glass, 
density, 392 T 
heat capacity, 217 T 
melting point, 79 
optical properties, 392 T 
viscosity, 79 

Alexandria, 15 

ALLEN, E. T., 373; See also day, a. l. 

, and ziEs, e. g., (1918) 87 T, 97 
ALMY, J. e., (1900) 495, 508 

AMBERG, C, R., see CLARK, G. L. 

AMBRONN, R., (1913) 468; (1919) 468 
AMPT, G. A., see DAVID, T. W. E. 

ANDERSEN, 0., 373 

— , and MERWIN, H. E,, 240, 254, 256, 374, 
401, 404 

Andesine glass, 217 T 
ANDRADE, E. N. Da c., (1930) 140; (1934) 
140, 141; (1936) 322 

ANDREWS, E. S., SCO TROUTON, F. T. 

Angle of contact, 198 
Annealing, 173-196, 528, see also strain 
in ^lass 

density, effect of — on, 228, 242, 243 F, 
244 T, 246 T, 247 T 

expansion, effect of — on, 264, 266(F), 
267 P, 268 F, 273 

— curve, 179 F, 180(F), 181F 

— constant, 178, 182, 183, 187, 189 

— point (temperature), 159, 169, 189, 
192, 195; see also transformation 
point; transition point 

definitions of, 172, 187, 191 
heat at —, absorption of, 194 
tipper —, 172, 193 

— range, 167, 174, 181, 524, 529 

— time, 188 


Anorthite, viscosity of melted, 168, 169 
— glass, 
density, 392 T 
heat capacity, 217 T 
optical properties, 392 T 
APELT, G., (1934) 336 
Armourplate glass, 316, 336, 363 
ARNDT, K., (1908) 136 
ARRHENIUS, s., (1889) 522 
Arsenic triozide glass, 236 
ARTHUR, E. P., (1926) 71 
Asia Minor, 13 

Association, in liquid state, 141, 518 
Atomic arrangements in glass, 521, 531, 
534(F), 536, 537(F), 538(F), 539 
AUERBACH, F., (1894), 359, 360 
AUSTIN, R., (1895) 442 
Australite, see tektite 
Autoclave method (chemical durability), 
116 

BABCOCK, c. L., (1934) 163, 164 
BACON, L. R., (1936) 136 

BADGER, A. E., 866 PARMELEE, C. W. 

—, PARMELEE, C. W., and WILLIAMS, A. E., 

(1937) 204, 205, 206 
—, and SILVERMAN, w. B., (1935) 311 
BAILEY, J., (1933) 361 ; see also sharp, d. e. 
—, and sharp, d. e., (1933) 180, 183, 196 
baillie, w. l., (1921) 224 T 

BAKER, I. M., see DUDDING, B. P. 

BALKE, c. w., and smith, e. f., (1903) 75 
bangham, d. h., and burt, f. p., U924) 91 
Basalt, 169, 305 

bates, h. c., see littleton, j. t. 
baumeister, f., (1912) 468, 471 
Bausch and Lomb, 415 
BECK, H. c., and seligman, c. g,, (1934) 
15; see also seligman, c. g. 

BECKER, A., and SALMANG, H., (1929) 98; 

see also salmang, h. 

BECKER, c. A., (1934) 241, 374 
BEDSON, p. p., and williams, c., (1881) 
227, 371, 372 

BEEBE, C. W., see HILDEBRAND, J. H. 

BEBTZ, W., (1874) 441 
BBGEMAN, H. L., See MCDOWELL, L. S. 
BERGER, B., (1928) 258; (1932) 525, 529; 
(1936) 118 

— , and GEFFKBN, w., (1936) 118 
—, GEFFKBN, W., and ST0EB8EB, K. V., 

(1935) 118 

—, THOMAS, M., and turner, W. E. 8., 
(1934) 267 

BERKELEY, EARL of, HARTLEY, E. G. J., and 
BURTON, C. V., (1919) 304 
BERMAN, H., 866 LARSEN, E. S. 

BERNAL, J. D., and FOWLER, R. H., (1933) 
518 

BBRNDT, G., (1917) 336; (1920) 293, 303, 
315; see also weidert, f. 



THE PROPERTIES OF GLASS 


lUiA : 
uwA 

fluoride, glasses containing, 
291 T, 292 

— glass, 74 

flIOHOWSKT, F. R. V., (1920) 110 
BIQELOW, M. H., and SILVERMAN, A., (1933) 
439 

BIJL, A., see KEESOM, W. H. 

BiLTZ, w., and weibke, f., (1932) 225 
BINGHAM, E. c,, (1922) 33, 296 
BIRCH, F., and DOW, R. B., (1936) 306, 
307, 311 

Birefringence, see optical properties 

— produced by electric field, see Kerr 
effect 

— produced by strain, 171, 173, 178, 
184 T, 191, 195, 355, 423; see also 
stress-optical coefficient 

BiscoE, j., see warren, b. e. 

BODENSTEIN, M., and KR.ANENDIECK, F., 

(1912) 102 

duBOiSE, H., (1894) 515, 517 
BOLLE, E., (1900) 468, 471 
BOLTZMANN, L., (1875) 316 
BORCHARD, K. H., (1934) 318 
Boric oxide glass, 
density, 227 
elastic properties, 300 
expansion, 272(T), 273 T 
heat capacity, 213, 214 F 
optical properties, 370(T) 

BORISFIELD, (1911) 215 

BORN, M., and L.\NDi£, A., (1918) 322 

BOBTOCK, J., and riley, h. t., (1857) 11, 17 

Boundary curves, 36, 56 

BOWEN, N. L., (1915) 168; (1934) 169; 

see also kraoek, f. c.; morey, g. w. 
— , and schairer, j. f., (1935) 401, 402 
—, SCHAIRER, J. F., and posnjak, e., 
(1933), 44, 45, 402, 403, 404 
—, —, and WILLEMS, h. w. v., (1930) 398 
BRAAK, C., see ONNES, H. K. 

BRACE, w. B., (1885) 515; (1901) 515 
BRADLEY, W. P., and BROWNE, A. W., (1904) 
334 

BRAGG, w. H., and w. L., (1933) 518 
BRANSON, F. w., (1915) 87 T 
BREWSTER, D., 173; 0814) 423, 428; (1815) 
423, 428; (1816) 423, 428 
Brewster, 428 

BRIDGMAN, p. w., (1908) 305; (1924) 221, 
305; (1925) 305, 306; (1929) 305, 306, 
314, 315 

BRISCOE, H. V. A., ROBINSON, P. L., and 
STEPHENSON, 0. E., (1926) 227 
Brittleness, 338 
BRODMANN, c., (1894) 322 
BRONSON, H. L., 446, 448, 454 
BROWNE, A. w., see BRADLEY, W. P. 

BRYSON, F. F. s., (1927) 450, 467, 469, 470 
Bubble method (surface tension), 202, 
205, 207 


Bubble pressure method (surface ten¬ 
sion), ^3 

BUCKLEY, H., see MASSON, I. 

BUDDINGTON, A. F., See FERGUSON, J. B. 

BUFF, H., (1859) 441 

BUFFINGTON, R. M., and LATIMER, W. M., 

(1926) 291 

Bulb method (surface tension), 207 
Bulk modulus, see compressibility 
Buirs-eye, 25 

BUNSEN, R., (1884) 90; (1885) 90 
Bunsen’s extinction coefficient, 367 

BUNTING, E. N., See GELLER. R. F.; WASH¬ 
BURN, E. W. 

BURCH, 0. C., (1934) 119 

BURGER, E. E., see HULL, A. W. 

BURT, F. P., see BANGHAM, I). H. 

BURT, R. c., U925) 443 

BURTON, C. V., see BERKELEY, E.ARL of 

BUSH, V., and connell, l. h., (1922) 469 

Calculation, factors for, see factors for 
calculation 

CALLENDER, H. L., (1887) 264 
—, and GRIFFITHS, E. H., (1891) 264 
Capillary tube, penetration of, by liquid, 
198 

Cauchy dispersion formula, 366 

CAUWOOD, J. D.. CLARKE, J. R., MUIRHEAD, 
C. M. M., and TURNER, W. E. S., (1919) 
125 

—, ENGLISH, s., and turner, W. E. 8., 
(1917) 108, 113, 131, 132 
—, and turner, w. e. s., (1918) 83 T, 113 
CHAMOT, e. m., and mason, c. w., (1930) 
368 

Chance Brothers, 22, 407 
chapman, f., (1933) 77 

CHEVANDIER, See WERTHEIM, G. 

Chromium oxide, 435, 436 

CLARK, G. L., see PARMELEE, C. W. 

—, and AMBERG, c. R., (1929) 532 
CLARKE, J. R., see CAUWOOD, J. D. 

—, and TURNER, w. e. s., (1919) 298, 299, 
300, 303; (1920) 381; (1921) 392 
CLAYTON, p. A., and spencer, l. j., (1934) 
76 T, 77 

Cobalt oxide, 435, 436 
Cohesion, molecular, 321 
— temperature, 169 

COHN, w. M., (1931) 264; (1934) 136; 
(1936) 136 

coker, e. g., see adams, f. d. 

Collapsing temperature of glass tubes, 
338(T) 

Colored glass, 434 
Coloring agent, 434 

committee on the chemical DtJRABILITY 
of glass, (1935) 117(T), 118 



INDEX 


545 


Comparison method (viscosity), 138 
Composition of glass, 74-102 
Compound formation in glass, 156, 168, 
224, 457, 520, 522, 530, 531, 537 
Compressibility, 294, 304, 308 

CONNELL, L. H., SeC BU8II, V. 

CONRADY, H. G., fiCC KING8LAKE, R. 
Constitution of glass, 518-5 39; aec aho 
compound formation in glass 
density and —, 225, 248 
heat capacity and —, 213, 214, 215 
x-ray diffraction and —, 531 
Conversion factors, see factors, conver¬ 
sion 

COOPER, B. 8., sec RANDALL, J. T. 
a>OPER, H. C., KRAUS, E. H., mid KLEIN 

A. A., (1912) 45 

—, SHAW, L. I., and loomis, h. e„ (1909) 
45 

Copper oxide, 435, 437 
Copper ruby glass, 30, 439 
Corex glass, 432, 433 F, 434 F 
Corning bulb glass, 311 
Coming Glass Works, 82, 192, 305, 432, 
433, 434, 437, 471, 486 T, 493 
— Laboratory, 474, 480, 488, 511, 512, 517 
CORNU, A., (1869) 298 
COUSEN, A., (1936) 116 
—, and TURNER, w, e. 8., (1928) 226, 227, 
235 T, 240, 272 T, 277 
COX, 8. F., see williams, a. e. 

CRAGOE, C. H., see PETERS, C. 0. 

CREAMER, A. 8., See GELLER, R. F. 

Creeping of glass under load, 318 
Cristobalite, x-ray diffraction pattern, 
534, 535 F 

Critical point, lower, 172, 265 
—, upper, 172 
Critical range, 266, 525 
CROMPTON, H., (1888) 522 
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DOUGLAS, R. w., (1936) 348,* see also proc¬ 
tor, R. F, 
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EICHLIN, C. G., see TOOL, A. Q. 

EITEL, W., PIRANI, M., and SCHEEL, K., 

(1932) 416 

EKMAN, F. L., (1870) 457 
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(1929) 282, 302 

Fiber elongation method (surface ten¬ 
sion), 201, 205, 207 
Films, skin effect of thin, 219 
Film method, glass (viscosity), 137 
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also glass, optical 
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101T, HOT, 131T, 133T 
density, 23 T, 259, 456 T, 481 T 
dielectric properties, 456 T, 481T, 
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308F 
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451(F), 454, 455 F, 466 T, 460 F. 
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index to tables, 88 T 
optical properties, 412 T, 420, 421T, 
481T 

strength, 23 T, 328 

stress-optical coefficient, 428(T), 429 T, 
430 431 T 

surface tension, 206 T, 207 T 
viscosity, 460 F, 461 F, 462 F, 463 F 
—, crown, 21, 405 
annealing characteristics, 191 
classification, 406 F 

composition, 85 T, 101 T, 409 T, 411 T, 
419 T 

density, 408 T, 410 T, 418 T, 481 T 
dielectric properties, 481 T 
durability, chemical, 114 T 
expansion, 288 T 
gases evolved from, 97 T, 101 T 
hardness, 360 T 
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412 T, 415 T, 417 F, 418 T, 420, 481 T 
stress-optical coefficient, 428 T 
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—, flint, 21, 405 
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419 T 

density, 408 T, 410 T, 418 T, 481 T 
dielectric properties, 481 T, 484 T 
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456 T 

density, 456 T, 481 T 
dielectric properties, 456 T, 482 F, 484 T 
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elastic properties, 306(T), 307 T, 308 F 
electrical conductivity, 449 F, 456 T, 
460 F, 462(F), 481T 
expansion, 288 T 

piTOS evolved from. 97 T, 98 T, 100 T 
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optical properties, 389 T, 417, 481T 
stress-optical coefficient, 428 T, 429 T, 
431T 

surface tensiom 206 T 
viscosity, 166 T, 460 F, 462(F) 

—, natural, 9, 75, 76 T, 218, 305, 306 T 
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411 T, 419 T 

density, 408 T, 410 T, 418 T, 481 T 
dielectric properties, 481 T 
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expansion, 288 T 
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index to tables, 88 T 
optical properties, 114 T, 389 T, 405 , 
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—, resistant, 82, 83 T; see also Pyrex 
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—, tableware, 82 
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hardness, 363 
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— fibers, 312, 331 
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— for weights, 19 
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GUGLIELMO, G., (1903) 200 
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GULLNEB, G., (1928) 508 
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private communication, 517 
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(1937) 100 

HAIGH, T., (1921) 108, 110, 112, 116 
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Harcourt, 22 
HARDEN, D. B., (1934) 18 
HARDY, J. K., .see HARDY, W. B. 

HARDY, W. B., (1920) 361 
—, and HARDY, J. K., (1919) 361 
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HARRIS, J. E., and SCHUMACHER, E. E., 

(1923) 94 

HARTGEN, F. A., SCe HERTY, C. H., JR. 
HARTLEY, E. G. J., SCe BERKELEY, EARL of 
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HASTINGS, c. s., (1878) 419 
HATFIELD, H. S., 197, 438 
HAWKES, L., (1930) 78 
HAYES, E. H., (1891) 522 
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factors for calculation of, 212 T 
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243 F, 244 T, 246 T, 247 T 
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HBIDTKAMP, G., and ENDELL, K., (1936) 
137, 165, 168, 261, 523; (1937) 531 
HENNING, F., (1907) 289 
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BOYER, M. B., (1930) 165, 167, 168 
HERZ, F., (1882) 359 
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HODKIN, F. W,, see DIMBLEBY, V. 
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HOUSEKEEPER, W. G., (1923) 262 
HOVE8TADT, H., (1%2) 23 T, 84, 87 T, 
224 T, 242, 271, 288, 297, 316, 335, 343, 
407, 416 
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INGERSOLL, L. R., SBC MENDENHALL, C. E. 
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density, 23 T, 259 
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dielectric properties, 496 
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elastic properties, 23 T 
electrical conductivity. 471 T 
expansion, 23 T, 289 
heat capacity, 23 T 
strength, 23 T, 340 
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Silica gel, 79, 534, 536 F 
Silica glass, 78 

annealing characteristics, 189 
density, 229, 383 T 

dielectric properties, 479(F), 480(T), 
484 T 

elastic properties, 299(T), 306, 307 T, 
308 F, 313, 314 T 

electrical conductivity, 451F, 454, 455 F 
expansion, 273 T, 275 
heat capacity, 215(T) 
optical properties, 371 (T), 383 T, 389 T, 
418 T, 420(T), 432, 479(F) 
sound, velocity of, 313(F) 
strength, 325(T) 
thermal conductivity, 220(T) 
viscosity, 167 

x-ray diffraction pattern, 533, 534, 
535 F 

Silicate, soluble, 44, 79 
Silver oxide, 435 

SILVERMAN, A., SCC LAI, C. F.; SUTTON, W. J. 
SILVERMAN, Vf. B., 866 BADGER, A. E.; BIGE¬ 
LOW, M. H. 

SIMON, F., (1922) 218; (1931) 625 

SIRK, H., see DOELTER, C. 

SKALIK8, W., (1928) 74 
Skin effect of thin films, 219 
Slaga, viscosity of, 167 

SLOMAN, H. A., See STOTT, V. H. 

SMITH, E, F., see BALKE, C. W. 

SMITH, H. E., see FRAZER, J. C. W. 

SMITH, R, D., see TAYLOR, W. C. 

SMITHER, F. W., See WALKER, P. H. 

SO, M., (1918) 264, 524 
Sodium metasilicate glass, 529 
Softening temperature, 170 T, 171 
Solid, meaning of, 31, 293 
Solubility, 104 
Soluble silicate, 44, 79, 165 
Solvation, 141, 521 

SOSMAN, R. B., (1927) 79, 215, 229, 273, 
299, 325, 371, 383 T, 416, 420, 480; 
see also day, a. l.; hostbtter, j. c. 
Sound, velocity of, 313 
SPAGHT, M. B., and PARKS, G. 8 ., (1934) 
263, 274 

Specific gravity, 225; see also density 
Specific heat, see heat capacity 
Spectral lines in spectrometry, 367 T, 368 
SPBNCBB, c. D., (1930) 297; (1931) 318 
SPBNCffiR, L. J., (1933) 77; see also clay- 
TON, P. A. 

spmxDOKovA, a n., see frank, p. b. 
Stabilisation, 267, 276, 314, 527, 528; see 
also annealing 
Stainefi glass, 19 
STALBT, H. F., (1912) 136 
stark, m., (1904) 78 
STAS, J. 8., (1868) 82 
BTBPHRNS, ». W, S., (1932) 221 


STEPHENSON, G. E., 866 BRISCOE, H. V. A. 

STEWART, G. W., (1928) 140 
stobsser, k. V., see berger, e. 
stokes, 22 

Stokes method (viscosity), 136 
stong, g. e., (1937) 311 
stott, V. H., 150, 161, 163; (1924) 343; 
(1926) 139 

—, and IRVINE, E., (1924) 344 
—, —, and TURNER, D., (1925) 137, 138, 
141, 158, 161 

—, TURNER, D., and SLOMAN, H. A., (1925) 
158; (1926) 137, 158 

Strain in glass, 159, 266, 293, 315, 334, 
342, 423, 530 ; see also birefringence 
produced by strain; stress, internal 
detection of, 173 
development of, 174 
removal of, 176, 196 
Strain point, 174, 191, 192 
Strass paste, 16 

8TRAUBEL, R., (1899) 23 T, 298, 300, 303 
Strength, 320-341 
factors for calculation of, 328 
loading, effect of duration of, 336 
scratches, effect of, 322, 329, 342 
strain, effect of, 334 
temperature, effect of, 338 
—, bending, 325 
—, bursting, 332 
—, compressive, 324 
—, crushing, 325 
—, impact, 339 
—, tensile, 325, 331, 342 

— of glass fibers, 331 

Stress, internal, 176, 349; see also strain 
in glass 

—, mechanical, 180, 183, 293, 427, 428 

— units, conversion factors for, 298 T 
Stress-optical coefficient, 173, 178, 180, 

187, 427, 428, 430 
STBOMBERG, R., (1928) 450 
STRUTT, M. J. 0., (1931) 481, 491 
STUTZER, 0., see DURING, T. 

SUB8S, F. B., (1914) 77 
Sulfur, 74 

Sulfur-selenium glass, 369 

SULLIVAN, E. C., and TAYLOR, w. c., (1921) 
82 

SUMMERS, H. S., See DAVID, T W. E. 

Supremaz glass, 83 T, 334 
Surface conductivity, 450 
Surface energy, molar free, 199, 518 
Surface orientation, 198 
Surface tension, 72, 73, 197-211 
conversion factors, 199 
—, methods of measurement, 
bubble, 202, 205, 207 
bubble pressure, 203 
bulbj 207 

dipping cylinder, 205 
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Surface tension,methods of measurement, 

dipping plate, 209 
drop weight, 199 
fiber elongation, 201 
sessile drop, 202 
Susceptibility, magnetic, 514 
SUTTON, w. j., and silverman, a., (1924) 
450, 467 
Swab, 21 
Syria, 13, 15, 18 

Systems, properties of glasses in various, 
see page 559 

TABACZNIK, Z., SCe WARTENBERG, H. V. 

TABATA, K., and MORiYA, T., (1934) 348; 
(1936) 349 

Tableware (glass), 82 
Tachylyte, 305, 306 T 
T.\IT, p. G., (1899) 293, 294; see also Kel¬ 
vin, LORD 

TAMMANN, G., 202; (1927) 522; (1931) 523 
— , and ELBRACHTER, A., (1932) 74 
—, and PiLLSBURY, m. e., (1928) 522 
—, and RARE, H., (1927) 201 
—, and TAMPKE, R., (1927) 201 
TAMPKE, R., see TAMMANN, G. 

Tank furnaces, 24 

TAUERN, o. D., (1910) 516 

TAYLOR, N. W., See ELLEPSON, B. 8. 

—, MCNAMARA, E. P., and SHERMAN, J., 

(1937) 144, 312 

TAYLOR, w. c., (1936) 84, 120; see aho 

SULLIVAN, E. C. 

— , and SMITH, R. D„ (1936) 120, 121, 122 
TEGETMEIER, F., (1890) 442; See also war- 
burg, E. 

Tektite, 77 
Tellurium, 74 
Tempaz glasa, 83 T 

Temperature distribution in glass, 349 
Temperature gradients, calculation of, 
349 

TEPOHL, W., see FISCHER, E. 

THEOPHILU8 PRESBYTER, 19, 24 
Thermal after-effect, 318 
Thermal conductivitjr, 219-222, 342 
factors for calculation of, 222 T 
factors, conversion, 219 
Thermal endurance, 342-358 
coeflScient of —, 343 
standard tests for, 346, 347 
THIENB, H., (1926) 

THiEBhACH, Q., (1934) 336 

THOMAS, M., (1928) 117(T); see also 

BEBCOBB, E.; GEHLHOFF, G. 

THOMAS, 8 . B., (1031) 458 
— , ani PARKS, G. 8 ., (1931) 213 
THOMPSON, B. c., (1925) 14 
THOMSON, w,, (1875) 468; see aho kel- 
YIN, LORD 

THffMlsN, E., see wbyl, w. 


THURET, A., (1936) 213 

THURET, G., see DAMOUR, E. 

Thuringian glass, 64, SOT, 202, 331, 334, 
461 

TiELSCH, A., and endeix, k., (1934) 137 
TILLEY, C. E., (1922) 78 
TiLLOTSON, E. w., jr., (1911) 200, 224 T; 
(1912) 200 

TILTON, L. w., (1935) 366, 369, 419 
—, FINN, A. N., and TOOL, A. Q., (1928) 524 
—, and TOOL, a. q., (1929) 416 
Titanium oxide, 435 

TOLSTOI, D. M., sec VOLAROVITCH, M. P. 
TtX)L, A. Q., see SAUNDERS, J. B.; TILTON, 

L. W. 

— , and FJCHLIN, c. g., (1920) 214, 524; 
(1924) 244; (1925) 214, 244; (1931) 
214, 524 

—, and HILL, E. E., (1925) 244, 526 
—, LLOYD, D. B., and MERRITT, G. E., (1930) 
524 

—, and VALASEK, j., (1920) 192, 214, 524 
TORQUEMADA, 10 

Transformation point (temperature), 
171, 172, 260(T), 264, 267, 312, 524, 
525, 526; see also annealing point; 
transition point. 

Transition point (temperature), 265, 267, 
269, 276, 525, 526, 529; see also an¬ 
nealing point; transformation point 
Transmission of light, 30, 367. 431; see 
also coloring agent 
Transparency, 16. 30, 367, 433 
Tridymite, 39 T 
TROMMSDORF, H., (1901) 411 
TROUTON, F. T., (1906) 150 
—, and ANDREWS, e. s., (1904) 136 
TSUBOI, s., (1923) 368; (1925) 368 
Tubes, collapsing temperature of glass, 
338 

TUCKERMAN, L. B., 339 
TURNER, w. B. 8., 187, 195, 250; (1917) 
108; (1922) 108, 116, 117T; (1925) 
530; (1927) 108; (1931) 116; see aho 

BERGER, E.; CAUWOOD, J. D.; CLARKE, 
J. R.' COU8EN, A.; DIMBLEBY, V.; ENG¬ 
LISH, 8.; GOODING, B, J.; HODKIN, 
F. W.; HOLLAND, A. J.; MUIRHBAD, C. 

M. M.; PRESTON, B.; SEDDON, E.; 
SHEEN, A. R.; STOTT, V. H.; WATERTON, 
8. C.; WBYL, W.; WINKS, F. 

— , and WINKS, F., (1925) 235 T, 258, 287, 
392, 405; (1928) 264, 279, 283, 286; 
(1930) 266, 269, 271, 275, 276, 277 
TWYMAN, F., (1917) 174, 177, 187 
—, and PERRY, J. w., (1922) 299, 303, 430 
TYLOB, B. B., (1861) 9 
Tyre, 15 

XTltru-yiolet, glasses to control, 434 T 
Undercooled liquid, 32, 33, 526, 5^ 
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Ur, 13 

Uranium oxide, 435, 437 

URRY, W. D., see PEHMAN, E. P. 

Vacuum correction, 226 

VAKHRAMEEV, N. A., 866 KRAKAU, K. A. 
VALASEK, J., see TOOL, A. Q. 

Vanadium oxide, 435, 436 
VELAIN, c., (1878) 11, 76 T 
Venice, 20 

Verdet's constant, 515 

VERNIER, E., (1907) 13 
VERNON, A. A., 866 HURD, C. B. 

VESELEY, V., (1911) 138 
VILLARD, P., (1900) 102 
Viscosity, 32, 34, 135-172, 526; see also 
isokom, log; setting, rate of 
annealing range, — in, 167, 182 F, 192, 
526, 529 

heating, effect of long, 167 
impurities, fiffect of, 158 
shear, effect of, 143 
strain point, — at, 192 
temperature, — as function of, 161 
time, effect of, 141 
—, methods of measurement, 
comparison method, 138 
falling ball, 136, 143 
fitxjr extension, see rod deformation 
film, glass, 137 

Margules, see rotating cylinder 
oscillating ball, 137, 165 
rising ball, 137, 165 
rod deformation, 138, 150, 160, 162, 167 
rotating cylinder, 137, 143, 146, 150, 
161, 162, 163, 165, 166, 167, 169 
Stokes, see falling ball 
Viscous traction, coefficient of, 150 
Vitreous silica, see silica glass 
VOIGT, c. Q., see hahner, c. 
voiGfT, w., (1882) 298 
volarovitch, m. p,, (1928) 166; (1932) 166 
—, and LEONTIEVA, A. A., (1936) 167, 272 
—, and TOLSTOI, d. m., (1934) 166; (1936) 
167 

Volatile components in glass, 89, 469 
Volatile substances adsorbed on glass, 
90 

Volatile substances dissolved in glass, 
96 

Volume conductivity, 457 
Vulkanite glass, 83 T 

WAOLEIGH, w. H,, (1933) 165 
WAGNER, H., see SCHWIETE, H. E. 
WAGNER, K. W., (1922) 601 
Wagner theory of imperfect dielectrics, 

450 

WAOSTAFP, (1922-3) 299 


WALKER, p. h., (1905) 133 
—, and BMiTHER, F. w., (1917) 133; 

(1918) 83 T, 113 
walther, a., see inge, l. 

WANDERSLEB, E., (1902 ) 310 
W.ARBURG, E., (1884) 441 
—, and IHMORI, T., (1886) 450 

- , and TEGETMEIER, F., (1888) 441 

warren, b. e., 539; (1933) 533; (1937) 
533, 534; see also morey, g. \v. 

—, and BiscoE, j., (1938) 536, 538 
—, and loring, a. d., (1935) 536 
warren, w. j. a., (1930) 345 

WARTENBERG, H. V., GREINER, B., TABACZ- 
NIK, Z., JANESZEWSKI, D., and KRA- 

WUT8CHKE, A., (1932) 334, 338 
WASHBURN, E. W., (1921) 198 
—, FOOTITT, F. F., and BUNTING, E. N., 

(1920) 97 

—, and SHELTON, g. n., (1920) 149, 158 

—, SHELTON, G. R., and LIBMAN, E. E.. 

(1924) 137, 143, 145, 161, 163, 209, 260, 
298, 523 

WASHINGTON, H. S.. (1917) 76 T 
Water glass, 44, 79, 165 

WATERTON, 8. C., and TURNER, W. E. S.. 

(1934) 235 T, 256, 257, 258 
WEBER, G. E., (1835) 316 
WEBER. R., (1863) 110; (1879) 110; (1883) 
319 

WEIBKE, F., see BILTZ, W. 

WEIDERT, F., and BERNDT, G., (1920) 169, 
170, 191 

WEIDMANN. G., (1886) 316 
WEILLER, p., (1910) 240; see also hil- 
PERT, B. 

WELTER, G., (1926) 339 
WBNIG, R., and ZSCHIMMER, E., (1929) 263, 
272 T, 273, 283 
WERTHEIM, Q., (1854) 428 
—, and CHEVANDIER, (1845) 298 
WETMORE, W. L., See LITTLETON, J. T. 

WEYL, w., (1931) 435; (1932 ) 96; (1937) 
435; see also mottig, m. 

— and THUMEN, E., (1933) 435, 436 
WHITE, w. c., (1934) 15 
WHITE, w, p., (1909) 218; (1919) 218 
WHITEHEAD, J. B., (1927) 471 
WIBBE, H. F. w., (1884) 319; (1885) 319; 
(1886) 319 

WIEN, M., see WULLNER, A. 

WIETZEL, R., (1921) 529 

WILLEMS, H. W. V., see BOWEN, N.‘ L. 

WILLIAMS, A. E., (1923) 294, 304, 329, 339; 

see ako badger, a. e. 

— and cox, s. f., (1916) 138 
williams, c., see bedson, p, p. 

WILLIAMS, G. A., and FERGUSON, B., 

(1922) 102 

WILLIAMS, w. s., and rand, c, c., (1919) 

194 
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WILLUMSON, E. D., See ADAMS, L, H. 

WINCHELL, A. N., (1931) 368, 369 
—, and EMMONS, r. c., (1926) 368 
Window glass, 25, 71, SOT, 101 T, 281, 
329, 433, 434 F 

wiNKELMANN, A., 24 , 27, 84, 220; (1893) 
23 T, 215, 287; (1897) 298, 302, 309, 
310; (1905-9) 295 

—, and SCHOTT, o., (1894) 23 T, 87 T, 
224 T, 271, 298, 302, 303, 315, 328, 343, 
346 

WINKS, F., see ENGLISH, S.; SEDDON, E.,* 
TURNER, W. E. S. 

—, and TURNER, \v. e. 8 ., (1931) 229 F, 
235 T, 530 

WINLOCK, H. E., (1921) 13 
Wolkstonite, 39, 56, 107, 168, 169, 217 T 
WOOD, A. R., (1932) 136 
WOODW.ARD, R. s., (1903) 350 
Working temperature, 32 
WRIGHT, F. E., (1911) 368; (1914) 173; 
(1921) 84, 87 T, 174, 187, 297, 407, 
440; see also rankin, g. a. 
wuLFF, p., and majumdar, s. k., (1936) 
228, 371, 372 

WtJLLNER, A., and WIEN, M., (1902) 517 
WYCKOFF, R. W. G,, and MOREY, G. W., 

(1925) 531; (1926) 531 


X-ray diffraction patterns, 531 
YAGER, W. A., and MORGAN, 8. 0., (1931) 

450, 453, 486 T 

YOUNG, J. c., see faick, c. a.; glaze, f. w.; 

SCHMID, B. C. 

Young’s modulus, 294, 303, 342, 517 
factors for calculation of, 302, 303 T 
glass fiber, — of, 312 
hardness, — vs., 360 
heat treatment, effect of, 316 
pressure, effect of, 306, 314 
sound, — measured by velocity of, 313 
strain, effect of, 315 
temperature, effect of, 310, 311 
ZACHARiASEN. w. H., (1932) 532, 534, 539 
ziES, E. G., 373; see also allen, e. t. 
zscHiMMER, E., 258; (1903) 110; (1905) 

110; (1912) 23, 84, 87T, 103, 407; 

(1914) 169, 288; (1924) SOT; see also 

WENIG, R. 

—, and DiETZEL, A., (1927) 69 
—, and SCHULZ, h., (1913) 171 
zschokke, w., (1918) 407 
ZSIGMONDY, R., (1901) 435 
Zaolna glass, 83 T 
ZWICKY, F., (1929) 320; (1931) 529 
ZWORYKIN, V., (1926) 443 
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TWO-COMPONENT SYSTEMS 


NAisO’-BsOs 
density, 228 T, 234 T, 236 
electrical conductivity, 457 T, 458 
expansion, 272, 274 T, 275 
optical properties, 228(T), 370 T, 372 
phase relations, 47 
viscosity, 166 

KsO’-B'^Oa 

expansion, 272 

PbO-BflOa 

phase relations, 47 

LiaO-'SiOa 
phase relations, 47 
optical properties, 372(T) 

Na^O-SiO^ 

annealing characteristics, 194 F, 195, 
196 F, 237 T, 275(T), 276(T) 
compounds, 39 T, 42 

density, 229 F, 233 T, 236, 237 T, 249 F, 
261 (T), 376 T, 383 T 
elastic properties, 301(F) 
electrical conductivity, 4^ F, 470 F 
expansion, 237T, 275(T), 276(T), 277(T) 
hardness, 362(F) 

optical properties, 229 F, 237 T, 373, 
376T, 383T, 387F, 388F, 389T 
phase relations, 38(F), 46 T 
strength, 326 F, 327 F 
viscosity, HOT, 150, 165T 
x-ray diffraction pattern, 537 F 

K20-Si02 

annealing characteristics, 195, 196 F 
compounds, 39 T 


K 20 -Si 03 — {Continued) 
density, 239, 397 T 
elastic properties, 301 (F) 
electrical conductivity, 465 F 
expansion, 272 
hardness, 362(F) 
optical properties, 373, 397 T 
phase relations, 43 F, 44, 46 T 

CaO-SiOs 

compounds, 39 T 
density, 239, 249 F, 385 T, 386 T 
optical properties, 373, 385 T, 386 T, 
387 F, 388 F, 389 T 
phase relations, 44, 45 F, 46 T 
viscosity, 165 

SrO-SiOa 
density, 239, 375 T 
optical properties, 374, 375 T 

BaO-SiOs 

density, 239, 375 T 
optical properties, 374, 375 T 

BaOji-SiOs 
density, 232 T, 240, 372(T) 
expansion, 277(T) 
optical properties, 372(T) 

PbO-SiOa 

compounds, 39 T 
density, 239 T, 240, 374 T 
optical properties, 373, 374 T 
phase relations, 45, 46 T, 47 F 

S-Se 

optical properties, 369, 370 T 


THREE-CX)MI*ONENT SYSTEMS 


HaO-RsSiOs^SiOs 
phase relations, 104(F), 105 
NAsO-KsO-SiOa 
elastic properties, 301(F) 
electrical conductivity, 465(F), 467 T 
hardness, 362(F) 
strength, 326(F), 327 F 

NAflO-BeO-SiOa 

annealing characteristics, 241 T, 278 T 
density, 240(T), 241 (T) 
expansion, 241T, 278(T) 
optical properties, 240 T, 241T, 374 

NA20-M|;0-Si0> 

annealing characteristics, 194 F, 196 F, 
241T 

density, 280 T, 241 (T), 242 F 
durability, chemical, 125, 126 T, 127 F, 
128, 129 F, 130 
elastic properties, 301(F) 


NasO-MgO-SiOa— {Continued) 
electrical conductivity, 452 F, 453, 459 F, 
465(F), 466(F), 467T, 469T, 470F 
expansion, 230 T, 241 T, 278, 279 F 
harness, 362(F) 
optical properties, 241 T 
strength, 326(F), 327 F 
thermal conductivity, 221 T 
viscosity, 151 F, 152 F, 153 

Na,0-CaO-SiO* 

annealing characteristics, 194 F, 196 F, 
237 T, 241 T, 280 T 
compounds, 39 T 

density, 230 T, 237 T, 241T, 242(F), 
244 T, 246 T, 247 T, 249 F, 251 T, 259 T, 
329T, 376T, 379T, 383T 
durability, chemical, 123 T, 125, 126 T, 
127 F, 128, 129 F, 130 
elastic properties, 300(T), 301 (P) 
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Na^O-CaO^SiOs— {Continued) 
electrical conductivity, 444, 452 F, 453, 
459(F), 465(F), 466(F), 467(T), 468F 
expansion, 230 T, 237 T, 241T, 278, 
279(F), 280 T, 281 (T) 
hardness, 329 T, 362(F) 
optical properties, 237 T, 241T, 375, 
376 T, 379 T, 382 T, 383 T, 387 F, 388 F, 
389 T 390 F 

phase relations, 46 T, 48(F), 49 F, 50 F, 
51 F, 53 F, 69(F), 70 F 
strength, 326(F), 327 F, 329 T 
surface tension, 201 T, 206 T, 209 T, 209 F, 
210 F 

thermal conductivity, 221 T 
viscosity, 144(F), 145(F), 146 F, 147 F, 
148 F, 150 F, 151 F, 153, 158, 159 F 
x-ray diffraction pattern, 531 

NaiiO-ZnO-SiOa 

annealing characteristics, 196 F 
density, 234 T, 251 

durability, chemical, 125, 126 T, 127 F, 
128, 129 F, 130 

elastic properties, 301(F), 302 
electrical conductivity, 452 F, 453, 459(F), 
465(F), 466(F), 467 T 
expansion, 234 T, 282(T), 283 T 
hardness, 362(F) 
optical properties, 383 T, 391 
strength, 326(F), 327 F 
thermal conductivity, 221 T 

N a20-Ba0-Si02 

annealing characteristics, 196 F 
density. 233 T, 251, 252 F, 378 T, 380 T 
durability, chemical, 125, 126 T, 127 F, 
128, 129 F, 130 

elastic properties, 301(F), 302 
electrical conductivity, 452 F, 453,459(F), 
466(F), 466(F), 467 T 
expansion, 233 T, 279 F, 282, 283 T 
hardness, 362(F) 

optical properties, 378 T, 380 T, 391 
strength, 326(F), 327 F 
thermal conductivity, 221 T 

N AaO-BaOs^SiOs 

annealing characteristics, 196 F, 274 T, 
283, 284 T 

durability, chemical, 125,126 T, 129 F, 130 
density, 232 T, 234 T, 251 
elastic properties, 301(F) 
electrical conductivity, 452 F, 453, 459 F, 
465(F) 

expansion, 232 T, 274 T, 283, 284(T) 
hajtlness, 362(F) 
optical properties, 382 T, 392 
strength, 326(F), 327 F 
then^ conductivity, 221T 
viscosity, 154 F, 166<F) 


N SijO-AlaOa-SiOa 

annealing characteristics, 194 F, 196 F, 
238 T, 241 T 

density, 230 T, 238 T, 241 T, 242 F, 252 
durability, chemical, 125, 126 T, 127 F, 
128, 129 F, 130 
elastic properties, 3()1(F) 
electrical conductivity, 452 F, 453, 458, 
459 F, 465 F, 467 T, 469 T, 470 F 
expansion, 230 T, 238 T, 241 T, 279 F, 285 
hardness, 362(F) 

optical properties, 238 T, 241 T, 382 T, 
392, 393(T) 

strength, 326(F), 327 F 
thermal conductivity, 221 T 
viscosity, 151 F, 153 F, 154, 164 T 

Na20-Ti02-Si02 

annealing characteristics, 194 F 

density, 231 T, 242 F, 253 

durability, chemi(;al, 125, 126 T, 127 F. 128 

expansion, 231 T, 285 

optical properties, 382 T, 393(T) 

NasO-ZrOa-SiOa 

density, 231 T, 253 

durability, chemical, 125, 126 T, 127 F, 
128 

expansion, 231 T, 279 F, 285 
Na20-Pl>0-Si02 
annealing characteristics, 196 F 
density, 232 T, 253, 254 F, 377 T, 379 T 
durability, chemical, 125, 126 T, 129 F, 130 
elastic properties, 301(F) 
electrical conductivity, 452 F, 453, 458, 
459 F, 465(F), 466(F), 467 T 
expansion, 232 T, 279 F, 285, 286 T 
hardness, 362(F) 

optical properties, 377 T, 379 T, 394 
strength, 326(F), 327 F 
thermal conductivity, 221 T 

N asO-BisOs-SiOs 

density, 254 

optical properties, 394(T) 

N HaO-P eaOir SiOa 
annealing characteristics, 196 F 
elastic properties, 301(F) 
electrical conductivity, 452 F, 453, 465 F, 
467 T 

hardness, 362(F) 
optical properties, 395(F), 396 T 
strength, 326(F), 327 F 
thermal conductivity, 221 T 

KaO-BeO-^SiOs 
density, 240 T, 255 
optical properties, 398, 240 T 

KaO-MgO-SiOa 

electrical conductivity, 466(F) 
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KflO-C&O-SiOa 

compounds, 39 T, 61 

density, 255, 376 T, 379 T, 397 T, 398 

electrical conductivity, 466(F) 

optical properties, 376 T, 379 T, 397 T, 398 

phase relations, 46 T, 60 F, 61 

surface tension, 201 T 

KsO ** Z nO **Si O 2 

electrical conductivity, 466 F 

KsO-BaO-SiOa 

density, 252 F, 255, 378 T, 380 T 
electrical conductivity, 466(F) 
optical properties, 378 T, 380 T, 399 

KaO-PbO-SiOa 

compounds, 39 T, 61 
density, 254 F, 255, 329 T, 377 T, 380 T 
electrical conductivity, 452(F), 453, 458, 
459 F, 466(F) 
hardness, 329 T 


KaO-PbO-SiOa— Continued 
optical properties, 377 T, 380 T, 400 
phase relations, 46 T, 61, 62(F) 
strength, 329 T 
thermal conductivity, 221 T 

K2O-F eaOa-SiOs 

optical properties, 399 T, 400 F, 401(F) 

MgO-CaO“SiO» 

density, 256, 392 T 
optical properties, 392 T, 401 

MgO-FeO-SiOa 

optical properties, 401 F, 402(T) 
phase relations, 4()2 

CaO-SrO-SiOa 

optical properties, 375 T, 402 

CaO-BaO-SiOs 

optical properties, 375 T, 402 

CaO-FeO-SiOa 

optical properties, 402, 403 T, 404 F 
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LhO-NaaO-CaO-SiOa 

density, 234 T, 256 

LhO-KaO-CaO-SiOa 

density, 234 T, 256 

N aaO-KsO-CaO-SiOs 

density, 234 T, 256, 377 T, 379 T 
optical properties, 377 T, 379 T, 403 
surface tension, 206 T 

NaaO-KsO-BaO-SiOs 

density, 257, 378 T, 381T 
optical properties, 378 T, 381 T, 404 

NaaO-KaO-PbO-SiOa 

density^ 257, 377 T, 378 T, 380 T 

durability, chemical, 124(F) 

optical properties, 377 T, 378 T, 380 T, 403 

N aaO-MgO-CaO-SiOs 

annealing characteristics, 195 F 
density, 230 T, 257 
phase relations, 62, 63 F 
surface tension, 201 T, 206 T 
viscosity, 156 F, 157 

iNasO-MgO-ZrOs~Si02 
density, 231 T, 257 
elastic properties, 302 
expansion, 231 T, 286 

INT aiO-CaO-BaO-SiOs 
surface tension, 201T, 206 T 


N asO-CaO-BaOs-SiOa 

phase relations, 65, 66F 
surface tension, 201 T, 206 T 

N daO-CaO-AlaOs-SiOs 
annealing characteristics, 195 F 
durability, chemical, 128 F, 129 
expansion, 195 F, 286 
hardness, 363 T 
phase relations, 64(F) 
surface tension, 201 T, 206 T 
viscosity, 156 F, 157 

(Binary system: albite-anorthite) 
density, 257, 392 T 
optical properties, 392 T, 404 

NaaO-FeO-FeaOs-SiO* 

annealing characteristics, 287(T) 
density, 233 T, 258 
expansion, 233 T, 286, 287 T 

KsO-RbaO-CaO'SiOa 
density, 235 T, 258 

KaO-MgO-CaO-SiOs 

surface tension, 201 T 

KsO-C&O-BaO-SiOs 
surface tension, 201 T 

SIgO-OftO-AlsOs-SiOs 
density, 258(T) 


FIVE-COMPONENT SYSTEMS 


NasO-KsO-CaO-BaOs-SiOi 
density, 232 T, 258 
expansion, 232 T, 287 
optical properties, 382 T, 404 


N asO-KjiO-CaO-AlaOs-SiOs 
density, 258 

NaaO-MgO-CaO-AUOs-SiOj 
hardness, 363 T 
surface tension, 204, 205 F 
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